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public knowledge that the Queen Was eager 
to reinstate Alexander, and that Lord Iddes- 
leigh, by acts, even more than Lord Salisbury by 
his Guildhall words, committed England to 
march with Austria against Russia. From most 
points of view this was a clever stroke for Eng- 
land, which can much better fight with allies in 
Europe than single-handed in mid-Asia, but the 
prospect of Lord Randolph Churchill joining the 


Radical peace-at-any-price party in @enuncia- 
tion of him unnerved Lord Salisbury, and he has 


precipitately thrown the whole game up. 


GOSCHEN, 
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e Lonpon, Jan. 29.—The German Emperor 
5 Rays there will beno war. The Berlin Bourse 
Says there will be war. Between these two 
‘clashing authorities it is none of my business to 
ae choose. It is certain that the situation seems 
more peaceful as a whole to-day than it has for 
a long time; but then so many conflicting 
interests are wedged into the arch of Europe- 
an peace, the giving way of any one of which 
may hurl them all to the ground, that it 
would be misleading to speak of the situation as 
an entity. Justnow the things which promise 
for peace are England’s withdrawal from her 
truculent support of Prince Alexander, the 
growing notion that Russia has conoluded to 
listen to reason: and allow the Duke of Leuch- 
tenberg to be elected, and the conviction that 
the French are sincere in their desire to avoid 
war. So far as these go they are highly satis- 
factory, but the Bourses do not seem to believe 
much in them. 

To begin with, the financiers had been so thor- 
oughly convinced that serious war was coming 
that they are prone now to regard the peaceful 
Signs as colored by a natural reaction from Mon- 
day’s panic. Despite the Kaiser’s positive as- 
surance to the Generals the calling in of 72,000 
German reserves is held to be a measure alto- 
gether too extensive to be explained by the need 
of drilling them to use the new rifle, especially 
when looked at in connection with the state- 
ment that France is going to mobilize a whole 
corps on the same pretext. It is possible that 
the two nations have got worked up into 
& nervous, hysterical state, where the pres- 
ence of huge forces of armed men and 
daily tidings of fresh martial projects create an 
irresistible impulse to take a plunge, just as in- 
‘dividuals dizzy at the height of a precipice yield 
tothe crazy temptation to threw themselves 
over. This is the more obvious danger which is 
in everybody’s minds, now when words between 
France and Germany are uttered; but there is 
an ulterior peril, as yet only vaguely sus- 
pected, but which may become terribly real. 
There is a belief in certain quarters, more 
or less defined, that Bismarck intends 
demanding of France’ if she holds 
herself still bound by the Frankfort treaty of 
1871, and if so, what is the meaning of her arma- 
ments? This would be practically a slap on the 
ear, which the French, no matter how earnest 
their desire for peace may be, could scarcely al- 

4 low to pass unreturned. There is a possibility, 
j of course, that the French should reply m such a 
way that the ground would be cleared fora 
mutual partial disarmament, which both peo- 
ples honestly desire; but the more likely answer 
would be a flery acceptance of the gage of battle. 
The difficulty of reconciling this forecast with the 
Kaiser’s solemn assurance I leave to those who 
believe a demand is going te be mae. It need 
hardly be said that this imputation of this in- 
tention shows Prince Bismarck in a harsher light 
than the world would willingly regard him. There 
€an hardly be imagined a erueler or more wan- 
ton act than the forcing of a great war on a 
peacefully inclined nation; but: the Germans 
Teagon thatthe French would do the same in 
forty-eight hours if they believed they could 
win. Every Frenchman, they say, would shout 
for revanche to-morrow if not deterred by a 
moral certainty. that his country would get 
thrashed. Bismarck may or may not.be anx- 
fous to shine as a: humanitarian, but his first 
duty is to conserve the future of the empire he 
created. This cannot be done so long as an 
avowed enemy across the Rhine is waiting only 
fora safe chance to fall upon Germany and dis- 
member and destroy her. This is the French in- 
téntion, reiterated over and over again, Let 
them publicly repudiate this and honestly accept 
the results of the last warand peaceand dis- 
armament would be assured. But if they will 
not, then Germany must guard her interests in 
her own way ard her own time. Thus the 
official Berlin Post talks even while the aged 
Emperor is declaring that there will be no war. 
Ifthe Bourses believe the Post instead of the 

Kaiser, I for one do not blame them. 


The story gaining ground that Russia is dis- 
posed to modify her attitude toward Bulgaria, is 
willing to talk matters over, and to accept some 
such candidate as the Duke of Leuchtenberg, 
rests on no foundation that can be discovered, 
Several times before there have been such state- 
ments, which gave rise to optimistic delusions, 
only to show when the mists cleared that Russia 
was standing as resolute and uncompromising 
‘agever. The present scheme is to have an in- 
formal series of pourparlers between diplomats 
of the powers at Constantinople, with a 
view to agreeing on an initial step for 
a coalition Government at Sofia with 
which the Czar’s dignity would permit him 
to treat. Itis foreseen that Nelidoff, Rodowitz, 

and Noailles would work together on one side, 

and White, Corti, and Calice on the other. How 
far these rival combinations wouid be able or 
willing to join in compromises remains to be 
seen. Clearly Austria puts small faith in a pa- 
tific agreement, for to-day’s reports of Austrian 
armaments and military preparations come for 
the first time from an official source, and by the 
magnitude of the operations and the outlay 
which they chronicle they seem to reflect the 
energy of despair. That the Vienna Bourse 
is flat is almost a matter of course, for 
investors there long ago got into such a chronic 
state of shivering that it is now impossible to 
keep calm no matter what the news is. But it 
seems evident that this Government does not 
believe in peace either, for the war preparations 
are proceeding with tremendous vigor. It 1s 
this rather than any new menace from Bulgaria 
that justifies me in saying that, in despite the 

Momentary signs of peace, both ends of the 

great Continental quarrel are stillopen. They 

do not believe in Berlin that Bismarck is sincere 
in desiring peace with France. They do not be- 
lieve iu Vienna that Russia intends honestly by 

Bulgaria. 

But about England having drawn out of the 
combination which has done such remarkable 
things all over Europe there can be little doubt. 
Lord Salisbury roared as soft as any young dove 
at the opening of Parliament, and the little fel- 
lows who serve as his mouthpieces find it diffi- 
eult sutliciently to describe their horror at the 
hare notion of England going to war to help Bul- 
gzaria. We may search modern history a long 
While before we will find an equally complete 
‘volt. A month ago England was the prime 
over in an effort to buila up acombination which 
Gould prevent Russia from escaping out of the 
Bulgarian imbroglio without fighting. Now she 
Publicly washes her hands of the whole affair, 
and even goes out of her way to emphasize the 
Yatural claim that the Russians have on the 
gratitude of Bulgaria. The secret of this sud- 

ten change lies on the surface. Lord Randolph 
Mburchill has scared this nerveless, timorous 
Ministry out of its boots. When it became known 
that he intended to expose and condemn the 
Government’s warlike attitude, Lord Salisbury 
na panic made haste to throw overboard all 
vestiges of complicity in Continental plots. 
sectarian he was not able at the 
“"mae time to destroy the more or less 
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The contempt with which this change of front 


is regarded on the Continent is fairly matched 
by the humiliating disdain which ‘the stum- 
bling, infantile acts of the Ministry inspire at 
home. 
House of Commons only serves to emphasize its 
fatal weaknessin all else. 
Lord Randolph Churchill on the front bench, the 
Tories managed to make a fair show of positive 
strength. Now, with him gone, the remaining 
Ministers occupy about the same position to- 


Its numerical preponderance in the 


In the last session, with 


ward the opposition that minnows in a brook du 


to the boys who are stoning them. Sir Michael 
Hicks-Beach, who is the only articulate one of 
the crowd, is so conscious of the failure in Ire- 
land of his own plan of campaign, and so angry 
at the success of the other, that he is unable to 
take the part he otherwise would. Mr.Smith, 
after two days of trial, is admitted to be a mis- 


take. The rest are either fools or afraid. Itis 


openly said in the lobby that the Ministry won’t 
last through February. , 


If the Liberals had just swept the country 


they could not be more boisterously elated than 
they are at the defeat of Mr. Goschen. Although 
the Tories and Unionists make a pretense of taik 
ot a gain over last Summer, everybody knows 
the fact to be otherwise. What with the Irish 
removals and other changes, Mr. Goschen started 
with a net advantage of 350 votes. This meas- 
ures the number of Liberals who abstained from 
voting last July and are now convinced that 
home rule must be accepted. The same course 
of education is going on all over England and 
Scotland. Everywhere you find Liberals who 
were doubtful then and are now reconciled to 
the idea of home rule. Months ago I spoke of 
this change as in the air. 
recognizes it. Hence the Liberals are jubilant 
and ask for nothing better than a dissolution 
and another general election, and they will do 
their utmost to force this forward. The Min- 
istry have neither the spirit nor leaders to 
resist the onset. Mr. Goschen’s failure to get 
in has upset them. 
having been made an exhibition of by silly 
Tories and Unionists at Liverpool, and his 
refusal to stand as a Tory for some ready-made 
vacancy, have discouraged them. He insists on 
running as a Liberal ina Liberal district. In- 
quiries have developed the fact that not one of the 
seventy odd constituencies represented by Union- 
iste could berelied on now toreturn Mr, Goschen, 
80 8trong and universal has been the revulsion 
of feeling. There isa plan on foot, as carefully 
guarded as “ Ruddygore” was, to sneak him into 
some as yet nameless seat next week, but even 
if it succeeds it cannot wipe off the mark of 
death which his Liverpool defeat has put on the 
brow of the Salisbury-Hurtington Ministry. 


Now everybody 


His furious temper at 


Lord Randolph Churchill’s speech, despite 


what the Tories say, has distinctly helped him 
in thecountry. It was part ofa sbarp trick of 
Lord Salisbury’s to force upon him the issue of 
harbors and coal stations as the cause of his 
resignation, which would seem unpatriotic, but he 
is no chicken to be caught by such chaff. He 
will more than hold his own against the whole 
Ministry, and the signs increase that he will 
carry lots of young Tories with him. 
rumored that he and they are going to oppose 
coercion. If they do the Ministry will be beaten 
and will dissolve on that, but the situation is too 
mixed yet to make prediction profitable. 


Itis now 


Mr. Parnell has really been very ill, it appears. 


He certainly both looks and actsit. It is impos- 
sible to disguise the fact that there is some cool- 
ness toward him on the part of Irish members 
over his failure to indorse the plan of campaign. 
His reception in the House has never in late 
years been so perfunctory as on Thursday. This 
is probably a temporary feeling instead of the 
beginning of a serious feud. However, for one 
thing, it is now seen that he is really ill and itis 
understood that his ailment has involved much 
mental trouble besides. The lines of separation 


which have hedged about the compact body of 
Nationalist members have now visibly . disap- 
peared, largely as a consequence of the visit of 
Conybeare and Fry to Gienbeigh. They and fifty 
other Radicals are now as earnestly and passion- 
ately Irish as the Irish themselves, with the re- 
sult that Mr, Parnell’s personal ascendency in 
the matter is less pronounced for the moment 
than it was. 

The new elections in Denmark render the con- 
tinuance of the time-honored dead-lock certain. 
Comrt influence availed to gain all but one of the 
Copenhagen seats, but the country remains as 
opposed to the King and Estrup asever. The 
new Folkething will throw out the budget as 
the old one did. It is believed that the King will 
then resort to measures of autocratic force, 
being convinced of the futility of another elec- 
tion. 

We getno information this week as to the 
progress of the elections in Germany. I pri- 
vately hear confirmed what I predicted a fort- 
night ago, that the Vatican has thrown its in- 
fluence for Bismarck, thus leaving Herr Wind- 
thorstin the lurch. Meanwhile the police are 
dispersing Socialist meetings in Berlin and 
Frankfort. 

Fullreports of Senators Ingallse’s and Frye’s 
bellicose speeches on che fisheries question 
cabled here created much amused surprise. 
They served their purpose, if only to awaken 
Englishmen to the fact that there is such a ques- 
tion andthat Americans feel deeply about it. 
Wherever the merits are explained the English 
are on our side against the Canadians. The 
trouble has been that they have heretofore 
taken no trouble to understand the mat- 
ter, taking it for granted that it was one 

of those chronic rows of which the British 
Empire has always some half dozen on hand 
away off in New-Guinea or Bechuanaland, or 
Heaven knows where, and about which no one 
outside of the Foreign and Colonial Offices ever 
bothers his head. If once it becomes a popular 
question English public opinion will make short 
work of the Canadian foolishness. The miscnief 
is that the English never will seriously try to 
understand a question until their noses have 
been brought into contact with it, and the red- 
tapeism of the Foreign Office gives the Canucks 
just rope enough to be disagreeable. 

The musical season has now fairly setin, and 
promises to be lively and interesting. Herr 
Joachim will return to London on Feb. 21, re- 
maining until April4. Mme. Schumann has 
promised to be present at the thousandth popu- 
lar concert, which takes place in April. Arrange- 
ments are now being made for the visitof von 
Biilow, and it is considered certain that Sophie 
Menter will be among the Spring visitors.? 

It is definitely settled that Carl Rosa will begin 
his English opera season at Drury-Lane on May 
2. The répertoire will comprise Corder’s new 
and successful opera, ‘ Nordisa,” besides Eng- 
lish versions of “Lohengrin” and “ Don Gio- 
vanni” in addition to the usual English operas, 

Tuesday evening Spohr’s oratorio “Calvary” 
will be produced at St. James’s Hall for the first 
time in 35 years. 

On Feb. 12 will be given for the first time at 
the Crystal Palace Dr. Mackenzie’s ‘Story of 
Sayid” and Dr. Stanford’s “‘ Revenge.” 

The Richter concerts, it is settled, will begin 
on April 25, lasting till the end of June. 


The management of the Haymarket are trying 
to arrange with Sir Charles Young, the author of 
“Jim, the Penman,” for a play to take the place 
of Mr. Jones’s “ Hard Hit,” which is a melan- 
choly failure. This collapse, following on the 
heels of the deadly frost of ** A Noble Vagabond,” 
will serve to push Mr. Jones out of the ranks of 
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successful playwrights into which his collabora- 
tion with Henry Herman in “ The Silver King” 
put him. 


Grace Hawthorne bids fair to be a big person- 
ality here the coming season. The Saturday Re- 
view to-day speaks of her as one of the best act- 
resses America has sent us in many years. Her 
lease of the Princess’s Theatre has created con- 
siderable stir, theatrical and outside public opin- 
ion being that Mr. Wilson Barrett has been bad- 
ly used by the owners of the building. I an- 
nounced, however, on good authority several 
weeks ago that Mr. Barrett would not return to 
the theatre. It is now said that his Grand The- 
atre at Leeds is in the market, which would seem 
to indicate that Mr. Barrett’s managerial career 
is at an end in England. 

Sophie Eyre made a positive and unequivocal 
success yesterday ata matinée as Elizabeth in 
Boulding’s “Double Rose.” She displayed a 
force and power, combined with deep tender- 
ness and, pathos, that captivated the audience, 
which called her again and again before the cur- 
tain amid cheers and bravos, after the strong 
curse scene,in which she rose to aheight of 
tragic splendor. 

Pinero’s new play, “Dandy Dick,” is consid- 
ered certain of success and likely to enjoy a long 
run. H. F, 


NAVAL CADETS DANCING. 


SEMI-ANNUAL BALL OF THE FIRST CLASS 
AT ANNAPOLIS. 

ANNAPOLIS, Md., Jan. 29.—The semi-an- 
nual ball of the First Class of Naval Cadets, 
Naval Academy, to-night was unusually well 
attended. The gymnasium was handsomely 
decorated with bunting, the meteor-striped 
flag of England and the star-spangled ban- 
ner peacefully twining together insemphatic 
contrast to recent bellicose expressions in Con- 
gress. The First Class having just finished their 
semi-annual examination, expressed their joy 
over leaving their most difficult study behind by 
placarding onthe ceiling ‘Farewell to Math.” 
The Naval Academy’ Band = playea most 
delightfully, and the dancers executed 
their figures in most graceful and en- 
thusiastic style. Mrs. Barnett and Cadet 
Burrager received. Gov. Lloyd and wife, of 
Maryland, were present with his guests, Miss 
Stirling, of Baltimore, and Miss Staplefort, of 
Cambridge, Md. There were also present Miss 
Porter, daughter of John Porter, Miss Snowden 
and Miss» Seaman, Miss Montague, of New- 
York; Miss Schley, daughter of Commodore 
Schley; Mrs. Meade and daughters; Miss Heap 
and Miss Jordan, of Washington; Miss Brice, of 
Pennsylvania; Miss Almy, Miss Carter, Miss Wil-: 
son, Miss Stewart, of Baltimore County, Md.; 
Misses Claytor, Miss Brooke, Richard Clay- 
tor, of est River. Md.; Miss Gunning, 
of Philadelphia; Judge Bryan and daughter, 
Judge Magruder and daughter, of Maryland; 
Miss Giddings, of Virginia; Dr. 8. D. Kennedy 
and wife, Inerett Steele and wife, Miss Beck, 
Miss Bessie Randall, Miss Marchand, Miss Claude 
Miss Wilkinson, Daniel R. Randall, Daniel. 
Mtrray, L. D. Gassaway, James M. Munroe and 
wife, George E. Marchand, of Annapolis; Miss 
Blair and Harry and Edward Habersham, of 
Baltimore; Mr. Van Antwerp, of Iowa; Di- 
rector Murray, wife, and daughters, Mrs. J. 
Wirt Randall, Prof. Fay, Mrs. Rush, Mrs. 
Pendleton, Mrs. Gibson, Commander 8. W. Terry 
and wife, Commander Harrington and wife, 
Lieut. McCrea and wife, Lieut. Gheen and wife, 
Lieut. Miller and wife, Lieut. Wood and wife, 
Lieut. Roper and wife, pone Almy and wife, 
Ensign Baker and wife. sign Huse and 
wife, Lieut. Porter, Ensign Muir, Cadets Bart- 
lett, Stone, Snow, Churchill, Russell, Peckham, 
Boughton, Blue, Hibbs, Draper, Moseley, Durell, 
Balanger, Young, Deoker, Hull, Miller, Beech, 
Hayward, Marble, Chandler, Hoff, Stickney, and 
Robinson. Numbers of cadets were on the 
floor but did notdance. Supper was served as the 
guests desired in the oining supper room 
under the charge of Paymaster Loomis. 


THE FISHERIES DISPUTE. 
—_—_—. ~~» —-— 
ENGLAND PROMISES THE AID OF MEN- 
OF-WAR TO CANADA. 

Otrawa, Jan. 29.—It is officially stated 
that the Government, in response to an appeal 
to the mother country, has just received assur- 
ances from the imperial authorities that men-of- 
war will be dispatched to the maritime prov- 
inces in the Spring for the purpose of co- 
operating with Canadian cruisers in the en- 
forcement of the fishery protective service. The 
promise of the English Government created 


great satisfaction in official circles, and indicates 
that American vessels will be more rigidly ex- 
cluded from our waters during the next season 
than in the past. A Cabinet nister, speaking 
onthe subject, expressed himself as follows: 
“T have come to the conclusion that American 
legislators having gone so far will never 
yieid their consent to the appointment of a 
commission. Gloucester fishermen will not 
venture into our waters again in force, and next 
April will witness the first startling falling off 
in their trade. Two years hence the splendid 
Yankee fishing fleet will be a thing of the past. 
Let them resort to retaliation if they will, and 
the result will be that that game will work both 
ways. Portland, now a Winter port of Canada, 
will decline, while Halifax, under the new order 
of things, will flourish. Civil war between the 
Eastern and Western States would follow the 
adoption of a retaliatory bill.” 
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PLUCKY FOR HIS AGE. 

WHEELING, West Va., Jan. 29.—The Senatorial 
joint ballot to-day was identical with that of yester- 
day, Camden securing 37 votes, to 33 for Willey, and 
the remainder scattering. Senator Brown, who 
voted with the Camdenites up to Thursday, is still 
absent. Delegate Chambers, who voted for Camden 
on the first and second ballots and then changed off, 
announced to-night, in reply to a rumor that he 
would go back to Camden, that he had allied himself 
with the kickers and would vote for the Senator no 
more. 

An effort is being made to-night to run ex-Senator 
Willey’s vote up to 40 on Monday, the same figure 
he reached last Wednesday. This is within 6 votes 
of enough to elect the venerable Republican, now 
over 80 years of age. 

a RR 


THE SYRACUSE TELEPHONE TROUBLE. 

SYRACUSE, N. Y., Jan. 29.—Negotiations have 
been pending for three or four days by which the 
Central New-York Telephone and Telegraph Com- 
pany, which was granted a franchise by the Com- 
mon Council last Monday, hoped to get a lease of the 
plant ge | to the Ainerican District Telegraph 
Company, former holders of the Bell Telephone 
lease. The lease from the Bell Company expired last 
night. This morning the Bell agents confiscated the 
ewitch telephones and stopped communication. Dur- 
ing their absence the manager of the old company 
attached some of the old receivers and opened the 
lines long enough to tell theold subscribers titat the 
service was at an end. 
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CONGRESSMAN AIKEN’S ILLNESS. 
WASHINGTON, Jan. 29.—A letter received from 
the home of Representative Aiken, of South Caro. 
lina, reports his condition as most discouraging. In 
December, 1884, he fell ana injured himself, pruis- 
ing some of the small nerves of the back. The in. 


jury was aggravated by @ similar accident which be- 
fell him in this city on Feb. 22, 1885. He took to 
his bed in March, 1885, and has been confined there 
ever since, the nerves paving become inflamed and 
enlarged, cansing intense suffering. He was treated 
for some time for sciatica, but got little relief. His 
doctors, in a consultation recently held, decided that 
he was also suffering from a malignant humor. But 
little hope is entertained of his recovery. 


b SS eee 
OPERA AT BALTIMORE, 
BALTIMORE, Jan. 29.—The opera of “ Martha” 
was presented this afternoon by the National Opera 
Company, at the Academy of Music, to a fair honse, 
with Mile. l’Allemana in the réle of Lady Harriet, 


To-night “ Lohengrin” was sung toa house packed 
from Rone to ceiling. Only standing room was ob- 
tainable soon after the doors were opened, Mr. 
Candidus as Lohengrin and Cornelia N an Zanten as 
Ortrud were roundly applauded. To-night closed 
the present engagement of the company. 
— EE 
SHUT OUT FROM THE WORLD. 

WILMINGTON, Del., Jan. 29.—This morning at 
9 o'clock, at the Academy of the Visitation, Sister 
Evangeline, in the world Miss Alice O’Byrve, daugh. 


ter of John O'Byrne, ex-Assistant District Attorney 
of New-York, tock the vows of a professed religieuse 


























of the Order of the Visitation, founded by St. Fran- 
cis de Sales, whose feast the church celebrates to- 
day. Bishop Curtis was the celebrant, He was as- 
sisted by the Rector of the Cathedral, Father Lyons, 
x and other clergy. 
TEE EEO eck ea 
ON STRIKE AGAIN. 


READING, Penn., Jan. 29.—The employes of J. 
H. Sternbergh’s rolling mill have again quit work 
on account of the refusal of the propstetor to employ 


three of the discharged men. They held a meeting 
and determined not to go back. 


——— 


The American Field, 
Sold by newsdealers.--Ady, 
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TALK OF NOTE FROM PARIS, 


HOME POLITIOS AND ‘THR 
WAR THAT IS LOOKED FOR. 
GRBVY JEALOUS OF BOULANGER—SALE 

OF THE CROWN JEWELS—ORLEAN- 


ISM TO THE FRONT—STAGE AFFAIRS. 
By Oommercial Oable from Our Own Correspond- 
ent, 

Paris, Jan. 29.—There are so many 
wheels within wheels in the complicated polit- 
ical machinery here, and so many rival person- 
alities are intrifuing and undermining one an- 
other, that itis always difficult to measure to- 
day’s events by yesterday’s experience, let 
alone to judge from both what to- 
morrow will bring forth. Just now this 
is peculiarly hard, for the Comte de Paris’s 
very democratic manifesto, on the one side, and 
the conservative combination of M. Ferry and 
M. de Freycinet, under the auspices of M. 
Grévy, onthe other, have brought so close to 
each other these two great sections that small 
outside pressure might easily weld them to- 
gether. Orleanism having slept in the shades 
of oblivion since the exile, the Prince 
comes now to the front again. If a cu- 
rious remark made to me by the Marquis 
de Beavoir, a bosom friend of the Secretary 
of the Comte de Paris, can be believed, perhaps 
something of Germany’s present attitudeds ex- 
plicable by the fact that a long interview oc- 
curred between the Comte and the Crown 
Prince of Germany at Porto Ruffino in the 
Autumn, where they discussed not only the best 
means of checking the inroads of Socialism and 
Radicalism, but the necessity for some concerted 
protectionist action to prevent Americans from 
flooding the Continental market. I am assured 
that there was also asort of mutual pledge of 
disarmament made if the two should come into 
power. It is interesting to note that this visit 
to Porto Ruffino was followed by another to the 
King of Italy at Monza. 

That all this has a connection with the exist- 
ing crisis there are grounds to believe. How- 
ever, on the surface nothing is visible but the 
dead-set against Boulanger. Injudicious par- 
tisans urge that if he were retired Bismarck 
would have no cause of complaint. Equally 
thoughtless busybodies, belonging to the Elysée 
circle, assert that the President desires the resig- 
nation of the Minister of War, who is now both 
a@ domestic and an international embarrass- 
ment. Boulanger withstands ‘all this like a 
rock. The cabal will strive first to- weaken 
him by driving out of office Edouard Millaud, 
the Minister of Commerce and Agriculture. 
Of the reality of M. Grévy’s dislike for Bou- 
langer there can be no question. With all his 
efforts to maintain an unruffied serenity the 
President is actually a very sensitive and proud 
man, specially nervous about the éclat of his 
public appearances. At the Longchamps review 
last July, when M. Grévy’s carriage rolled out 
of the inclosure behind the Presidential tribune 
under escort of Gen. Boulanger and the Governor 
of Paris, the ovation given the General particular- 
ly annoyed the President, and he has never been 
quite able to forget the incident. With all his 
eccentricity, Gen. Boulanger certainly shows 
@ vast amount of sound common sense. He 
has just forbidden the officers of the army to 
take part in the Concours Hippique at the 
Palais de l’Industrie, as they did last Spring in 
full uniform. He characterized the performance 
as being too much like a circus. They can, of 
course, ride if they choose in civilian’s dress, but 
they cannot mount their own horses. So one of 
the greatest attractions of this very popular and 
swell occasion is lost to gain dignity for the 
French Army. 

Despite the peaceful reaction war is seriously 
considered here as, to put it mildly, among the 
possibilities. The generalopinion of the chances 
is very much against the French. Wise heads 
say the preparations are quite insuflicient, not- 
withstanding the 400,000 guns ordered by Gen. 
Boulanger to be ready for April15. Frenchmen 
going to Metz are not allowed to sojourn there. 
One gentleman was only given two hours’ notice 
yesterday. Another who went on legal business 
concerning a legacy was finally gruffiy given 
a permit for three days. All this is very 
tiresome to the French, and, with their usual 
combustibility, they are becoming almost in- 
clined to wish for anything that might end the 
present intolerable situation. The artillery has 
all been sent from Vincennes to Lunéville and 
Vernon, and it really seems to be a forward 
movement of reserve strength in both men and 
arms. No one appears to have much illusion 
about the risks. A cutting up of France is 
openly talked of, and, as the penalty of defeat, 
the feeling that a crushing indemnity would be 
demanded is universal. For this very reason 
the French would fight this time, if war it must 
be, with a savage determination not to survive a 
defeat. 

The crown jewels will be sold from May 5 to 
10. Nothing» will go very high except the 
diamonds, for which large orders at almost un- 
limited rates have already been given. The 
Countess of Paris and Mrs. Mackay, it is 
rumored, will be the most prominent bidders. 
People buy precious stones when everything 
else fails. At the Heilbronn sale recently at the 
H6tel Drouot large profits were made on the 





' marvelous diamonds of the deceased singer. 


The famous ‘“‘riviére” belonging to her was sold 
at a third advance on the original price. 

It seems now that ‘‘Lohengrin” may not be 
given at the Eden after all. The Government 
seems inclined to refuse its sanction. In any 
case Faure will not sing as anticipated. The 
prices, of 100f. for the lower seats and 50f. for 
the galleries, are certainly very high, even for 
the sport of seeing a probable row. 

Mile, Nixau has not made a personal success 
at the Nouveautés, though the opérette itself 
has pleased. The music is light and facile and 
the story sufficiently suggestive to suit boule- 
vard taste. The little theatre is so convenient 
to loungers that it must of necessity cater to 
their likes and dislikes. 

At the Francais M. Dumas’s play continues 
to demonstrate itself a great financial success. 

At the Odéon Daudet’s “Numa Roumestan” is 
to be brought out next week. 

At the Opéra Comique the “ Proserpine” of 
Saint-Saéns will be givenin about 10day shence. 
_— OO 
THE SOUTH WIDE AWAKE. 

CHATTANOOGA, Tenn., Jan. 29.—The Trades- 
man’s weekly report of new enterprises in the South 
includes, among others, the Lynchburg Trust and 
Construction Company, of Lynchburg, Va., with 
$2,000,000 capital; Anniston (Ala.) Pipe Foundry, 


with $200.000 capital; Decatur (Ala.) Mineral and | 


Land Company, capital $350,000; East End Invest- 
ment Company, Chattanooga, $1,000,000 capital; 
the Warrior Coal, Iron, and Land Company, of War- 
rior, Ala., $500,000 capital. 

Real estate sales in Chattanooga have aggregated 
over $1,000,000 during the week. 


ret AS Se Tales 
SQUEEZING THE FOREIGNERS. 
WILKESBARRE, Pern., Jan. 29.—Thomas O. 


Evans, Burgess of Nanticoke, was convicted in the 
the Criminal Court here this afternoon of extortion 
and perjury in office. Among the charges was that 
of committing Hungarians and Poles to prison with 
out authority, and imposing and collecting fines 
which were not warranted under the law. Con- 
gressman John Lynch was counsel for the defend- 
ant. The trial while it lasted created intense in- 
terest. 


eR 
THE TEXAS SENATORSHIP. 
AUSTIN, Texas, Jan. 29.—The eighteenth bal- 
lot resulted: Maxey, 48; Reagan, 52; Ireland, 33; 
Senator Burgess, 1. The nineteenth and twentieth 


ballots show unimportant changes. The twenty- 
first ballot resulted: Maxey, 46; Reagan. 56; Ire- 
land, 32, A motion that the Senate withdraw from 
the joint session was defeated twice, but prevailed 


the third time by one majority. An adjournment 
was taken until 10 o’clock on Monday. 
ES ee 


HEAVY MORTGAGE ON COAL. 
CLEARFIELD, Penn., Jan. 29.—A mortgage was 
filed to-day from the Clearfield Bituminous Coal 


Company to the Knickerbocker Trust Company of 
| New-York for $1,650,000. 
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(| York, probably on Monday, The indications point 
strongly to an advance in the price of coke. Some 
of the producers favored advancing the price from 


rapidly rising. /There is no floating ice. 


rains have made higher water 
Berkshire and Southern Vermont than in years. 
The bridge over Hoosac Branch used for coal 


| New-York Ticket and Freight Offices removed to 
A 415 Broadway, corner Canal-st.—Adv. 





HEAVY RAINS AND FLOODS.| DEATH SHOWING A DEFICIT. 


SERIOUS CONDITION OF AFFAIRS AT 





PORT DEPOSIT. 
Port Deposit, Md., Jan. 29.—The heavy 


rain that continued nearly all of to-day had no 
perceptible effect on the ice gorge opposite this 
place. » Main-street is still flooded to a depth of 
about four feet, and the only means of getting 
around is by rowboats. No movement in the ice 
is reported 
the 


serious, as provisions and. fuel are grow- 
ing scarce. 


water and only one small provision store is not 


submerged. Communication by rail is entirely 
cut off, no trains being able to 
than a mile, and the solitary storekeeper is un- 
able to renew his rapidly diminishing stock. The 
gorge presents a magnificent scene, and the place 
has to-day been crowded with sightseers. A 
warm rain, heavy enough to weaken the ice at 
the mouth of the Susquehanna and make a chan- 
nel for the volume of ice and water from above 
is the only hope the inhabitants have of an early 
release from their difficulties. 


at any point to-day, and 


situation here is becoming more 


The coal yards are all under 


—— nearer 


WILKESBARRE, Penn., Jan. 29.—The 


water in the Susquehanna River rose 13 inches 
to-day, owing to the heavy 
falling in this vicinity since last night. The ice 
remains firm, ahd a blockade of several days 
more will be the result. No serious damages are 
reported. 


rain that has been 


EASTON, Penn., Jan. 29.—The Delaware 


River is 15 feet high at 9 o’clock to-night, 


and the Lehigh River 10 feet, and both Pe 
freight and a passenger train on the Lehigh 


and Lackawanna Railroad are caught between 
two washouts between Bethlehem and Bath and 
cannot get through before morning. 


NoRTH ADAMS, Mass., Jan. 29.—Heavy 
in Northern 


traffic was carried away, and the water and ice 


threaten the main highway bridge. The Troy 


and Boston train had to back eight miles from 
Pownal and come in on the Boston, Hoosac 


— and Western Road, and all trains are 
e. 


CANAJOHARIE, N. Y., Jan. 29.—The heavy 
rain of last night has greatly swollen the Mo- 
hawk River, and fears are entertained at Am- 
sterdam and Port Johnson of disastrous floods. 
rc ye comage was donein the district by floods 

8 week. 


Nyack, N. Y., Jan. 29.—The heavy rain 
pf caused serious floods in some parts of 
Rockland County. The streams are greatly 
swollen, and some of the public highways in the 
interior of the county are impassable. 


Catskirt, N. Y., Jan. 29.—Heavy rains 
and fog prevail along the Hudson River. The 
streams are much swollen. Rondout, Saugerties, 
and Catskill Creeks are rising, and fears are en- 
tertained that the ice m the creeks in the in- 
terior will break up and come to tidewater. If 
it does serious damage is apprehended. All 
work on the ice harvest is suspended for the 
time being. 


Troy, N. Y., Jan, 29.—The Hudson is 
slowly rising here, and along the banks cellars 
and storehouses are flooded. The ice is gorged 
at Mechanicsville, Amsterdam, and Port Jack- 
son, in the Mohawk River, and at North Pownal, 
Vt., in the Hoosac. It is also gorged below 
Troy, and if the upper gorges break the first 
serious damage will probably be done here. 


IN THE MIDS1 OF A FLURRY. 








CHICAGO’S BOARD OF TRADE ON THE 
WAR PATH. 

CuicaGo, Jan. 29.—The talk about dis- 
ciplining members of the Board of Trade who 
have been trading in privileges on the open 
board culminated to-day when a dozen or more 
of the alleged guilty traders were served with 
notice to appear before the Directors of the 
regular institution on Tuesday and show cause 
why they should not be disciplined for a vio- 
lation of the “put and call” regulations. 


Among those who received these notices ‘are M. 
B. Crafts, the President of the open board; Geel 
J. Crafts, 8. J. ana L. W. Lameon, E. T. Hall, W. 
W. Brainard, J. B. and W.8. Adams, and, C. A. 
Whyland. Other notices were iprepared, but for 
certain reasons were withheld. Every notice 
contained froin six to twelve specifications indi- 
cating that the Directors had the proof at hand 
and that they were aware of at least so many in- 
fractions of the rule prohibiting these trades. 
The defense made by the members is that. the 
board has no jurisdiction over them when they 
trade outside the board building. If charges are 
pushed, then the members say they will retali- 
ate by bringing charges against the Directors. 
“T defy the Directors of the Board of Trade or 
any one else to prove that Iam. trading in pri- 
vileges” said Mr. Crafts. ‘“‘ But admitting, for the 
sake of argument, that I am, I claim that the 
board has no jurisdiction over the actions of 
its members outside of the board. 1t is extreme- 
ly silly for the Directors to think of disciplining 
members because they buy puts and Calls across 
the street. They might as well try to suspend 


@ member who deals in privileges in Mil- 
wankee or in New-York, and there are a 
do. I don’t say 


= many members who 
the charges are juntrue, 
that I can produce p om | 
Director on the Board of Trade, not excepting 
President Wright, has traded in justas many 
privileges during the last year as I have.” 

“Old Hutch” was very indignant that charges 
had not been preferred against him. He wants 
a chance to fight. He threatens to organize a 
new Board of Trade twice as big as the present 
one and put the price of memberships at $15 if 
the thing is pushed too far. 


— oro 


BURGLARS LOSE THEIR BOOTY. 

ALLENTOWN, Penn., Jan. 29.—At 3 o’clock 
yesterday morning burglars broke into the office of 
Dr. J. G. Hillegass, of Pennsburg, and secured a safe 
weighing 1,200 pounds, in which was a large sum of 
money, bonds, and papers, valued at over $50,000. 
They placed it upon atruck car on the Perkiomen 
Railroad and started South. Nearing McLean’s Sta- 
tion the whistle of a fast freight was heard approach- 
ing them on thesame track. Not having time to un- 
load the burglars deserted the truck and ran off. 

The night was very dark and the engineer did not 
see the obstruction until his engine struck it with 
great force. The truck was shattered to splinters 
and the safe thrown into the ditch. The track also 
contained a lot of bars, picks, &c., stolen from a tool 
house, which were to have been used to pry open the 
safe. Fortunately no serious damage was done to 
the train. The safe was returned to owner. 


but I do say 
of evidence that every 





STILL UNDER SUSPICION. 

Sr. Lours, Mo., Jan. 29.—The depositions of 
Fred Witrock, alias “Jim Cummings,” and W. W. 
Halght, in the case of the State against Fothering- 
ham, the Adams Express messenger, who is accused 
of complicity in the noted train robbery,! were taken 
in the penitentiary at Jefferson City to-day. Haight’s 
account of his connection with the robbery does not 
differ materially from that given by him prev mraaly- 
Witrock, however, in his last story of the affair, adds 
the rather sensational statement that after he had 
bound the messenger in the car and secured the 
booty, he offered Fotheringham $10,000 if he would 
give the detectives a false description of him. 

Fotheringham replied: “Well I'll see about it; 
send the money to J. J. Mappes, Kansas City.” 
Witrook, however, did notdoso, because he says. 
““Damsel scared Fotheringham into giving a good 
description of me.” 
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AN ARMY OFFICER'S SUIOIDE. 
WASHINGTON, Jan. 29.—A sad suicide in the 
army is reported from Fort Leavenworth. Lieut. 
Porter Campbell, of the Eighteenth Infantry, shot 
himself yesterday. He had got into some trouble 
and was about to be court-martialed. Lieut. Camp- 
bell was one of the few commissioned officers of the 


arm romoted from the ranks. He entered the 
we 4 2 service in 1861, as a private in the Thirty- 
third New-York Regiment and served through the 
war, becoming a Second Lieutenant in the New- 
York heavy artillery at the close. He served as a 
non-commissioned officer in the Eighteenth Intantry 
from 1871 to July, 1880, when he was promoted toa 
Second Lieutenancy. 
——_— a 

ADVANCE IN THE PRICE OF COKE. 

PirrsBURG, Penn., Jan. 29.—On account of the 
absence in the East of several members of the coke 
syndidate the regular meeting will be held in New- 


$1 50 to $2, but it is said that a compromise will be 
quite likely decided upon, and that the price will be 
advanced to $1 75. 

I Eas Raa 


THE METEOR SAILS FOR HAVANA, 
Nassau, New-Providence, Jan. 24.—The steam 
yacht Meteor, of the American Yacht Club, New- 


York. with her owner, A. E. Bateman, and a party 

of friends on board, which arrived here on the 21st 

inst, from'Fernandina, sailed yesterday for Havana. 
a Te 








MRS. EMMONS DECLARED SANE. 
WASHINGTON, Jan. 29.—The jury in the Em- 
mons lunacy trial has rendered a verdict that Mrs. 


Emmons is sane andcapable of managing her own 
affairs. 





ER 
Western Tickets at Cut Rates. 
The Baltimore and Ohio R. R. continue to sell 
tickets to all points West at cut rates. General 






































































PRICE THREE OENTS 


PLUNDERED BY EMPLOYES 


A RING FATTENING ON THB 
RIDING OLUBS MEMBERS. 
WHOLESALE DISCHARGES OF £MPLOYES 
CAUSED BY A DISCOVERY OF sYs- 
TEMATIC EXTORTIONS AND LARGE 

COMMISSIONS. 

The information, given exclusively in 
THE TrMEs yesterday morning, of the discovery 
ofaring among the dishonest employes of the 
Gentlemen’s Riding Club of New-York City, 
in East Fifty-eighth-street, was made the 
chief topic of . conversation in club and soct- - 
ety circles. Surprise almost reached the piteh 
of consternation, as the news spread that in this 
the model riding club of the world, the pride of 
its 450 members, and the cynosure of a thou- 
sand cob owners, the members had been system- 
atically plundered in the most open and bare- 
faced manner by its sleek and obsequious sery- 
ants. 

The Governors of the club denied with em- 
phasis and with truth that there was any deficit, 
So far, inasmuch as the income of the club is so 
large that a surplus is growing rapidly, they 
were at liberty to deny allrumors. But thesame 
men, whose reputation for business sagacity 
and careful supervision stand highin commercial 
and financial circles, looked very sheepish when 
told that the depredations of the ring were 
known, or angrily insisted that a club’s affairs 
were entitled to an almost domestic privacy. 

The fact is, their remissness jn not making a 
frequent examination of the accounts is the 





































THE TANGLED AFFAIRS OF COL. GAR- 
RET ACKERSON. 

For many years Col. Garret Ackerson, Jr., 
of Hackensack, N. J., who died two days before 
last Christmas, after an ilinessof several weeks, 
had been regarded as a sort of a nation- 
al bank by the country people, among 
whom he was well known and very 
popular. Col Ackerson was the son 
of County Judge Garret G. Ackerson, and, as a 
lawyer, had a large and remunerative practice. 
He was Executor of the estate of C. R. Worten- 
dyke, who died in 1877, which was estimated to 
be worth $130,000, and was largely associated 
with hundreds of business men and farmers in 
the transaction of legal business incident to the 
transfer, purchasing, and mortgaging of real 
estate. 

Many of the farmers of the neighborhood were 
in the habit of going to Col. Ackerson with sums 
ranging anywhere from $500 to $2,000, and giv- 
ing the money to him with the simple request 


that he invest it for them in the manner he saw 
fit. In such cases Col. Ackerson simply took 
the money and gave a receipt for it. 
The money thus left to him for judicious 
investment was in some instances allowed -to 
accumulate, and was added to by the depositors - 
from time to time. Such was the confidence re- 
osed in Col. Ackerson that no formal acvount- 
ng of the money was ever asked for. Hi 
Simple statement that “the money was 
right” was regarded as being quite suf- 
ficient. Nor, apparently, was he ever re- 
quested to more definite in his ac- 
counting of the more valuable estates he beld. 
The greatest confidence was reposed in his in- 
tegrity and ability, not only by those by 
whom he was employed, but by the whole com- 





— in ——— 7 jai Bane niet oy roe na chief reason that made the ring grow bolder and 
from the practice o: profession was between | holder. An ex-member of the club said last 
$10,000 and $12,000 a year, and while: he lived : «Ph 

well and even luxuriously he was far from being night: “The club grew so rapidly and 


was snch a fashiofiable success that the 
little crowd of men who withdrew from 
the New-York Riding Club some seven years 
Bg, came to the conclusion that the club would 
almost run itself, and the present managers, 
dazzled, as it were, by the glory of their suecess, 
be, A looked for new lines of lavish expenditure, 
which its wealthy members bore without flinch- 


ing.” 

The state of affairs is just this: The Superin- 
tendent, William H. Rossell, the head riding 
maeiee, the two bookkeepers. the saddler, the 
blacksmith, some of the feedmen, are 
no longer in the employ of the club. It 
has been the custom of the club to 
discharge its employes when necessary without 
reason or comment. There were no exceptions 
in this case. The men went, and curious ques- 
tions were met with a request for silence in order 
that the matter might not get out. . 

Tongues wagged, however, in a most provoking 
way. Many had borne extortionate charges 
with a chafing resignation, because it was con- 
sidered bad form to “ kictk” when the mill 
jonaires said nothing, and the supreme 
pleasure of its lofty social height, and the 
unique character of its numerous entertain- 
ments, sugar-coated and frosted anything that 
smacked of a pill. The masters, however, as is 
usual, according to the proverb, wers rot 
heroes in the eyes of their subordi- 
nates, and little by little the employes 
made themselves into a close ee Sy nen 
which oe ee of'a protective tariff, 
and that they enforce with an unexampled 
rigor and thereby enjoyed a comfortable rev- 


extravagant in bis habits. It was generally 
supposed at the time of his death that he had 
left a fortune of from $60,000 to $70,000. 

A few days ago rumors that he had died in- 
solvent, and t there were large deficiencies 
in the sums he held in trust began to spread 
around Hackensack, and yesterday the truth of 
these rumors -was confirmed. For a man who 
did such a very large business his accounts are 
in a wonderfully entangled condition, and al- 
though accountants have been engaged in the 
work of straightening them out for the past 
three weeks, it is utterly impossible yet to tell 
how large these deficiencies may be. The lar; 
single deficit, it is said,is in the Wortendyke 
estate. Of the actual amount missing the wild- 
est reports have spread, estimating the loss as 
high as $50,000; butitis not generally believed 
that the whole shortage will reach that sum. 

The Colonel’s widow is Executrix of his estate 
and in her management of it she has been as- 
sisted by William M. Johnson, a Hackensack 
lawyer. Mr. Johnson was seen at his home last 
night and said: ‘‘The fact that Col. Ackerson’s 
accounts are so badly mixed has been a great 
surprise to every one who knew him. He was 
believed to be as safe as a bank. He had no bad 
habits and never speculated. But he was gener- 
ous to the last degree, and I thoroughly believe 
that it was his generosity and open way of deal- 
ing which involved him. He made probably 

ucky investments with the money 
given him by_ his clients, and stood 
the loss himself. He was very careless, oa 
ently, in the keeping of his accounts, and I do 
not believe that he knew, or even dreamed of 


enue. The “ring, as it came to be 
the fact: that he was insolvent. It has been am the men, grew by degrees. 
impossible thus far to arrive at the actual value _ the one crohns b. ‘more 


of his own estate or of his debts. There are 
doubtless unrecorded debts which he owed and 
which can only be discovered when the creditors 
present themselves. And doubtless, too, there 
are 7 as many unrecorded debts which are in 
his favor. It willbealong time, I think, before 
the matter is at all straightened up or before the 
real facts in the case will be disclosed.” 

James M. Van Valen, Col. Ackerson’s partner, 
and C. W. Berdan, Mr. Wortendyke’s nephew, 
who are working with Mr. Johnson in trying to 
arrange matters, could give no further informa- 
tion last night. If the deficiencies in Col. Ack- 
erson’s accounts should prove to be very large, 


freel any other club in 
the ye sly perquisites were good-naturedly 
winked at, asa rather natural accompaniment 
of the stables. As the club grew into its present 
proportions discipline became more lax. Large 
as Rho riding ring is, and it ts unequaled in 
this country, 75 horses fill it ee 
and since the cavalcade had to be limited, 
the social side of the club blossomed even more 
luxuriously. There were notable gatherings in 
the glass-fronted lors,and up stairs the young 
as well as the old members could draw, upon 
une of the best cellars of wine and liqnorsin the 
city, and this side of the club developments wag 


the loss -will be felt all over Bergen County. ed with a English sess. 
Mrs. Ackerson was left with three children, two | ?Y;%5 a uly + ae: TER tte 
of whom have attained their jority. She has It ig said that the ag nad 


attention first called to the abuses by the protests 
of an clk: ember upen finding that Be 
had paid “the head riding master one 
sum for a horse, and that the riding 
master had paid the former owner of the horse 
some hundred dollars less. All inves tion 
was parried by the combination, which 
evérything.. A closer examination of ory 
and accounts, however, revealed the fact 
everybody was getting fleeced, and then the 
sweeping change, as told heretofore, took place. 
It was discovered that the “ring” had acer- 
tain number of deaiers, who paid them large 
commissions for the exclusive trade of the clu 
and that these commissions were promptly 
doubled and en ges by addition to the charges 
r their work and supplies. 
et laring instance was that of the sadder, 
The = rted saddles of fine workmanship and 
the handsome bridles of the members seemed te 
be in need of constant repair, and O’Bri the 
Tnird-avenue saddler and harness man, had the 
entire work of the club todo. No contidence ie 


a private fortune from her uncle, estimated. to 
be from $20,000 to $30,000. The news of these 
sho in Col. Ackerson’s accounts was re- 
ceived with more sorrow than anger by his 
creditors. Everybody who knew him liked him, 
and no one believes that it was through any dis- 
honest proceeding on his part that he became so 
unfortunately involved. 

a nr 


A BOSTON MERCHANT'S SUICIDE. 
Bosron, Jan. 29.—William F. Davenport, 
brother-in-law of ex-Gov. Claflin, of this State, and 
one of the most prominent citizens of Newton, com- 
mitted suicide to-day in a fit of despondency caused 
by illhealth. He was in his private apartment at 
his residence, when a music teacher who was in the 


pape at the time heard a shot followed by a fall. 

e osed aS stairs and found Mr. Davenport on 
the floor with his clothing on fire. The fire was ex- 
tinguished, and it was then found that he was still 





alive, although death ensued about two hours later. | petrayed when it is said that Mr. O’Briemts 
He had shot himself in the left breast with a } ghar were strikingly excessive. 
old-fashioned horse pistol, which he kept in his room, T condition of Sains extended to every 


and this weapon was held so near his person that the 
powder ignited his clothing. Mr. Davenport was a 
member of the large shoe firm of William Claflin 
Coburnj& Co., was sessed of a large property, 
and was especially happy in his family relations. 
He leaves a widow and four children. 


branch. Feed was purchased from one dealer 
who negiected to follow the market quotations. 
The blacksmith had his favorite materials, 
and there was an immense amount of shoe 
ing to be done, against which the . horses 
alone did any kicking. Favoritism, too, waa 
shown by the employes and the golden palm won 
the most careful attention. The vines and 
ceries were likewise purchased of a firm w 

it is said, was implicated in the recent scandaleas 
exposure of the financial irregularities of the 
Union Club, and as even the bookkeepers were 
in the “ring’ false entries and extortionate 
charges are said to have covered up the tracks 
of the other offenders. 

In the buying and selling and trading of 
horses there was ceaséless cause for complaint, 
which rarely found utterance. There was 
any amount of traffic in horseflesh, and 
the Superintendent and riding master, 
whose horse knowledge was regarded 
as invaluable, not only charged large 
commissions, but they recommended unsound 
animals because they had pecuniary contracts 
with the owners. Old gentlemen, who did not 
want “ flyers,” and young fellows, whose eager- 
ness to ess a steedjoutran their prudence, 
trusted implicitly in the head employes, and now 
begin to see how they were duped. / 

The neighboring wine rooms knew of the state 
of affairs long before the managemént suspected 
it. Employes who had been distast to 
the ring were discharged. In some cases 





TOLL ROADS IN A CITY. 

Bur¥FFa.o. N, Y., Jan. 29.—Among the few re- 
minders of provincialism in this rapidly ‘growing 
city are two toll roads which extend within the city 
limits. The people who are reguired to use these 
roads and who pay city taxes are tired of submitting 
to what rw A deem an unjust tribute and ‘therefore 
= a State to bring a suit to annul the company’s 
charter. 
ATguments were made before Deputy Attorney- 
General Tabor to that end, and. will be continued on 
Feb. 12. The corporate existence of the company 
expired in 1877, and it is claimed it has never been 
legally revived. It is alleged that tolls have been 
charged without authority, and in excess of the 
amount allowed by law, and that poor people who 
could not afford it have been illegally charged $5 for 
, nop going over the road to the Catholic ceme- 
ery. 


rrr 


DEPARTED IN STAGE COSTUME. 
CLEVELAND, Ohio, Jan. 29.—The Thalia The- 
atre Opera Company, from New-York, closed a week 
of German opera at the Euclid-Avenue Opera House 
to-night, and after the performance went te the 


ted y the management, 
station in stage costume to take the mid- cai ba ager = some per 
aie train for Chicago, The reason for: this | y charge. The Superintendent's’ style 
unigee ae. mrusen x. atrocts was a living also attracted attention in the neigh- 


ad. is clothes were of the best make. He 
ceased his favors with a kingly hand, and 
he usually opened from seven to a dozen bottles 
of champagne daily. His friends drank and 
called him a fine fellow, but.they expressed their 
wonder that he could cut such a wide swath, 
even with all the ork gern attached to his 
goodly salary. The head riding master was his 
bosom friend, and the two together lived far 
above the sphere of the coachman and equerry 
until the present storm fell on their heads. 


lan 

an stenclienent whith he was tryin 
gible property, to secure aclaimof F. Puehringer, 
who composed an opera called “ Anna Riese,” anc 
ve the full score to Gustave Amberg, manager of 
e Thalia Company, to produce. Unable to get sat- 
isfaction or the score from Amberg, a suit was en- 
tered here to-day by Puehringer for $6,000, and the 
attachment was taken out. 

aan ieee: coceeeeeeeiel 


ACQUITTED OF MURDER. 
Des MOINEs, Iowa, Jan. 29.—Very much to the 
surprise of everybody May Foster was acquitted to- 
day of the charge of murdering her companion, Jes- 


sie Scarry, last March. On the former trial the 
ante-mortem statement. of the Scarry girl char- 
ging May with her murder was ruled out, and 
the ter woman was found guilty of murder in the 
second degree. On the re-trial the statement was 
admitted. When the verdict was announced the de- 
fendant broke down, her previous stoicism having 
been marvelous. An aged woman in East Des 
Motnes has offered her a home, and she has accepted 
the proffer. 


to levy on tan- 








FIRE IN A NAVY YARD. 

WASHINGTON, Jan. 29.—Shortly after 4 
.’clock this afternoon fire broke out through the 
skylights on the roof the ordnance machine shog 
ot the Washington Navy Yard. The yard fire 
department, reinforced by four engines from 
the city, soon checked the progress of the flames 
and contined themto the loft of the machine 
shop. In this loft were stored the drawings 
and casting patterns of about 3,000 guns 


—_—— 


NO SYMPATHY FOR A RIVAL. 


PHILADELPHIA, Jan. 29.—The terms upon ] and earriages. Some few of the patterns 
which the Adams Express Company absorbs the | were completely destroyed, but the: ress 8 
business of the Reading Express Company is a con- ary erage except ar wee we - 3 

Y rey an the rary were =) red 
tract for five years at a fixed annual rental. The en. the. baltic st the first 


former takes the equipment of the latter upon an 

appraisement made by impartial parties. It was 

stated to-day that this deal between the Adams and 

Reading Express Compesios packet shuts the 
oO 


The floors and machinery were but slightly 
amaged, the latter principally by water. Capt. 


rs H. McCormick, ordnance officer of the yard, 


; ; r he origin of the 
xpress business of the Baltimore and Ohio Railroad q could give no theory of t ) 

out of ‘New-York. as the Reading Ratiroad Compan fire other than it may have originated 
would take the Baltimore and Ohio express busi- | from a spark from the chimney of the 


ness only under specific rates. 
<<< 
A BANK ROBBER STEALS HORSES. 
MARSHALL, Mo., Jan. 29.—Sheriff Ayers re- 
turned to this city this morning from Kansas City 
with James Lyons, for whom the officers have been 
searching for several months for horse stealing. He 
has confessed to baying been implicated in the Mi- 
ami and Olathe Bank robberies, which occurred 
some two years ago. It was not known who com- 
mitted the robberies. —— refuses to state who 
his accomplices were, but confesses to having 
$10,000 stowed away as his share of the boodle. 
———__ ie 

ENGINES AND CARS WRECKED. 
AvuGusta, Ga., Jan. 29.—A wreck occurred on 
the Augusta, Gibson and Sandersville Railroad at 
2:30 this morning. A wildcat freight train ran into 
a regular passenger train near Bath/Station. Both 


engines were badly wrecked, and two cars were de- 
molished. No one was seriously injured. a 


-e foundry, which stands but a few 
con aaa: He estimates the loss at about 
$15,000. The buildingis one and a haif stories 
high and about 200 feet long by 65 feet broad. 
In it are manufactured miscellaneous metal ord- 
nance supplies, including gun and carriage con- 

ction. 
See apt. McCormick is of opinion that the 214 
hands employed in the department can be ac- 
commodated in the other buildings of the yard 
until the damaged building ean be repaired. 
ee i Sie 

A GENERAL STRIKE DECIDED UPON. 

PrrTsBURG, Penn., Jan. 29.—A general strike 
of the employes in the six harness tanneries in Alle 
gheny City has been declared. The men made a de- 
mand for an increase in wages, averaging 25 cents a 
day, 2bout two weeks ago, which was refused b 
the proprietors, and at a meeting té-night it 
was unanimously resolved to strike. The proprie- 
tors say that the market will not justify an imcrease 
fn wages at present, and say that they will have.no 
trouble in filling the places of the strikers with non. 
union workmen. The strike will throw 900 men ont 
of employment, 











KILLED ON THE TRACK. 
CHARLOTTE, N. C., Jan. 29.—A colored man 


ee 
named Charles Dixon was killed to-night by an en- § }yE Suryuy, 249 Broadway, Opposite . Mailest, 
here. ; pairs of, shoes at a reduction of 35 per ¢ 
oan Seeasen thar aa oud nai ao ee a a Must be sold within 30 days. A large portion ous 
warning from the watchman. jou —Adv 
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THE AMUSEMENT SEASON 
MUSICAL AND “DRAMATIC. 


BEETHOVEN STRING QUARTET. 

The second concert of the Beethoven 
‘String Quartet was given in Chickering Hall 
Mast evening in the presence of an audience 
“Which was remarkably large considering the 
extremoly discouraging condition of the weather. 
Those who bravedone of the wost inclement 
nights of the season were well repaid fer their 
. trouble by a concert of uncmumon merit. It was 
noted here on the oceasion of the first ap- 
pearance of this new chamber music club 


that the city had been’enriched by the acquisition 
of @ most promising organization. While it may 
still be called promising—because further de- 
velopment must be certain where there is so 
nich artistietfeeling—the club does more now 
than many which promised in their early days 
fully asinuch. The programme last eveuing was 
made of invre substantial muterial than that 
of the initial concert. The quartet was 
heard first in Waydn's opus 74 in G 
mihor This te and simpie music was re- 
freshing to Hsten to after some of the compli- 
vated aud meituingless works which bave been 
rotluced recently. The largo is ap especially 
elizhtful movement, and that, as well as the 
other three divisions of the composition, was 
layed with rare intelligence and feeling 
y the four members of the club The 
prominence of the first violin part gave 
fr. Gustay Dannreuther a good opporanty 
to display his admirable tone and faultless 
intonation. Unquestionably the best work of 
the evening was the rendering of the Schubert 
theme and variations in D minor. This noble 
nieve of work, as chaste aud beautiful as anything 
n the whole range of music, was played with @ 
depth of sentiment and perfection of techuical 
treatment that arous the euthusiusm of 
the audience and drew forth an irresist 
ible demand far a& repetition. The 
soloists of the evening were Messrs. Holst-Han- 
seu, baritone, and Edmund Neupert, pianist. The 
latter was heard in the Brahms quintet tn F 
minor, With which theconcert cl This com- 
sition ig one of the least interesting in the 
rahms repertory. It is sadly* deficient in 
thematic beauty, a defect for which chromat- 
ic progressions, abrupt uiodulations, and tre- 
mmeudous syncopations bardiy atone. Mr. Neu- 
pert piayed his share of the work in a 
most commendable inanner. Such straightfor- 
ward, manly, and intelligent playing is a con 
fort te every hearer, aud it was heartily eujoyed 
last evening. Mr. Holst-Hansen has a good 
baritone voice, which he uses effectively, though 
with an occasional tendency to over-accentua- 
tion, He sang four meritorious songs from 
Henschel’s “Trompeter von Sidckingen” and 
“ Riccio’s Last Song,” an admirable es of 
vocal music by that masteyly writer, Raif. 


‘DALY'S THEATRE. 

“The Taming of the Shrew” has filled 
Daly’s Theatre to overflowing during the past 
week, and gives ainple promise of coutinuing to 
do so throtgh the season, unless the restless nat 
ure of the manager induces him to withdraw itin 
favor of some untried novelty. No such hit has 
been made in the theatrical history of New-York 


for many years as this by a comedy of three cent- 
uries ago. People have been turned from the 
box office nightly, and yesterday afternoon the 
g2ie of admission tickets was stopped 10 min- 
utes before the raising of the curtain because no 
stauding room remained. The secret of the suc- 
cess of this revival is to be found in Mr. Daly’s 
unvarying policy of attending strictly to details 
in all his productions. The artistic acting of 
Miss Rehan and Mr. Drew is supplemented and 
set off by the finished performance of 
ail the players in the cast,so that the work 
strikea the audience ag a whole, and while gen- 
erous applause is bestowed upon the leading 
characters the lesser lights of the comedy appeal 
for hearty commendation as well. The pretty 
little wooing scene between Bianca and her two 
disguised lovers, which has been retained by Mr. 
Daly in his production, is as attractive, in its 
kind, as the more vigorous assault of Petruchio 
upon the citadel of the shrewish Katherine's 
love, and the Induction, while it adds nothing to 
the story or the action, is valuable for its quaint- 
ness and for the presentation of sume very neat 
bits of acting by Mr, Clarke and Mr. William 
Gilbert. The production of “The Taming of thé 
Shrew” is without doubt the finest piece of work 
that Mr. Daly has yet done for the Now-York 


stage. 

METROPOLITAN OPERA HOUSE. 

In spite of Wagnerism and bad weather 
yesterday’s performance of “The Prophet” 
summoned to the Metropolitan Opera House a 
large and enthusiastic concourse of spectators. 
The rendering of Meyerbeer’s dramatic, pict- 
uresque, and tuneful work by the same artists 
that took part ip it yesterday has so often been 
dwelt upon within the last few weeks that be- 
yond recording its occurrence and its success 
there ig little to be said on the subject. Itis 
worth mentioning, however, that both its 
strongest excellences and chief defects 
stood forth with somewbat unusual sharp- 


ness in the representation under notidé. 
The portrayals of Fides and Bertha, supplied, as 
heretofore, by Frauleins Brandt and Lehmann, 
were, in other words, uncommonly admirable, 
whether viewed from a histrionic or a lyric 
standpoint, whilé Herr Niemann’s John of Ley- 
deu, in respect of the tenor’s singing, fell far be- 
low the not very exalted plane to which the 
artist’s reduced vocal powers has all along kept 
it. The first scene the third act, when the 
two women weet in the streets of Leyden, has 
certainly never been sung and acted with 
@ greater wealth of tone and more dramatic 
spirit and force than were revealed in its prog- 
ress yesterday. Herr Niemann’s performance, 
on the other hand, thoughtful, elaborate, and 
foreeful as it was threughout“The Prophet,” 
and notably in the cathedral acene, lost much of 
its impressiveness owing to the artist’s being 
decidedly out of voice—a pretty serious matter 
when the limited capital Herr Niemann depends 
upon, even when at his best,is bornein mind. 
Dramatically, as implied, his delineation showed 
no falling off in sincerity, variety, aud power, and 
the scene between Fides and‘her son was acted 
by the two performers with almost painful 
realism. The customary recall followed the fall 
of the curtain upon this striking episode of the 
opera; the heartiness of the three or four demon- 
stratious that brought forth Friuleins Brandt 
and Lehmann aftertheir duct, just before the 
proceedings in the cathedral began, was, how- 
ever, altogether exceptional. In the brief, but 
retty, divertissement in the second act Mme. 
valazzi and Friiulein Legnbardt were seen as 

in the past and heartily applauded. 


NOTES OF THE WEEK. 


“ Erminie” keeps on its prosperous career 
at the Casino, 


The new “ Black Crook” has made a big 
hit at Niblo’s. 


“* Indiana” enters upon the third week of 
its run at the Star Theatre to-morrow evening. 


An English version of “Antoinette Ri- 
gand” is soon to be produced at the Boston Mu- 
geum. 


Mr. Courtenay Thorpe will give an enter- 
tainment of readings at the Lyceum Theatre 
next Thursday afternoon. 


A new operetta entitled “ Die Vagabun- 
den” will be made known at the Thalia Theatre 
on Thureday evening of this week. 


Mr. Sydney Woollett will recite Shake- 
speare’s “King John” at the Madison-Square 
Theatre to-morrow morning at 11:30 o’cloc 


Subscriptions for Mr. Gericke’s concerts 
with the Boston Symphony Orchestra will be re- 
cured at Steinway Hall on and after Wednesday 
nex 


Mr. Salsbury and his Troubadours will 
bring out their new musical farce, “The Hum- 
ming Bird,” at the Star Theatre a week from to- 
morrow night. 


Mr. Max Heinrich and Miss Ella Earle 
are to give a “classical song recital” in the Con- 
cert Hall of the Metropolitan Opera House on 
Thursday evening. 


Mr. Richard Mansfield has been warmly 
received in Western cities, where he has lately 
been actingin** Prince Karl.” He will be seen 
= that piece at the Union-Square Theatre Feb. 


Prof. Carlo, ‘the electric dcelineator,” is 
to repeat his performance of Sunday last at Kos- 
ter & Bial’s this evening. Mr. F. W. Millis, the 
new ventriloquist, will also take part in to- 
night's entertainment. 


The second symphonic matinée of the 
current season occurs at Chickering Hall on 
Friday next. Mme. de Roode Rice, Mr. Rieger, 
and other artists will be heard, with Mr. Van 
der Stucken’s orchestra. 


“* My Milliner’s Bill” willtake the place 
of “A Pantomime Rehearsal” at the Standard 
Theatre to-morrow night, and Miss Vokes will 
again sing “ His’Art was True to.Poll.” The en- 

enone of Miss Vokes will last only afortnight 
ger. 


Pope’s Theatre, in St. Louis, which for 
many years has been managed personally by 
Mr. Charles .Pope, has been leased by him to 
Messrs. J. H. Havlin and John H, Robb ata 

early rental of $12,000. The new managers 

ll lower the prices. 


Miss Rose Coghlan begins her engagement 
at the Union-Square to-mvurrow evening us Lady 
Gay Spanker in ‘‘ London Assurance,” supported 
by Mr. J. H. Gilmour as Dazzle, Mr. A. 8. Lipman 
a8 Charles, Mr. Charles Walcot as Sir Harcourt, 
and Miss Clyde Harron as Grace. 


. Wir. Harrigan’s new local play, ‘called 

McNooney’s Visit,” will have its tirst perform- 
ance to-morrow night. Ithas been in prepara- 
tion a long while, and its performance will intro- 
duce some novel scenic effects. A “first night” 
et Harrigan’s is always a hilarious event. 


* Rienzi” will be sung at the Metropolitan 
Opera House Monday evening, “ Die Heister- 


ger” Wednesday, * Fidelio” Thursday, * Lo- 
hese Friday, and “Die Meistersinger” 


turday afterioon. In “ Rienzi” to-morrow 
Anton Schott will be heard for the first 


SO 


time in this country since his departure two years 
ago. 


The Liederkranz Society will 
ond concert this season at the clubhouse in 
Fifty-eighth-street thisevening. A miscellaneous 
programme will enlist in its ee ag the 
exertions of Miss Helen D. Camptell, M. Musin, 
and Herren Silbernagel ai umann, and 
those ofan orchestra aid of thé chorus of the 
society. 


A new afte 
West Show” au 
entitled “Ten Minutes at Wallack’s” will be 
features of this week's programme at Dock- 
stader’s, Inthe **second part’ Messrs. Ashley 
and Hess, roller skaters, will appear for the first 
time. The Scottish ballads will besung through- 
out the week. 


The New-York Philharmonic Club will 
give its third concert this season_at Chickering 
Hall on Tuesday evening. Miss Elia Earle, Mr. 
8. B. Mills,and Mr. Eugene Weiner are an- 
nounced as the goloiats, and Beethoven’s E flat 
major quartet, opus 127, and @ new manu- 
script trio by F. Brandeis are mentioned as the 
principal numbers ou the programme. 


* Alone in London,” a play that is rather 
superior, in an artistic sense, to “Harbor 
Lights,” will occupy the stage at the Grand 
Opera Mouse this week. In its performance 
Miss Cora Tanner will, of course, bear the chief 
burden in the part of Annie Meadows. “The 
Paris of To-Day” will be the subject of Prof. 
Cromwell’s Sunday night lecture. 


Some theatrical folks are asking why Mr. 
Lawrence Barrett, who needs no play but 


veits gec- 


iece burlesqtiing ** The Wild 
a new finale to the “first part” 


Mascot” popular agin at the Bijou. ‘May 
Blossom” will be the play at the Hariem Theatre 
Cowmique this week, and between the acts Stephen 
Foster’a melodies will be played by the band. 
Mr. J. BH. Wallick, assisted by his trained horses, 
will present “ The Cattle King” at the Windsor. 


Mr. Lester Wallack, who has been suffer- 
ing great inconvenience for some time past on 
account of an attack of rheumatism of the hip, 
has decided to take a trip to Florida in the hope 
that the change of climate will hasten his coin-, 
plete recovery. He will start early next month 
for Enterprise, where he will remain until he 
finds relief, or until the cold season in the North 


is at an end. 

Mias Pauline Markham says she made her 
mistake in life when she left the stock company 
of the Queen's Theatre, London, to join the Lydia 
Thompson burlesque company. She never liked 
burlesque, and she thinks her figure was always 
too large for it. She complains that the critics 
are not disposed to regard her serious work ina 
serious manner. Yet Miss Markham is by no 
means an incompetent actress, | 


. Mr. George C. Brotherton, who lost a 
great deal of money when the Temple Theatre 
in Philadelphia was burned, will have a benefit 
at the Arch-Street Theatre, in that city, next 
Friday afternoon. Mr. Nat Goodwin, Mr. Harri- 
gan, Mr. Francis Wilson, Mr. Dockstader, Mr. 
John Wild, Miss Pauline Hall, and others from 
this city will take part in the performance, re- 
seaning to New-York afterward in a special 
train. 


To-day will be the second Children’s Day 
at the Cyclorama of the Battles of Vicksburg, at 
Seventh-aveuuve and Fifty-fifth-street, while the 
week will beset apart for pupils of the New- 
York grammar schovls. Next week Grand Army 
veterans will inspect the famous painting soun 
to be transferred to the West. Owing to an acci- 
dent to the boilers the Cyclorama will not be 
open in the evening at present. 


Shakespeare’s “Midsummer  Night’s 
Dream,” with Mendelssohn’s music, the text 
read by Mr. George Riddle, the instrumental 
musie rendered by the Creeece? Society or- 
chestra under the direction of Mr. Frank Dam- 
rosch, the vocal music by Friiuleins Klein and 
Franconi, and Aluinnw® Ohoral Society of the 
Normal College, will be given at Chickering Hall 
next Saturday evening. The profits of the enter- 
tainment will be used for the benetit of the 
Alumwh@ Library and the Aluimnz ChOfal 8o- 
ciety of the Normal College. 


Another unsuccessful effort has been made 
this season to induce Mr. Edwin Booth to act in 
Washington. The playgoers of that city are very 
anxious to have the trayvedian visit them but he 
has not been there siuce 1865, and seems to 
be steadfast in his resolution never to act there 
again. During his engagements in Baltimore 
special theatro trains are run between that city 
and the capital. Mr. Booth’s professional tour 
under the direction of Mr. Barrett is still re- 
markably prosperous. His health is good, his 
ucting vigorous, spirited, and eloquent, and 
every where he is greeted by crowded houses. 

Sydney Grundy’s clever comedy, ‘The 
Snowball,” will be presented by amateurs at 
Chickering Hall to-morrow night for the benefit 
of 8t. George’s Boys’ Club The cast will include 
Messrs. Coward, Wendell, Taylor, and Johnson, 
Mrs. Denison, Mrs. Bloodgood, and Miss Hamil- 
ton, ‘Coals of Fire,” an roe ys drama by Miss 
Lucy E. Coffey, will be acted by amateurs at the 
Madison-Square Theatre on Monday afternoon 
Feb. 14, for the benefit of the children’s ward 
in the Home of the Good Samaritan Deaconesses. 
The actors will be Miss Coffey, Mrs. Bloodgood, 
Miss Collins, Miss Perkins, and Messrs. Coward, 
Halil, Snow, and Young. 


Mr. Palmer will depart from his custom 
and “celebrate” the one hundredth performance 
of “Jim, the Penman.” That is to say, when 
Sir Charles Young’s successful dramais given 
for the one hundredth time at the Madison- 
Square, Feb, 7, the auditorium will be deco- 
rated with flowers and the play bill will be 
printed on satinas a souvenir of the occasion. 
The play still drawscrowds. The third Author’s 
Matinée will be given at the Madison-Square 
late in February. Tho “parts” in ‘A Social 
Scandal,” by Mr. Peter Robertson, the new play 
then to be tried, have been copied, and rehearsals 
will begin immediately. Mr. Robertson writes 
readable and sensible articles for the San Fran- 
cisco Chronicle about other men’s plays. 


For mere pictorial display at the theatres 
the present season in New-York is notable, The 
seenic cffects in Wilson Barrett’s plays. the 
beautiful woodland view in “Harvest,” the 
lovely pictures revealed in “The Taming of the 
Shrew,” and Miss Dauvray’s setting of ‘‘ Met By 
Chance” will be remembered fora long while. 
Regarded from this pen of view ‘ Harbor 
Lights” at Wallack’s holds its own in compari- 
son with allothers. There is a charming picture 
in the third act where Miss Annie Robe in the 
wedding | sap of Dora Vane is seen crossing the 
rustic bridge near the Mariner’s Arms, a type of 
girlish English beauty with a background of 
meadow and hillside blooming with the varied 
tints of an English Summer. 


Mr. W. J. Hiil has arranged with several 
of the artists of the Metropolitan Opera House 
and with Mr. Walter-_Damrosch, who is to act as 
conductor, for a few representations of ‘ The 

ueen of Sheba,” to be given at tle Columbia 

pera House, in Chicago, shortly after the close 
of the current season in this city. The scenery 
and costumes required for Goldmark’s opera are 
in readiness in Chicago, aud, thanks to this con- 
dition of things, the presentation of the work can 
be effected there, for none of the matériel in use 
at the Metropolitan will under any circumstances 
be employed elsewhere. The list of performers 
engaged by Mr. Hill includes Frau Herbert 
Foerster, Fraulein Better, Herren Alvary, Rob- 
inson,aud Fischer and Mr. Walter Damroach, and 
35 members of the orchestra of the Metropolitan 
will accompany Mr. Damrosch. 


That excellent and very familiar English 
comedy, the “Masks and Faces,” of Charles 
Reade and Tom Taylor, has become, under Miss 
Dauvray’s administration, ‘‘Charles Reade’s 
semi-historical comedy.” The title has beén 
changed to ‘Peg offington.” With new 
scenes and dresses, with alterations in the text 
said to have been suggested by the author 
of “Very Hard Cash” to the author of 
“Hazel Kirke,” and with Miss Dauvray in the 
character of handsome Margaret Woffineton, 
this piece will be put on at the Lyceum to-mor- 
row night. Mr. Pigott, who was cast for Colley 
Cibber, tas been taken ill, and Mr. Joseph Wilks 
will haye that part. Mr. Whiting will be 
Pomander, Mr. Sothern Vane, Mr. Devere Quin 
Mr. John Howson Triplet, Messrs. Saville and 
Rodney, Snari and Soaper, Miss Wilton Mabel, 
and Miss Lesiie Kitty Clive. 


Charles Selby’s famous English version of 
“Les Filles de Marbre,”’ by MM. Barriére and 
Theboust, will be performed at the Fifth-Avenue 
Theatre to-morrow evening. “The Marble 
Heart” used tu be one of the most popular stock 
plays. New-York playgoers can remember Jor- 
dan, Edwin Adams, Davenport, F. B. Conway, 
and Lawrence Barrett as Raphacl; Laura Keene, 
Mrs. Hoey, Mme. Ponisi, and Mrs. _ Con- 
way as Marco. Edwin Booth acted Raph- 
ael at Nible’s, April 18, 1864, when 
Rose Eytinge was Marco. Mr. Boucicault 
adapted” Selby’s ‘‘ adaptation” for Wallack’s 
in 1877, when it was acted there under the title 
of “Rafael,” with Montague and Ada Dyas as 
the hero and heroine. Mr. Mantell will be 
— eF to-morrow night, Miss Carey Marco, 
and Mr. Wheatcroft Volage. The cast will also 
include Misses Stokes, Windsor, and Shannon, 
ae Eldridge, Messrs. Ringgold, Lindsay, and 

ustan, 


The second of Herr Seidl’s symphonic 
concerts was given at Steinway Hall last night 
in presence of @ very large audience. The prin- 
cipal numbers on the programme were Beet- 
hoven’s Fifth Symphony aud the same com- 
poser’s violin concerto. The symphony was 
taken, as to tempos, in accordance witn 
tradition, the final movement, perhaps, being 
slackened a little at the outset; it was played, 
throughout, with great brilliancy and power. 
M. Musin rendered the violin concerto with a 
somewhat smaller tone, perhaps, than vio- 
linists of a more heroic mold have im- 
parted to its measures, but with feeling, dignity, 
and almost unimpeachable cleanness and finish 
of execution. wo airs by Mme. Trebelli, a 
spirited performance of Wagner’s ‘“ Faust’ 
overture, and @ repetition of Herr Setdl’s fier 
rendering of the “ Leonore” overture No. 3, 
already made familiar to the frequenters of the 
pe a Opera House, completed the list of 
selections interpreted during the evening. 


The favor with which the recent revival 
of “ The School for scandal” was received at 
Wallack’s has induced Mr. Wallackto give a 
series of special Wednesday matinées for the 
representgtion of thig aud other old comedies, 


“Rienzi” this season and is goiug to act with 
Mr. Booth next season, is vow hard at work on 
the revision of Mr. William Young's tragedy of 
“Pendragon.” Is that play going to be dene 
next Winter, with Booth as King Arthur and 
Barrett as Launcelot? It is many years since 
Booth attempted a new part. 

“The Old Homestead” continues to draw 
crowds at the Fourteenth-Street Theatre, and 
Mr. Goodwin's comic Lorenzo has wade “ The 


Cpe Heo Both Cincy, Snowy, guenary 30, 1887.—Criple Sheet 
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during the run of “ Harbor Lights.” The idea is 
to give the frequenters of the theatre a variety 
Which cannot be had during therunof a play 
which occupies the stage every evening and at 
the Saturday matinée. “The School for Scan- 
dal,” with Mr. Gilbert as Sir Peter Teazle, will be 
performed next Wednesday afternoon and each: 
succeeding Wednesday until a change is needed, 
when some one of the vther old comedies will be 
substituted. Mr. Wallack believes that by fur- 
nishing standard comedy performances he can 
make the Wednesday matinées as popular as the 
regular Saturday afternoon performances, 
Should the project mect with the favor expected 
from the Wallack audiences, the revival of sev- 
eral of the old favorite plays which have heen 
seen at this house, such as Robertsou’s * School” 
and “ Caste,” is contemplated. 


* First Nights” in New-York are becoming 
altogether too noisy. Not only are the parquet 
and pbalcony filled with the habitual theatrego- 
ers, who in America are inclined tobe too cordial, 
but the gallery boys, no longer the keeuest critics 
in the house as in Old Bowery days, but a lot of 
young ignoramuses, take up every suggestion of 
applause made by obliging deadheads or disinter- 
ested ushers down stairs, and convert it into a 
deafening torrent of noise. The frank brutality 
of a cockney mob on a“ first night” is scarcely 
more annoying to rational playgoers than the 
excessive cordiality of wu New-York gallery 
abetted by a few thoughtless persons elsewhere 
inthe house. A visitor from Continental Europe 
venerally tinds more entertainment in studying 
the manners of the audience on such an occa- 
slou, either in London or New-York, than he is 
able to derive from the performance on the 
stage. At the east side theatres they have men 
with clubs in the galleries to temper the boys’ 
enthusiasm. A few men with clubs could have 
done good work at Wallack's last Thursday night. 


Mr. Edwin H. Vanderfelt, whose griev- 
ance has been widely published during the last 
week, was unknown in this eget | until Mine. 
Modjeska broughthim from England last season; 
but his acting while ® member of her company 
was 80 generously treated of in the newspapers 
that he had more than one good offer for his 
services at the close of the Season. He could 
have joined Mr. Lawrence Barrett's company, 
and by doing so he would have had an oppor- 
tunity to exhibit his skill as an actor in the po- 
etic drama, and gained much in popularity. Mr. 
Vanderfelt chose rather to remain in Boston as 
ie pe actor in the Museum company, and he 

eels hurt now because the season at Mr. Field's 
theatre has been taken up thus far by only two 
plays—“ Harbor Lights” and * Held by the Ene- 
my”—in neither of which, he thinks, is the prin- 
cipal male character commensurate with his 
ability. Mr. Vanderfelt, like most other actorsin 
this day who are competent to be * leading nen” 
in stock companies, Wants to be something more. 
His ambition is commendable enough, and he has 
a fair amount of ability to justify it. What he 
seems to lack is paticnce; 80, perhaps, he tuo wilu 
become a “star. 


A concert will be givenin the Star Thea- 
tre to-night in aid of the sick relief fund of 
United Council No. 1,035, American Legiou of 
Honor. Volunteers from Wallack’s, McCuull’s 
Opera Company, the Casino, “The Little 
Tycoon” company, Harrigan’s Park Theatre, 
and the Bijou Opera House will form a large 
company, Which will be assisted by au unusually 
large orchestra, and the prograinme will be an 
interesting one. Among the performers an- 
nounced are Mesers. Kyrie Bellew and Harry 
Edwards and Misses Annie Robe aud Helen Rus- 
sell, of Wallack’s; Miss Marie Jansen and Mr. 
Mark Smith, of the Casino; Messrs. Will 8. Rising 
and Robert E. Graham,.of the ‘Little Tycoon’ 
company; Miss Louise Parker, Mr. De Wolf 
Hopper, Signor Perugini, aud Mr. Digby Bell, of 
the McCaull troupe; Mr. Harry Fisher, of Har- 
rigan’s; Miss Rose Leighton, of the Bijou, and 
Mr. Marshall P. Wilder. United Council is one 
of the largest and most prosperous of the coun- 
cils of the Legion of Honor, composed largely of 
theatrical people, and the concert is given for 
the purpose of swelling the fund devoted tothe 
relief of sick members. The performers all give 
their services, su that practically the entire re- 
ceiprs will be devoted to the stated object of the 


beuetit. 

Mme. Modjeska acted Adrienne Le- 
couvreur at Kingston, on the Hudson, last even- 
ing, and to-morrow Will beyin an eugagement at 
the Arch-Street Theatre, Puiladelphia, devoting 
the tirst week to “ Frou-Frou,” ‘As You Like 
It," and “The Chouaus.” Mr. Booth, who has 
been seen in Pittsburg during the past week, 
will appear as Richelieu at the Cincinnati Grand 
Opera House to-morrow night, succeeding on 
that stage Mr. Wilson Barrett, who will begin a 
second engagement, to last only a week, in Chi- 
cagd, Mr. Lawrevce Barrett, who will devote 
all the remainder of his season to * Rieuzi,” will 
begin his secoud series of performances this year 
at the Chestuut-Street Opera House: Phila 
deiphia. The revival of Miss Mitford’s play has 
been very protitable. Miss Margaret Mather, 
who has recently tilled a must successful engage- 
ment at Hartford, Conn., will produce anew 
play called “Alexandra” in Providence thia 
week, A rich citizen of Hopkinsville, Ky., has 
built a handsome theatre there in which Mr. 
Frederick Warde will conduct a * dramatic fes- 
tival”’ this week. Mr. Boucicault’s very latest 
new play, made by sv Changing his old play of 
“Belle Lamar” as to make a comic Irishman the 
central figure, will be produced a week from to- 
morrow at the Hollis-Street Theatre, Boston. 
The piece 1s called * Fin Mac Cool.” 


The tiresome complaint that American 
playwrights cannot get a hearing for their work 
as nut been heard so often lately. Since the 
reseni theatricul year began, last September, no 
6ss than 13 new plays by American autbors 
have been brought out in New-York theatres, 
aud Mr. Harrigan’s ‘*McNooney’s Visit’ to- 
morrow night will be the fourteenth, thus 
changing the unlucky number into a lucky 
one. Mn Harrigau’s comic dramas of local 
lite are worth being: classed as American 
plays, for they depict with only a slight 
touch of caricature actual existence in this city, 
and are truer and often more artistic than many 
nore pretentious efforts. Besides hia * O’Rea- 
pane, the list mentioned above includes * Held 
y the Enewy,” ‘‘A Foregone Conclusion,” und 
‘“Margery’s Lovers,” at the Madison-Square 
Theatre; “The Main Line” and “Met by 
Chance” at the Lyceum; “Our Rich Cousin,” 
“Caught in a Corner,” and “The Old Home- 
stead” at the Fourteenth-Street; ‘The Wall- 
Street Bandit’ at the bdtandard, and ‘The 
Woman Hater’ and “The Minute Men of ’76,” 
exhibited briefly at other theatres. This is ver- 
tainly a very fair showing for American play 
writers in a season Which will last another three 
months, and which is sure to see the production 
of some others before its close. The list does 
not include a few trifling stage pieces not worth 
recalling, butitis complete enough to point a 
moral with. The native playwrights are not 
satisfied, of course, and rightly. Je have no 
doubt that a great deal of commendable 
work done by them has been neglected 
in favor of importations from England 
aud adaptations from France; that gems of 
American dramatic authorship lie, dust-covered, 
upon the shelves audin the safes of managers’ 
oflices. But the presentation of 14 new plays in 
one season, even when all the circumstances are 
considered, should encourage the workers in this 
field. Mr. Gillette was his own manager when 
“Held by the Enemy” was given in this 
city, and the same thing is true, in a 
measure, of Messrs. De Mille and Barnard’s 
venture with “The Main Line,” and of 
the disastrous performanceof * Our Rich Cousin.” 
Mr. Harrigan produces his own plays, and the 
specimens contributed by Mr. Howells and Mr. 
Brander Matthews had only one performance 
each. Of course very few playwrights can afford 
to produce their own plays. The season has 
shown, however, that there are American plays 
and that some of them are very good plays, 
although the best of them could be bettered by 
being subjected to revision by u trained hand. 


SHE WON HER SUIT. 

MADISON, Wis., Jan, 29.—In the United 
States Circuit Court to-day, after a trial lasting 
since Jan. 12, before Judges W. Q. Gresham and 
Romanzo Bunn, the case of Mrs, Sarah B. Angle, 
of Chicago, against the defunct Chicago Portage 
and Superior Railway Company was concluded. 
This case was brought by Mrs. Angie as the Ex- 
ecutrix of the estate of her deceased husband, 


H. G. Angle, against the company for $758,605 
and costs, and such other damages as might be 
deemed just. 

H. G. Angle was the leading stockholder in the 
Anglo-American Construction Company of Chi- 
cago, which secured the contract for construct- 
ing 65 miles of the Chicago, Portage and Supe- 
rior line from 8t. Paul to Bayfield. After ex- 
pending several thousands of dollars on the 
execution of the contract the company 
collapsed by reason of the transfer of 
certain controlling bonds to the Chi- 
cago, 8t. Paul, Minneapolis and Omaha 
Company, and all work had to be suspended, 
Augie was ruined and soon afterward died, and 
his widow brought suit for the recovery of 
money actually expended by her late husband 
in the Anglo-American Construction Company, 
as well as tor the compulsory non-fulfillment of 
contract on the part of her late husband. To-day 
the jury rendered a verdict of $351,965 in favor 
of Mrs. Angle. ‘ 

A motion for anew trial was made by the de- 
fendant and stay of execution was granted till 
Monday. In order to collect judgment Mrs, 
Angle will now proceed against the Chicago, St. 
Paul and Minneapolis and Omaha Company, 
which is successor of the Chicago, Portage and 
Superior, tor several years has enjoyed profits 
from the rich land grant formerly owned by the 


latter. 
tt 


BURGLARS OATCH A TARTAR. 
CLEVELAND, Ohio, Jan. 29.—About 2 o'clock 
this morning Fred Behr, proprietor of the Baltimore 
and Ohio restaurant at Fostoria, Ohio, was awakened 
by burglars, who were trying to gain an entrance 
to the place. Going to the door, revolver in hand, 
Behr began firing at the burglars, who returned the 
compliment, Eight shots were exchanged, when the 
burglars boarded a passing freight train and at- 
pe | aay to escape. They were arrested at the next 
station, however, and one of them, James Daly, of 
Fort Wayne, Ind., was found to have been shot in 
the left breast and fatally wounded. The other two 
rave their names as Frank Burton, printer, of Chil- 
icothe, Ohio, and Robert Cooper, of Chicago, & chain- 
maker. They are in jail at Tiffin, Ohio. 


SMASHED TO A PULP. 
LAKE VIEW, Mich., Jan. 29.—The boiler in the 
shingle mill owned by Joseph Brothers at this place 


exploded at 6 o’olock this morning, demolishing the 
mil] and instantly killing James O. Wilson and seri- 
ously injuring James Joseph. Wilson’s body was 
smashed into & pulp. 


“pense.” 


‘A RESORT TO THE COURTS 


CONSPIRACY LAWS INVOKED 
AGAINST STRIKES. 
ACTION TAKEN BY.THE OLD DOMINION 
COMPANY WHICH CAUSES CONSTER- 
NATION AMONG THE LONGSHOREMEN. 

When James E. Quinn, Master Workman 
of District Assembly No. 49, was at headquar- 
ters in Pythagoras Hall, ou Canal-street, yester- 
day morning, he received a call from United 
States Deputy Marshal Holmes, who informed 
Quinn that he had an order for his arrest. 
They went to the Post Office Building, 
where Quinn was reléased on $5,000 bail, 
his sureties being Patrick Ford, of the 
Irish World, and Michael Crane, electrotyper, of 
No. 21 College-place. Mr. Quinn secured as 
eéunsel, Louis F. Post, of No. 21 Park-row. 
Similar proceedings were begun against John J. 
McKenna, Chairman of the Executive Commit- 
tee of the Ocean Association, and T. B. Putnam, 
Patrick McGartland, and Thomas McGrath, of 
the Board of Arbitration and Strikes of District 
Assembly No. 49. Only Quinn, however, was 
arrested during the day. 

The proceedings were begumin‘the United 
States Circnit Court by Seward, Da Costa & 
Guthrie, of No. 20 Nassau-street, on bebalf of 
the Old Dominion Steamship Company, They 
mark a pew and vigorous effort to put an end to 
the longshorenven’s strike and that of the coal 
handlers, how united withit. The case, as pre- 
pared, embraces the summons, complaint, 
affidavits, undertaking, and order of arrest. 

{tis set forth iu the complaint that the plaint- 
iffis a corporation Created under au actof the 
Legislature of Delawure Feb. 24, 1875, and the 
defendants named are members of the Execu- 
tive Board, or represents or acts in concert with 
it. The property of the plaintiff! includes 
seven steamships which sail weekly from this 
port to points in Virginia. Revenues are 
derived from these steamships as com- 
mon carriers for general trade and con 
merce. A large number. of lighters and 
steam tugs are also used. It has been necessary 
to employ many men at all ports for handling 
freight and transferring cargues to the transat- 
lantic steamship lines. A remunerative trade 
has been built up by the plaintiff Fora long 
time fast 1t has been the lessee of Pier No. 26, 
and has been there accustomed to receive, dis- 
patch, load, unload, and_ transfer to lighters so 
much of the cargo as was destined to foreign ports, 
and when shipments required local warehousing, 
ithas deposited them in this city, on Staten 
Island, and elsewhere. During all this period of 
business sufficient men have been hired upon 
terms which were just aud satisfactory. It is 
further set forth that no one of the defendants 
has ever beenin any manuer employed by the 
company, nor have they any lawful right to 
intermeddle or to undertake to control the use 
and enjoyment of its rights and property. 

It is then stated that last month the defend- 
ants formed an unlawful scheme, in the nature 
of a conspiracy, with the intent to hinder the 
plaintiff and its officers and agents from follow- 
ing and exercising the plaintiff’s trade and occu- 
pation; to lessen its property by rendering it 
unavailable for any practical use; to deprive 
the plaintiff's workmen and the public of the 
free exercise of their own will by threats, in- 
timidation, obstruction, and molestation, 
and to willfully and unlawfully boycott 
the plaintiff and drive it out of the 
market. To that end the defendants 
created a spirit of discontent among the men 
employed by the company, which resulted on 
Jan. Sinthe abandonment by the men of their 
employment. Few of the men have returned or 
are now employed by the company. In further- 
ance of the unluwful union the defendants sent 
their emissary, whois styled inthe union par- 
lance **w walking delegate,” to one of the South- 
ern ports to create discontent among the men 
employed by the company, chiefly negroes, and 
they in consequence temporarily withdrew. 

The complaint says that the defendants, as an 
“Executive Board,” gavo both oral and written 
notice to the agents and representatives of the 
foreign stenmship companies in this city, and to 
various Warehouse meu here, on Staten Island, 
aud elsewhere, not to receive goods offered for 
delivery by the Old Dominion Company. These 
notices, With oue exception, were written with 
red ink, and many of them were signed‘by the 
defendants, They alsu sent emissaries, or went 
themselves, to the ageuts and warehouse- 
men, und gave personal instructions in 
the same vein, and also solicited men employed 
by the company to quit work. The unlawful 
acts set furth, itis alleged, have produced great 
pecuniary injury to the plaintiff. It bas been 
compelled to employ extra help, and pay large 
suns for towages, storages, insurauce, tele- 
graphic correspondence, extra steamships, trans- 
portation, &e., aid the dawage to the plaintiff 
is $20,000. For this sum judgment isdemanded, 
with interest. 

Nathaniel L. McCready, President, and William 
L. Guillandeu, Assistant Secretary und Assistant 
General Freight Agent of the Old Dominion 
Company, make athidavit tothe complaint. The 
latter’s sworn statement contains various letters 
and telegrams as to the averment that freight 
has been diverted by the acts of the defendants. 
They also give copies of all the letters referred to 
ns written by defendants, and numerous ex- 
tracts from local papers to show that 
the defendants have very openly and frankly 
stated their purpose. The letters are interesting, 
as shuwing the manner of conducting the 
boycott, One dated Jan. 7,at the headquarters 
of the Ocean Association, No. 123 Houston- 
street, Was addressed to Riley Brothers, ware- 
housemen, and is signed by the officers of the 
Executive Board. It reads: ‘ 

“There are some cotton on the Old Dominion Line 
Steamships consigned to your ferm. You are re- 
quested to have as little as possible to do with that 
company while the present lockout of the men exists. 

Other notices cautioued the receivers that by 
compliance ‘‘you will save trouble and ex- 
Mr. Guillaudeu shows that the gross 
earnings from the steamers of the company, for 
the mouth of January, 1886, 1n which they made 
19 voyages up to Jan. 25, was nearly $8,499 87 
in excess of the earnings for the same. period 
this munth. He also states that the extraordi- 
nary expenses incurred aggregate $9,827. The 
order of arrest was issued by Judge Shipman, 
on the guarantee of Henry A. Bourne, of No. 
427 Seventh-street, Brooklyn, and Adolph L. 
King, of Clifton, Staten [sland. 

The case comes under Article I., chapter 7, 
title 1 of the New-York Code of Civil Procedure. 
Deputy United States Marshal Holmes said the 
customary course would be pursued in serving 
the orders of arrest. There would not be any 
undue haste, so that the defendants might ar- 
range for bail in $5,000 each. No further arrests 
are likely until te-morrow. 

Atthe oftice of the Old Dominion Steamship 
Company those in charge in the absence of the 
President stated that the object of the suit was 
to recover damages and to show that a boycott 
is contrary to law. <As_ the strike developes 
other measures will be taken. ‘ Within 10 days 
we shall have more able longshoremen here than 
ever before,” was the remark of one officer. It is 
understood that the help is to come from the 
lake region. 

The company officials are much disgusted by 
the delay in punishing the striker John Williams. 
He entered the freight shed of the company last 
Tuesday and threw a scale weight at James 
Gray, a non-union man. The missile struck 
Gray onthe head and knocked himdown. He 
has been confined to his home ever since, Will- 
iams was arrested and promptly released on $300 
bail. His trial was setdown for yesterday morn- 
ing, but has been postponed for some unknown 
reason until March. Itis thought that Williams 
has * political influence.” 

The effect of this action by the Old Dominion 
Company aroused the bitterest feelings among 
the union men. [t was declared to be ‘the work 
of archmonopolists who themselves are nothing 
buta gang of criminal conspirators, organized 
for the purpose of robbing the nation and. cor- 
rupting its Government.” At the headquarters 
in Houston-street the arrest of Quinn was the sub- 
ject of much discussion. It was also the topic of 
the hour wherever union men met, and from the 
drift of opinions overheard it is evident that the 
lines of the boycott will be drawn more tightly 
on short notice. The leaders took immediate 
steps for meetings all along the line in order to 
decide on a plan for continuing the campaign. 
The strikers are not less enraged than alarmed 
by the declared intention of the company to 1m- 
port experienced longshoremen from the lake 
ports, the South, and even from Europe. 

Chairman McKenna, when asked about the 
twenty-thousand-dollar suit last night, said: 
** [ believe it is a move for the purpose of trying 
to disrupt or demoralize the longshoremen’s or- 
ganization. So far as my men are concerned, 
it will only make them stand more firmly. 
There should be no waveringin the ranks, and 
if some men do fall out there will be plenty to 
fill the vacancies. In regard to the $5,000 bail 
imposed I suppose it was thought the workibg- 
men could not raise the amount, and that 
we would be locked up. This would scare the 
men, and after they surrendered we would be 
released. The fact is, we have our bondsmen 
selected and will appear with them at once, 
perhaps to morrow. We intend to force this 
suit, and shall get a verdict as speedily as pos- 
sibye, 

Tn regard to the merits of the case our 
action may be a violation of the law in 
the eyes of some, but my _ conscience is 
clear. I believe that we have not over- 
stepped our jurisdiction. In the history of 
strikes there never was one conducted 
80 peaceably as theirs has been. Wehave been 
particular to caution the men repeatedly to keep 
within the limits of the law. The corporations 
are growing desperate, in my opinion, when they 
resort to petty technicalities to defeat us.” 

Little or nothing was done at the headquarters 
of District Assembly No. 49 lastevening. A mem- 
ber of the Executive Board said that there was no 
talk of stopping the strike, as euery one yvas de- 
termined to carry the thing through. He was 
not at liberty to say What the next move of the 
leaders would be. 

Longshoremen’s Union No. 2 mot last evening 
at the corner of New-Bowery and James-street 
and resolved to continue the strike. The meeting 
was a very large one, and great enthusiasmn 
prevailed. A few men who were dissatisfied 
with the strike left the meeting, but did not 
openly express their views, 

Thus the great combination strike has devel- 
oped into a strategic game. Theopposing sprens 
are arrayed against each other with a deep de- 
sire of Vengeance. Both sidesare greatly agitated 
andare moving heavenand earthto makeeflective 
moves, Everybody is on the alert to know what 
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the next Move will be. All kinds 6f rumors fill 
the air, and the situation has assumed a critical 
ftage. The labor organizations are bending si 
their forces to stren:‘thets their position and 
the members en masse, ' 

An immediate general.tie-up of ali the street 
car lines is possible’ but, no Hpobable., There 
was & rumor yesterday that trict Assem- 
bly No. 75 of the Knights of Labor 
had been induced by District Assembly No. 
49 to order a tie-up on all the surface 
roads of this city within a shert time in order to 
aid the coal handlers and tongshoremen by ren- 
dering still moredifficult the conduct of business 
in the city, Such & proposition wks made to 
the Executive Rose of No. 75, and the lat- 
ter replied that they would order the tie-u 
prerne that Assembly 49 would agree that a 
ts Subjects should remain out until the railroad 
men secured a redress of their own grievances, 
To this District 49 refused to agree, 

Jobn H. Moran, Master Workman of Local As- 
sembly No, 3,420, which comprises the em- 
ployes uf the Broadway Surface Road, sald last 
night that the Broadway Rvuad would not be 
tied up except for their own griev- 
ances. These are the withholding of 
the extra 25 ~~ cents a day, and 
the attempt to compel the drivers to haul grain 
for the horses, Sofar as the extra 25 cents is 
concerned the men would be perfectly willing to 
foregy it if the officers of the compaty show by 
their books that the road cannot afford to pay if. 

“The tie-up,” if it comes,” Mr. Moran satd, 
“ will be precipitated upon the question of hatin 
stab grain, and utice out We will atay out until all 
our gribvances are rearessed and until the griev- 
ances of all the men now out are redressed. The 
saineé thing is true of all the other surface roads 
in the city, the “re on each of thei having 
just cause o complaint. The Broad- 
Way men and the &ixth-avenue men 
held special meétings last night and 
voted to give the Executive oard of 
District Assembly No. 75 power to order a tie 
up at a moment’s notice, The other locals have 
either taken or will take the same action. Ido 
not think it probable that any tleup will be or 
dered before the middle of next week.” 

The Fourth-avenue surface car drivers threaten 
to join the big army of idle men this week. They 
have-someéold grievances, but the latest oe is an 
attempt to take away the portable seats. They 
received orders yesterday that they would not 
be allowed to use them any more. A_ meeting 
will be held and some definite action taken. 

The Executive Committee of the Ocean Asso 
ciation will hold an important meeting to-mor- 
row. Itis understood that the Central Labor 
Union at its regular meeting to-day will deter- 
mine whether to call a mass meeting and protest 
against the legal action of the Old Domin- 
jon Steamship Company. It is quite likely 
that the New-Jersey Central freight han- 
dlers will go out this week, together 
with the sugar ffactory soopers§ and 
other bands of organized labor. The strikers at 
present consist of the longshoremen, stevedoras, 
freight handlers, bag sewers, grain men, store- 
house meu, coal handlers, coal boatmen and 
weizhers’ laborers. 

One man who is doing more than any other in 
this city to exasperate the labor organiza- 
tions in the present fight was once a long- 
shoreman. His name is * Liverpool” Fitzpatric 
and he lives at No. 32 Greenwich-street. 
His business is to hire “scabs” for the 
crippled corporations. He does this b 
sending decoys to Castle Garden and foi- 
lowing immigrants to boarding houses, 
where they are engaged under false representa- 


‘tions, put on board tugboats and delivered at 


the docks deserted by Union men. Fitzpatrick 


4is gaid to ke getting rich out of this traffic. The 


two tugs employed have been “ spotted” by the 
Knights of Labor, and legal proceedings are to 
be taken against them for carrying passengers 
without a license. 

The concert announced to be given for the 
benefit of the strikers at Everett Halla week 
from to-day will not be given owing to the ex- 
isting muddle in the excise lawa. <A ball will be 
given later‘on, and those holding concert tickets 
can exchange them. - 


mvcletphdlih pele 
ACTION BY THE READING COMPANY. 

PHILADELPHIA, Jan. 29.—It was stated 
at the Port Richmond coal wharves to-day that 
a general order had been issued by the Reading 


Company that no coal should be snippet to New- 
York intended to ease the difficulties at 
Perth Amboy. “It was the company,” said 
J. O. Keim, “that refused to allow 
the barge Santes to load coaf, 
When she arrived in Port Richmund the master 
was informed there was nothing for her there. 
She was immediately towed to Greenwich Point 
and loaded with coal, under the direction of the 
Pennsylvania Railroad Company. I cannot 
state the reason for this order. It is one of pru- 
dence, I suppose. We are on the best of terms 
with our men, and there is no danger of a strike 
tank paste” 

Mr. Harris, of the freight department of the 
Reading Railroad, said there was no trouble here. 
“While the strike lasts,” he added, ‘we can’t 
ship cars through to New-York, and I guess we 
will have to wait patiently until they are ready 
for us to do so.” 

The officers of the American Line of steumers 
say that the company hud placed its contracts 
for coal with local dealers at certain rates, and 
that no one connected with the company hac 
reason to Worry, as the dealers were bound to 
Bupply all coal needed. 


THE NEW-HAVEN STEVEDORES. 

New-Haven, Conn., Jan. 29.—The steve- 
dores of the New-Haven Steamboat Company of 
Belle Dock, inthis city, struck late last night, and 


new bands were pressed into service to unload 
and reload the boats. The 30 deck hands of the 
Continental struck in New-York yesterday and 
were laid off, and a new crew has been brought 
to this city. When they arrived here the steve 
dores, discovering they were new men, refused to 
work. The work of unloading and reloading the 
boats Was carried on by the new men, but a force 
of police was necessary to protect them from 
the violence of the strikers. The Elm City weut 
out on time this morning with her usual amount 
of freight. Some of the men who struck last 
night say they don’t kuuw why they struck ex- 
cept it was out of sympathy for the New-York 
strikers, Many applications were received to- 
day at the company’s office for the strikers’ 
places, and no trouble was auticipated in loading 


; the Continental to-night. The Empire and New- 


England Transportation Companies have as yet 
had no trouble with their men, vordo they expect 
auy. There is but little work to do just now, and 
dozens of men are looking for the opportunity to 
doit. The Starin Line boats are running as us- 
ual and no trouble is anticipated here. 

o.oo 

WELL WORTH THE PRIOBP. 

To the Editor of the New-York Times: 

{inclose money for another year’s subscrip- 
tion to THE WEEKLY TIMEs. This makes nine years 
that I have taken THR TiME#s, therefore, perhaps I 
am qualified to express an opinion in regard to your 
paper. I believe it is a credit andan honor for any 
man to be a subscriber to THE NKW-YORK TIMES, 
because it is-unexcelled for its high standard of 
morality, giving the latest news, &c., and withal a 
newspaper well worth the price without any premi- 
um extra. . C. EMERSON. 

MOORTON, Del., Friday, Jan. 28, 1887. 

rt 
A HEAVY SNOWSTORM. 

ST. PAUL, Minn., Jan. 29.—Reports received in 
this city this afternoon show that a heavy snow- 
storm prevails in Western Dakota and Eastern 
Montana, and trains on the Northern Pacitic Rail. 
road and other roads are badly delayed. 


SKIN TORTURES 


That Defy all Other Remedies 
Speedily Cured by 


Cuticura. 


Humiliating eruptions, itching and burning skin 
tortures, loathsome sores, and every species of itch- 
ing, scaly, pimply, inherited scrofulous and conta. 
gious disease of the blood, skin, and scalp, with loss 
of hair, from infancy to old age, are positively cured 
by CUTICURA, the great Skin Cure, and CUTICURA 
SoaP, ag exquisite Skin Beautifier, externally, and 
CUTICURA RESOLVENT, the new Blood Purifier, in- 
ternally. 


COVERED WITH SORES, 

I have been aiflicted since last March with a skin 
disease the doctors called eczema. My face wascov- 
ered with scabs and sores, and the itching and burn: 
ing were almost unbearable. Seeing your CUTICURA 
REMEDIEs so highly retommended concluded to give 
them @ trial, using the CUTICURA and CUTICURA 
Soap externally and RESOLVENT internally, for four 
months. I call myself cured, in gratitude for which 
I make this public statement. 

Mrs, CLARA A, FREDERICK. 

BROAD BROOK, Conn. 


—--~ 


SCALP, FACE, EARS, AND NECK. 


I was afflicted with eczema on the scalp, face, 
ears, and neck, which the druggist, where I got your 
remedies, pronounced one of the worst cases that 
had come under his notice. He advised me to try 
your CUTICURA REMRDI&s, aud after five days’ use 
my scalp and part of my face were entirely cured, 
aud I hope in another week to have my ears, neck, 
and the other part of my face cured. 

HERMAN SLADE. 

120 EasT 4TH-ST., NEW-YORK. 


ITCHING DISEASES CURED. 

CUTICURA stands at the head of its class, especially 
is this the case with the CUTICURA SOAP. Have had 
an unusually good sale this Summer, owing to the 
prevalence of an aggravated torm of itch through 
some localities in the country, in which the CuTicu- 
RA REMKDI#S proved satisfactory. 

W. L. HARDIGG, Druggist. 
UNIONTOWN, KY. 


CUTICURA REMEDIES 
Are sold by all druggists. Price: CUTICURA, 50 cents; 
RESOLVENT, $1; SOAP, 25 cents. POTTER DRUG AND 
PREMISAL Co., Boston. Send for * How to Cure Skin 
iseases.” 


BEA 


TIFY tho complexion and skin by 
using the CUTICURA SOAP, 


t 


HOW MY SIDE ACHES! 


oy a Aching sides and back, hip and kidney 
fe; 4 pains, rheumatic, sciatic, neuralgic, 
Na sharp and shooting Dains, relieved in one 

eee. minute by the CUTICURA ANTI-PAIN 
PLASIER. Cannot fail. At druggists, 25 cents. Po'r. 
TKL8% DRUG AND CHEMICAL Co.,. Boston. 


HELPING FATHER DONNELLY. 
——— 


PARISRIONERS TO TAKE COLLECTIONS 
TO-DAY—THE CHURCH’s FINANCES. 
. The conservative elements of the parish 
of 8t. Steptien’s ave at last taken -action, 
and will henceforth stand up for law 
and order in the parish. Last evening, in 
response to a letter from Father Donnelly, 
about 30 gentlemen, of various occupations and 
degrees of wealth—bankers, lawyers, and mer- 
chants, mechanics, and laborers, headed by R. 
Duncan Harris, the well known lawyer—called 
upon Father Donnelly at the rectory. He re- 


eelved them in the erage! and there they 
discussed the situation with him. They 
assured him that tho great body of 
the parishioners had no sy¥tupathy 
whatever with the turbulent performances of 
the last etoleht; that they would adopt an 
course which he might indicaté to show their 
disapproval, aud were ready to act at once. 

It was decided that one of the best 
ways in which they could begin to act 
would be in taking up the collections 
in the church to-day. The first Sunday that 
Father Donnelly was at St. Stophen’s no ¢ol- 
lection was taken because the old collectors re- 
fused to act. Last Suuday Father Donnelly had 
collectors ready, but somebody stole the baskets 
Saturday night. He now has alot of handseme 
new Wicker baskets, which were kept in 
the rectory last night, where thieves 
could not break in and steal The 
gentiemen who called on Father Donnelly have 
divided themselves into groups. At the 4:40 
o'clock Mass one group will atteud, and the dis 
affected parishioners, who may attend for the 
purpose of carrying out the recommendations of 
their committee “to keep their mouey in their 
pockets,” will be asked to contribute, not by em- 
ployes of the sexton, but by some of the must 
respected and influential gentlemen of the parish, 

1ére will paras pr to-day a larger at- 
tendance of the best parishioners of St. 8tephen’s 
than for some time past. Theyinteud to take 
special pains tu show the world that a large ma- 
jority of the congregation of St. Stephen's 
ure Willing to acquiese in thé decision of 
the Ecclesiastical authorities in regard 
to the change in the Rectorship, however great 
their liking for Dr. McGlynn may be. At 
every mass the collections Were “taken up by 
some of the gentlemen whocalied on Father 
Donnelly, and they do not doubt that th 
total of the contributions during the day wil 
fall little if any short of $1,000, the usual sum 
each Suuday during Dr. McGiynn’a Rectorship. 

Mr. Harris said last evening: “If Father Don- 
nelly had called upon us befure we would have 
acted before; but it is the rule with Catholic 
laymen hot to volunteer their servicesin such 
atiairs as this. We wait until the eccle 
siastical authorities call upon us. have 
been a parishioner of St. Stephen's 
for many years, and know that 
the yemone who have made all the noise are a 
sinall minority of us. We syinpathize with Dr, 
McGlynn in his troubles, but we cannot, as good 
Catholics, justify his contumacivtis treatment 
of the orders of his ecclesiastical superiors. We 
aré anxious for the welfare of the parish, 
and we will mops. Father Donnelly in its 
administration. I am glad that Father Colton is 
going to be the new Rector. He is an admirable 
gentlemen, a devoted Pastor, and of far more 
than usual abdtlity, and while not as eloquent as 
Dr. McGlynn, he, in my opinion, hag other 
qualities which will greatly conduce to the 
pros rity of the parish. This turbulence and 

isaifection will soon die out, ‘Very few, if any, 
of these people wiil follow Dr. McGlynn out of 
the church, and that is what they would have to 
do if he should not obey the summons to Rome. 
The body of gentlemen who called upon Father 
Donnelly to-night is representative of all classes 
in the parish.” 

Father Donnelly’s attention was called yester- 
day to Patrick Smitli’s statement that the 
total debt of the church was only $125,000, 
He said: “There is a mortgage on the church 
building of $110,000, a mortgage on the Home 
in East Twenty-eighth-street of $25,000, ou 
St. Michael's Home, at New-Dorp, which be 
longs to St. Stephen’s, of $12,000, making $147.- 
000 of mortgages in all What’ the unsecured, 
or floating debt, is, I am, of course, unable to 
state detinitely, for I buve been unable to get the 
books from Mr. Smith; but IT have good reasuz 
to believe that it is several thousand dollars, 
touch of it due to parishioners. There has nut 
fora long time been a. complete ‘and - proper 
Statement of the financial condition of St. 
Stephen’s made.” 4 

ther Donnelly had ittended to preach to- 
day. but he is su boarsé ‘on account of a severe 
cold that he was obliged reluctantly to relin- 
quish the project. 

Mary Halligan, the servant who was the 
custodian of Dr. MeGlynn’s effects, departed 
from the rectory. esterday, and in th 
evening Patrick Smith came in a hack an 
carried all Dm McGlynn’s luggage away. A 
report spread rapidly that Dr. MoGlynn bad 
come with him and a large crowd gathered 
Pree the rectory. The report was false. Dr. 
Shrady said last evening that Dr. McGlynn was 
about the same, and still unable to go out or to 
work on his statement. 

A mcneing of the letter-carriers of this city will 
be held at dwith Hall, No. 719 Third-avente, 
Es afternoon at 3 o'clock in belalf of Dr. Mo- 

nin. 
© policemen in uniform will be present in 
St. Stephen’s to-day. A few in plain clothes 
will be there in case of any disturbance, 
though none is expected. The stories that no 
one will be admitted to the church without 
baying for a seat at the door are untrue. 
dmittance will be free, and all contributions 
will be voluntary. 


ne 


DOINGS Al NEWPORT. 


THE DEAD-LOCK IN THE COMMON COUN. 
CIL TO BE SETTLED. 

Newport, R. L, Jan, 29.—The strikes in 
New-York and elsewhere are affecting Newport 
and vicinity. The Sound boats are unable to run, 
and the price of coal has been abvanced 75 cents 
per ton. i 

The 10 members who comprise the Common 
Council have resigned, and the public is well 
satisfied With their decision. They have tried in 
vain to elect & President since. Monday, Jan. 3, 
and have disgusted the citizens, and by their ac- 
tions have brought the city into disrepute. The 
City Solicitor decided that under the provisions 


of the city charter they had no one to resign to, 
and hence it is found necessary to appiy to the 
Legislature for an act permitting the Mayor 
the olty to accept their resignations. A ne 
election will be ordered, and in the course of 
few weeks it is hoped that the wheels of the cit 
Government will bein motion. Nothing of this 
ane has everfuappened in Newport’s history be- 
ore, 

The colored people of this city have issued an 
address in which they eulogize President Cleve- 
land and condemn the Republican Senators, 
especially one from this State, for refusing to 
coutirm Mr. Matthews as Recorder of Deeds at 
Washington. 

Mr. and Mrs. Daniel B. Fearing, née Strong, of 
New-York, tave returned here from their bridal 
tour and have taken possession of the Fearing 
vilia on Annandaie Road. 

Newport will be represented at the marriage 
of Mrs. Julia Ward Howe’s daughter to Mr, 
Elliot, of Boston, next month. 

Cards to the Stevens-Talleyrand Perigord wed- 
ding in Paris have been received here. 

It is understood that quite a number of cot- 
tayes have been rented fur the hext season. 

Mr, Cornelius Vanderbilt, of New-York, has 
sent his check for $100 to Mr, ©. B. Mason for 
the fair for the proposed soldiers and sailors’ 
monument to be erected here, 

een 


SCHOOL ANECDOTES. 
From the Boston Journal of Education. 
Miss B.’s class was reciting their geogra- 
phy lesson,in the course of which the Isthmus 
of Panama was mentioned. A littie girl raised 
her hand, “It has another name, too. Miss F. 


a former teacher] said some people called if the 
sthmus of Maryann !” 

It was in a Boston school in this year of our 
Lord 1887, and will be thoroughly appreciated 
by all who are familiar with Boston’s peculiar 
institutions. The question was one of many 
given by the teacher, while the pupil wrote both 
the question and answer: “ What is‘an Dlind, a 
Ilind is where the people get put in for fiting and 
tor being tite.” 

A teacher in Massachusetts was speaking of 
the difficulty of detining some of the most com- 
mon words: ‘Such, forexample,as the verb ‘to 
be.’ What does it mean when you say, ‘ Tam’ ?”’ 
Maggie S. was not exactly a Solomon by nature, 
but her hand fluttered wildly and she gasped 
with excitement that could not be pent up. 
“Well, Maggie?” “It means—it means—that 
when anybody says as how y’ain’t an’thin’, 
y’are |” 

I, nc 


WHERE WAS THE WATCHMAN? 
CLEVELAND, Ohio, Jan. 29.—Some time last 
night the store of Benedict & Ruedy, furriers, at 
No. 245 Superior-street, was entered by burglars 
and $8,000 worth of seal sacques were stolen. For 
cool impudence the raid surpasses anything of the 
kind in the history of the city. In front of the store 


there is a hack stand, where there are carriages all 
night, aud within a stone’s throw of the store a police- 
man watches a corner from sunset to sunrise, 
The property holders in that block do not trust 
solely to the police force for protection, but employ 
a private watchman to guard their premises. De- 
Spite all these precautions a gang of burglars coolly 
bored a hole through the front door of the store 
and inserting a set screw knocked off the catch of 
the lock, entered the room, and proceeded to pick 
out a quantity of the finest goods manufactured by 
the tirm. 

With jimmies and bars they brokeoff the hinge- 
pins of the safe and tried to lift the door from the 
vault, Unsuccessful in this, with a hammer they 
attempted to break the panels in the safe door. The 
attempt was futile. The robbers then went to the 


-sample department and took 44 of the most valuable 


seal sacques. 

Outside there was a carriage in waiting, and it was 
quickly loaded with the goods. While loading the 
stolen property the thieves either became fright- 
ened or else could carry away no more, and left 
8 sacks on the floor near the front door, taking 
with them, however, 36. The police and watchman 
did not discover that the store had been entered, and 
made no report of the stfair when they answered to 
the roll call this morning: 


A BANK CASHIER'S FLIGHT — 


A JERSEY CITY INSTITUIION 
LOSES $30,000. 
DISAPPEARANCE OF ©, M. E. SCHROEDER, 

OF THE GERMANIA SAVINGS BANK, 
LEAVING HIS PROMISSORY NOTF. 

Depositors and others who went to the 

Germania Savings Bank, in Jersey City, yester 


day morning, Were surprised to find the door 
closed and the following notice tacked te it: 


This bea) .§ Closed awaiting the instructions of 


the Chance 
MICHAEL LIENAU, Vice-President. 
The surprise was still greater when it was 
ascertained that ©. M. B, Schrueder, the trusted 
Secretary and Cashier, had fled for parts un- 


known, taking With him $30,000 of the bank's 
cash aud leaving in its place his personal prome 
issory note for the amount. A crowd of depose 
itors avon gathered around the doors, demand- 
ing admittance and threatening all sorts of ven- 
‘geanecé on the Directors and on the missing 
Cashier. 80 rapidly did it increase that it was 
necessary to send for policemen to clear it away 
and protect the building. 

The story of the defalcation. as tar as it can 
be ascertained, goes to show that Schroeder has 
been taking money from the bank for the past 


ear, making his etatements tally by borrow 

the amount of the deticlency and de ing 16 
until after the Finance Committee had exam. 
ined the accounts and found them cor 
rest. For over a week Sclirveder has bee 
on hand early in the morning and work 
until late at night, preparing his annual 
statement, which must be delivered to the con 
ivittee before the lst of February. * igh pe 
inaneing be arrived at the bank avout 8 o’cloc 
aud wor all dey, antil 8 in the evening, whet 
he told Mr. Henkle, the clerk, that he w: 
home a would not be at the bank 
late the néxt day because he ‘was goin 
to Newark to transact sume eg tin 
hess. Afterward he signed afew blank chee 
and went away. About 9 o’cluck he arrived 
bis home, on the Heights, and nad his supper. 

is wife was sick in bed, and he went to het 
and told her that owing to business difficulties 
he would be coneets to leave home for a whil 
She questioned him closely as to the nature 
the difficulties, and finally he confessed that nh 
had robbed the bank of a large amount 
pete aud would have to leave the city to av 
punishment. After the confession be packed 4 
small valise and left the house, not telling, sd 
his wife says, Where he was going. 

The bank was opened as usual Friday mornin 
but the Cashier did not appear. At 2 o'clock th 
officials begafi to get tneasy and Senator dk 
wards, the counsel for the bank, was sént for. 
meeting of the Directors was callel soon af 
and the missing man's vouchers were examined, 
About the last thing picked up was the following 
proniissury note: ; 


Six months after date I promise to pay to the orter 
of the Germania Savings Bank the so 
thousand (30,000) dollars for valne receive pt — 

Iie: ©. M. E. SCHRORDER. 

‘ot the first time it dawned on the official 

that they had been du A hasty phorrdemovrme 
of the books were made and they were found te 
be balanced to date, everything being, apparent 
ly; allright. Itwas 1 o'clock yesterday morn- 
ing before the meeting was over and then ig 
was decided to close the bank and make ap- 
plication to the Chancellor for instriiction 
about closing up the affaisr. The state. 
ment that Schroeder had been preparing wag 
in the hands of the Finance Committee and wag 
to have been examined that day. It showed that 
there Wasa cash balance on hand of f 
The cxamination of the safe brought to light 
$8,000 of this amount. The difference between 
the $32,000 balance and the missing $24,000 is 
qorpenss to represent pawned or suld sectirities, 
It is supposed that the knowledge that the ac 
counts were to be examiued on Friday was the 
immediate cause of the flight. ~ 

The statement of the bank business, whic 
Was made public last evening, shows $257, 
deposits and $256,000 assets. Among the latt 
are $127,000 in bonds and mortgages, an 
$380, in negotiable and unnegotiable secur’ 
ties. Early in the afternoon orders were re 
ceived from the Chancellor empowering th 
bank officials to go on atid liquidate affairs, an 
declare a divideud as svon as ible, 

Schroeder, the missing man, is 4 wel 
citizen of Jersey City. and has held his 
foralong time. He started life poor. 
— ago he wasa gardener, working for 

suis Lienau, the President of the bank, 
honesty and attention to business he secured 
favor of his employer, whu educated him 
gs him a position as clerk in the savings 

6 was promoted to Paying Teller and afte 
to Cashier. All of the Directors had unbou 
cottidence in his honesty, and he virtually 
full charge of the bank. He received @ sal 
of $2,000 a year, out of which he paid his ¢ 
Martti Henkle. He is marned and has 
children, and lived in modest style on 
Heights. He was required to give a bot 
$50,000 when he was appointed Cashier. 
chael Lienan, F. O. Matthiessen, Mr. Kunhar 
of the Hamburg an Company, and 
iam F.S8chuman were his bondsmen. 


‘All os 
Wealthy and well able to pay the amount of i 


bond. 
The Directors say they hope to be able to pay 


ali depositors in full, and will a dividen 
during this week. : tas 


Ee 


THE SOUTHERN COMET. 
From the Boston Post, Jan. 29. 

A cable message, received by Mr. John 
Ritchie, Jr., from Dr. Krueger at Kiel, announces 
that the great Southern comet passed perihelion 
on Jan. 11, and thatits orbit closely resembles 
that of Dr. Gould’s comet of 1880. Assuming 
the orbits to be the same and with the above 
perihelion passage, Mr. 8. ©. Chandler, Jr., of 
the Boston Scientific Society, has computed aa 
ephemeris, which, agreeing fairly well with the 

elvourne observation,is the mivst reliable in- 
formation to be had at present. The ephemeris” 
shows that the comet is now moving north quite 
rapidly, and it is probable that during next week 
more or less of the tail can be seen above thé 
southern horizon just after sunset. The comet, 
which is now 54,000,000 miles distant from th 
éarth, will become fainter during the month o 
February, although constantly moving into @ 
better position for observation. This is the i 


of @ group of lar iodical comets, two 
which were seen in 1890-82. 


THE STORY OF A SOCIETY BADGE. 
From the Augusta ( Ga.) Chronicle, Jan.27. 

A short time since a negro brought to @ 
jewelerin Griffina badge of the Philomathean 
Society of the Wesleyan College, upon which was 
engraved the name of Anna Humber. Upon be 


ing questioned the negro said his wife had foung 
itin Alabama. The jeweler wrote to President 
Bass, of Wesleyan College, and received answet 
that a pupil of that name had entered the college 
in 1859, but that he believed she was dead. H 
referred the gentleman to Col. R. OC. Humber, o 
Milledgeville. Col. Humber, in answer to the 
letter addressed to him, stated that he hada 
daughter who graduated at the college a few 
years ago, who wasamember of that soviecy. 
This daughter had lost a badge of the kind de- 
ecribed, it having been blown away with other 
thingsin the cyclone of 1884. The badge has 
been returned to its rightful owner. 


WHAT 18 THIS DARK SHADOW 


That follows 
us wherever 
we go? It is 
the fear of 
mental ex- 
haustion that 
» terminates 


Science emerging from Darkness. 


‘either in 


SS 5 


Insanity or Death. 


Weasa people live fast. Weare overworked, 
that old age comes upon us when quite young 1 
years. We pass sleepless nights or with a sleep 
gives norest. Thisis nervous exhaustion, and we 
require a tonic that willrestore the brain and nerve 
ous system toits normal condition, bringing bac 
youth and vigor. The NEW QUINIL . call 
KASKINE, is the most powerful tonicknown. I 
removes that tired and depressed feeling, gives 08 @ 
good appetite, makes us feel strong aud healthy, 
gives quiet sleep that refreshes the languid an 


yeary. 
WwEOR OLDS KASKINE HAS BEEN FOUND TG 
BE ALMOST A SPECIFIC. Superior to quinine. 

Bellevue Hospital, N. ¥., “ Universally success 


” 
= “Every patient treated 

St. Francis Hospital, N.Y. ? with Kaskine has bees 

discharged cured. 

Rev. James L. Hall, Chaplain albany Fenttenrenty 
writes that Kaskine has cured ls ¥ 

ears’ suifering from magi and nervous dyspepsia 

Write him for particulars. 
‘ St. et a ospital, N as = Its use is considered 
nd able. It acts perfectiy. 

Dr LR. White, U. 8. xamining Surgeon, writes 
“ Kaskine is the best medicine mace. 

Dr. L. ww Glessner has cured over 290 Tetlents 
with Kaskine after quinine and all other drugs ha 
failed. He says: “It is undoubtedly the best med 

i i rei.” 
Cot WF Holcombe, M. D., $4 Kast 25th.st.. N. 
Y. (late Prof. in N. Y. Med. College) writes: “ Kase 
kine is superior to quinine in its specitic power. a 
never produces the slightest injury to the hearing 
constitution.” 

Thousands upon thousands write that Kaskine h 
cured them after all other medicines had faile 
Write for book of testimonials. 

Kaskine can be taken without any special medi 
advice. $1 per bottle. Sold by all ggists or se 
by mail on receipt of ey 

KASKINE CO,, 54 Warren-st., New-York. 


= 
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THE WINES OF CALIFORNIA 


FINE CELLARS, GOOD GRAPES, 
' AND INCREASED SKILL. 


WHAT VITICULTURISTS HAVE LEARNED 
-—-SOME PROCESSES DESCRIBED—EX- 
PERIMENTING WITH IMPORTED VINES 

San Franoiscg, Jan. 16.—Now that wine 
arinking is on the increase throughout the 

United States, and to some extent is taking the 

piace of whisky and beer guzzling at bar and at 

sideboard, I propose to present a description of 
the manufacture of wine as I have seen it at 
some of the noted vineyards of California, and 
show the reader that, while blending is carried 


. on here, as elsewhere in the wine-making world, 


no adulteration is practiced, and the wines are 
Shipped from here—and, let us hope, to 
honorable dealers— absolutely free from 
adulterations of all kinds, which cannot 
be generally said of French wines at 
the present day, for all eminent observers and 
writers upon this subject are unanimous in the 
opinion that ninety-nine-one-hundredths of the 
still wines produced in France are consumed in 
that country. Dr. Jules, Guyot, the celebrated 
scientist—the greatest authority on this subjec 
who has ever lived—once said in one of his 
books: “ France needs more wine than her vine- 


, Yards supply, and, therefore, any improved 


methods by which the vines may be made to 
produce more without exhaustion woulda prove 
& Nation’l blessing as well as to add profits to 
Viticulture.” ; euCR 

Wine making in California is commenced along 
from the middle of September to the Ist of Octo- 
ber, according to the condition of the berry, that 
must be fully ripe, which is only when the berry 
is perfectly sweet and can be taken from the 
stem without leaving juice upon it, aud when, on 
hosding it up to the sun, the fibres running from 
the stem into the berry are wholly or nearly in- 
visible. and when the heart has taken a tint re- 
sembling that of the skin. There must be no 
dew or fog or other dampness on the berry 
at all when it is taken from the vine, 
and the bunches must be cut from the 
vine with a sharp knife. Upon their arrival 
at the press the grapes are carefully picked over 
and all unripe or decayed berries are carefully 
taken out. They are then thrown into a sieve 
and so pressed and manipulated as to separate 
the berries from the stems and any leaves that 
thay have been taken during rapid cutting. The 
stapes fall through the coarse wire sieve, broken 
or unbroken, into the masher or press, which is 
generally com oftwo rollers made of iron 
or wood, from" to 4 feet long and from 12 to 16 
inches im diameter. These rollers, of course, 
turn toward each other and are so gauged as to 
crush the berries and not bruise theseeds, which, 
if mashed with the fruit, would impart a 
bitter or “ off” taste to the juice. 

I was once conversing with Mr. J. De Barth 
Shorb, an extensive wine maker of San Gabriel, 
Los Angeles County, about the many kinds of 
wines in ourown and foreign countries, and he 
asked: ‘Do you know that really there are only 
two natural wines in the world?’ And he pro- 
ceeded to answer by saying: ** The white and the 
red.” Another gentleman, whose name I do not 
now recall, asked: ** Would there be more than 
one if the process ended at the press?” Mr. 
Shorb agreed with the gentleman that there 
would be only @ne—the natural red wine—a 
claret, say. But we will consider that there are 
two natural wines—the red and the white. If 
the wine is to be red, the pulp is left with the 
juice for from six to eight days, so that the red 
color of the skins may be communicated, 
which is the only way wines are colored. 


If the wine is to be white, the skins are 
pressed and separated from the juice. Here are 
your two wines to start with—the red and the 
white, Subsequent treatment of the red and the 
whiteare alike. The juices are carried by gutters 
into large casks of, say, about 140 gallons capac- 
ity each, but only about 115 gallons are run into 
Sach, so that a considerable surface of the juice 
(or must) is left exposed to the air to favor fer- 
mentation, which, of course, is necessary. These 
tasks are laid on their sides with the bungholes 
on top open, and fermentation commences in 
or four days, and in three or four more 
days the greatest activity of fermentation has 
ceased to exist. The temperature at this time of 
the process plays an important part, andif the 
et Sed is not Kept at about 65° Fahrenheit the 
© will be either poorstuff or be spoiled entirely. 
This is what may be termed the first, or general 
fermentation, for there are a series of fermenta- 
tions which, sometimes, last for a year or 
more. In connection with this branch of the 
subject it is a curious fact that, as some writer 
has stated, the wine sympathizes with the vine, 
thus: By plagmgtheear at a bunghole of a 
cask of new wine, about the period of sprouting, 
say, in March, or blossoming in June, and dur; 
ing ripening in September, noises resembling 
the movement and bursting of bubbles may be 
distinctly heard, bbe shows that when the 
vine is conspicuously developing the wine be- 
trays an impulse of sympathy. To give more 
color of fact to this statement I would say that 
peg these months there is a general loosen- 
ing of bungs, and great care is maintained in 
preserving the quiet of the barrels. This is one 
of the mostimportant points in wine making— 
to avoid all disturbances during processes of fer- 
mentation. 

But to return: After fermentation has been 
in aging from three to four days, six or seven 
gallons or more of fresh juice are poured into the 
casks each day until they are full, the bungholes 
being left open meanwhile so that the scum that 
rises may be thrown out and over the sides of 
the casks. In a few days this scum has been all 
thrown out and the juice has become quiet, and 
the bungs are put in and the barrels are not dis- 

for a period, which must not be less than 
thfee weeks nor more than three months. The 
bext process is termed — off, and 
gow comes @ scene of grea activity 
in the cellar, as all the liquid—which 
we shall not yet cail wine—except 
some three or four inches at the bottum 
Seeing more or less sediment, is drawn 
off through a siphon or a faucet placed above the 
level of the sediment, while the remainder is 
passed through some filtering process ana then 
either added to the clear liquid or used in mak- 
ing brandy. After the tirst racking the new or 
fresh casks are filled up, the pores a are put in 
Bently, and the liquid is not again disturbed 
until March,or until it begins to indicate noticea- 
ble fermentation, when it must be watched, 
and, when quiet, again be racked off and again 
be put into a fresh @ask. At the end of a year, 
ora&® year and a half, we have our wine, which 
continues to grow better every month for, say, a 
score or more of years, and to acquire mellow- 
ness and oiliness and bouquet and aroma. 

The cellar is first in importance after the prop- 
er manipulation of the juice, and just so long as 
the wine is keptin the cellar from the time it 
may be justly termed wine to the time it is 

laced upon the table to be drank justso much 

tter isit. The cellars now in use in California 
are many of them as perfect as any known; then 
there are others that are not what they should 
be, and there are still left some of the old adobes 
runinto a hillside and affected by all kinds of 
temperatures. Equability of temperature and a 
r coolness enter largely into the 
production of fine wines; and without 
this fermentation is not perfect, and 
Vile or indifferent stuits called wine are thrust 
upon the market with variegated labels that do 
scredit to the country which produces them 
aud endanger the reputation and sale of really 
meritorious brands from the same section and 
from the same soil and vines. I once went into 
& so-called wine cellar in the southern part of 
the State some 20 years ago, and saw large piles 
of wet hides and vegetables, the odor from 
which must have greatly injured the 
Wines in process of fermentation. In an- 
other there were several barrels of salt 
neat. Standing water green with slime 
and other invited impurities met my gaze in 
another cellar, the wines from which you 

thought moderately well of in New-York 22 

pense ago. Then, again, many poor manu- 

acturers hurried their new wines into old barrels 
and old bottles, and wines, too, from grapes that 
had been tramped upon by Indians, and which 
had been picked without regard to their ripeness 
or health. Butall this has ceased to exist, so 
far as concerns those who manufacture wines for 
sale. In my visits to leading localities [ shall 
present your readers with descriptions of several 
ofthe modern wine cellars, a number of which 
are, in allrespects, equal to some of the best in 

many and France. 

It is almost unnecessary to say that the gen- 
eral custom in making wine is to use the pure 
juice of the grape. But this is not always a safe 
proposition to stake money upon, especially as 
regards foreign-made wines. For instance, in 
‘France sugar and rock candy are introduced 
into a majority of the wines intended for the 
American ee. especially in wines made from 
grapes du ap bee seasons, Which are small and 
sour. The French often put brandy into their 
thin wines to keep them trom turning into 
.¥inegar. There are wine makers elsewhere in 
‘fhe world who consider it the proper thing, or 
at least not essentially unpwholesome, to put 
yaugar, water, or brandy into their table wines, 
pither of which, moreover, is unnecessary and 
sertainly injurious to fine wines. It is curious 
what a difference there is in somenatural wines. 
Forinstanee, a certain manufacturer in the low- 
er part of the State made, for coy A P pear what 
he called a natural port, which he did by leaving 
the grapes on the vine untilthey were what he 
calied dead ripe and so shriveled by the sun 
and time as to taste quite like fresh raisins. 
Then he mashed them so astocrush the seeds, 
and by leaving the juice and pulp to- 

ether 10 or 12 days ot a strong 

nid of a dark red color and one 
with a decidedly Oporto taste. There is a nat- 
‘ Qral wine made from the juice that first drip 


from the masher which is stiperior to that ob- 
tained by severe pressure from the pulp. Then 
there is an inferior, bht decidedly light, stu 
sometimes made pressing the pulp. which 
is taken from the juice which is to be made into 
white wine,) after having been allowed to stand 
in a tub or vessel ofsome kind covered with 
water. A great many of our ordinary unintoxi- 
cating Bordeaux wines are made in this way; 
and while they leave no headachy effects, they 
possess little or no bouquet or aroma. This 
grade of wine is sometimes nearly sour, 
and makes ali other ciarets ashamed ofit. The 

Angelica, which is such a favorite in the 

East, and especiaily with women, is not 
&® wine at all really—considering that 

“wine is the fermented juice of the 
grape”’—as it is made by mixing about one-third 

(some manufacturers use less) brandy with two- 
thirds grape juice fresh from the press, and this 
cancoction may be bottled orcorked right up 
and given age without further manipulation, as 
the liquor prevents fermentation. There is an- 
other fascinating drink, (for a bar drink or a 
visiting or after-dinner “ wine,”) made by com- 
pounding about three-sixths Muscatel, two- 
sixths Angelica, and one-sixth brandy. Itisa 
most palatable and exhilarating * snifter,” and 
is productive of ho bad effects unless partaken 
of too frequently. I almost forgot to say that 
white grapes will not make a red wine, but that 
the skins from white grapes,if left to ferment 
with the juice, will give to the wine resulting a 
dirty-brown or other uninviting off color. 

The favorite table wine of the world is claret, 
and the viticulturists of California are leaving 
no stone unturned in the sending out of a per- 
fect table wine. To gain this point the leading 
ones are cultivating all the favorite grapes of 
France and taking more pains even than the 
average French wine maker in sorting for the 
press. The Californians, too, having as a gen- 
eral thing given place at first to the Zinfandel, 
which is really a Hungarian red wine grape, 
instead of the old Mission variety, aré now, and 
have been for several years, supplanting the 
Zinfandel tor grapes with less astringent 
and better blending qualities. Indeed, it 
is this very procéss of blending which is 
now giving many fine wines to the world. 
I should advise all persons in New-York who 
read these articles and who want to get pure 
California wines—either sweet or acid wines—to 
go to the agencies of the leading California pro- 
ducers—there are at least half a gozen in New- 
York—from whom they may purchase abso- 
lutely pure and unadulterated articles. Ninety- 
nine out of every one hundred of the saloons 
and groceries who keep for sale and to drink 
liquids in bottles labeled California wines are 
dealing out stuff made right there by chemical 
processes. In most of these the adulterations 
may be ascertained by any one with the slight- 
est knowledge of chemistry. In the manufact- 
ure carbonate of soda, protonitrate of mer- 
cury, solutions of borax, barytra water, 
and sub acetate of lead are used, and both 
“French” and “ California” wines are made and 
sold as such. Wines that are adulterated are 
tirst colored with Campeachy wood, beet root, 
indigo, Brazil wood, elderberries, cochineal, 
black mallons, &c., and then adulterated by the 
use of sulphuric ether, sulphate of potassium, 
acetate of alum, bicarbonate of soda, alum, tan- 
nin, gelatine, aluminate of potash, &c. As an 
illustration of the magnitude of these processes 
of manufacture and adulteration I present a 
few lines from a letter sent by an expert from 
New-York Aug. 7, 1884, to the chief viticultural 
office of California, and would add that the 
writer is an extensive wine and liquor merchant 
of the.city he writes from: 

= * * “T know two manufacturers of this 
kind of trash, one with the name of —— ——,, Sec- 
ond-avenne, and the other the Messrs. ——, on 
Broad-street. They each make more than 15,000 
gallons amonth. The former sells it asit is made 
to the wine dealers throughout the city and coun- 
try, and also mixes some himself, but the latter 
are all using it for mixing with California wines, 
and send it to every Stateiu the Union. Is it 
to be wondered at, then, that California wines 
do not gain reputation as rapidly as they should, 
and as their fair quality deserves?” An- 
other writer says: “The essential feature of 
these spurious wines—which are palmed 
off as California wines, owing to the fact that 
they are more sought after than all others—are 
corn spirits, glucose, acids, and flavoring mat- 
ters, all of which can be put together very 
cheaply. When mixed with pure wines dishon- 
est retailers use the compounds to enable them 
to undersell those who sell strictly pure goods. 
The consumers are imposed upon, money is ob- 
tained under false pretenses, and the California 
producers are prevented from enlarging their 
markets by reasqn of the unpopularity which 
commercial swindling causes. The sow of of the 
internal revenue. should follow and\identify 
these goods throughout the trade upon all forms 
in which they reach the actual consumer. Such 
alaw would be more effectively enforced than 
one preventing spurious manufactures.” 

‘here is no doubt that at ‘present the Cali- 
fornia wine makers are on the right road to siic- 
cess in many respects. They have a better cli- 
mate than France or Germany and they are 
growing all the varieties of still wine grapes 
known fo the world, especially the Riesling, the 
queen grape of the Rhine, excelling all others 
renowned for aroma, which is being grown in 
Santa Cruz, Sonoma, Napa, and other counties 
whose soil and climate resemble that of the vine 
lands whence the incomparable Jobhannisberg is 
brought; the Franken Riesling (or Green Hun- 
garian, as it is called in El Dorado County,) 
which makes a fair wine, but is not at all tobe 
compared with the Franken Riesling of the 
Rhine, either because its home here is not so 
congenial, or there is lack of know!l- 
edge in manipulation; the Blanc Elba, which 
makes the best, or, at least, a very 

ood white wine,in Los Angeles County; the 
ffoselie Riesling, a favorite in San Joaquin 
County; Golden Chaiselas, or Roussa wine, @ 
resident particularly of Napa and Sonoma and 
other northern counties; the Malvoisie Noir de 
Berlin, grown largely in Santa Clara and other 
central counties. Then there are the Muscat 
Bianc, Ringer, German Muscateller, white Eb- 
ling, Chasselas Doré, Gutedel, Traminer, Zinfan- 
del, which has been largely planted, but is giv- 
ing way to the Frontignan, Colombar, Mataro, 
Charbono, which yields abundantly in portions 
of Central California; the Trousseau, a Burgundy 
stock; Poulsart, Ganray, Chauché Noir and 
Chauché Gris, Meunier, Burgundy Pinot, Petite 
Sirrah, Malbeck, Cuarigrian, Cabanet-Sauvignon, 
the highest type of Bordeaux claret grape, and 
many other choice varieties, 

There are two American grapes being care- 
fully cultivated in California at the present time 
on account of their coloring quatities—the Pied 
de Perdrix and the Gomay Teinturier. The 
Cynthiana and the Senori are also being looked 
after on account of their qualities of color. A 
great many viticulturists are also grafting fine 
varieties of French, and German grapes on 
American resistaut stocks, principally Vitis 
Riparia, Vitus Rupestris, Vitus Californica, and 
Vitus Arizonica, the two latter being vigorous 
growers and tine stocks to graft into, the latter 
being the greatest resistant of all, easily grown 
and cared for, and can be depended upon as 
proof against phylloxera. 


The coming California wines will be tlie blended 
ones, which shall soon give perfect results of tan- 
nin, color, and aroma. All thegreat wine makers 


throughout the State are now busy with blends, | 


using, as a general thing, not less than three nor 
more than four varieties of grapes that ripen 
abdut the same time, the juices from which they 
permit to ferment together or to be blended soon 
after fermentation, so that there may be har- 
mony of constituents and no unnecessary re- 
actions or fermentations, and guarding, against 
all blends or combinations that in the very 
nature of the manipulations may not sug- 
gest improvements, They are also engaged 
in studying out the simplest and _ best 
remedies for existing defects, and what 
lines to pursue and what to. strike out, and the 
result is that they are correcting harshuess and 
flavor annually, and thus remedying actual de- 
fects, harmonizing selected varieties, and pro- 
ducing agreeable and acceptable combinations. 
During the last six years there have been im- 
provements in general production that the aver- 
age California viticulturist of 12 years ago did 
uot dream of, notwithstanding he was everlast- 
ingly engaged in research and experiment. Two 
years ago there were not probably 10 wine 
makers in the State that were aware of the fact 
that common red wines may be improved strict- 
ly as clarets by judicious blends with 
certain white wines of as good quality. 
Many of the best ordinary cilarets of 
France are the results of fermenting 
white aud dark grapes; while the 
famous Hermitage wines (so lam informed by 
Mr. Charles A. Wetmore, our best authority on 
these matters,) are made from petite-syrah 
(black) with Roussanne and Marsanne, (white,) 
and, of course, many others. Dr. Guyot, in one 
of his late reports, describes the vineyards in the 
vicinity of Gard, on the Mediterranean side of 
the Alps, where a noble red wine is made from 
the Panea und Braquet (black varieties) and 
the Clairette (white and rose-colored.) Mr. 
Wetmore declares that he believes that our red 
wines may be more perfectly fermented, in- 
creased in color, and rendered safer for trans- 
portation, as well as finer to the palate, by prop- 
er blends in fermentation with suitable white 
grapes, and he advises against the further folly 
ofadding water to overripe red musts when 


white grapes would accomplish better and more 
laudable results, 


Of champagnes there is but little to be said. 
There is but one house at present making a 
sparkling wine that has any standing either here 
or in the East, and but very little is drank on the 
Pacific coast, although it is tor sale at all the 
bars and clubs and on all the wiue lists of first- 
class hotels. Some 25 years agoa firm known as 
the Sainsevain Brothers essayed the manufact- 
ure of asparkling wine, and imported workmen 
from France to carry on champagne making at 
Los Angeles and San José, but they failed com- 
pletely on account of their use of the Missouri 
grape. Then @ man named Sandsenberger at- 
tempted its manufacture in Sonoma County 
shortly afterward and hardly met with success. 
The champague now being made by Arpad 
Haraszthy & Co., however, is a very palatable 
and absolutely pure wine, and it is so well 
thought of in New-York that the demand is 
greater than the supply, The treatment of the 

rapein the manufacture of champagneis like that 
for still wine until after the first fermentation, 
evcept that it receives much more watchfulness 
and care, and is, made from the most particular 
selection of grapes. After the first fermenta- 
tion the liquid is put in bottles, which are racked 
with their necks down. These racks are s0 con- 
trived as to be raised and lowered, and so the 
bottles are frequently changed, to assist fermen- 
tation, inasuppressed way, and the carbonicacid 
gas is retained and not permitted to escape, as it 
naturally does from the open cask or barrel. 
This is in brief how champagne is made, a de- 
scription of oo an ;oumnpliontes manipu- 
lations of which would make a volume. 

BEN CG, TRUMAN, 


| Witness stood in their way. 
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THE END OF THE TRIAL DE- 
LAYED UNTIL MONDAY. 

MRS. M’LOUGHLIN AND HER QOUSIN CON- 
TRADICT KATIE METZ—ATTACKING 
THE PROSECUTION’S METHODS. 

The prospect that the trial of ex-Alder- 
man John O’Neil would be closed last night drew 
to the Court of Oyer and Terminer yester- 
day a larger attendance than on any pre- 
vious day. In the afternoon and evening, 
as well as in the morning, officers were 
busy keeping the outer hallway clear of people 
drawn therein the hope of getting within the 
court, and despite great vigilance and scrutiny, 
stimulated by an order from Judge Barrett that 
the court room should not be overcrowded, those 
in charge of the door had to let in enough people 
to occupy every foot of seating room. A) sorts 
of pretexts were employed to gain admittance. 
It became evident by evening that the case 
could not be submitted to the jury by midnight. 
The introduction of new material to offset the 
story of the informers took so much time as to 
retard the progress of the case, and the day was 
practically over beforé O’Nell’s lawyers were 
ready to pnt him on the stand. 

Not until he despaired of getting in all the 
testimony did Judge Barrett adjourn the case, 
O’Neil’s examination was accordingly deferred 
until to-morrow. Following him, the prosecu- 


tion will have 20 witnesses in rebuttal. If the 
case can be handed tothe jury by to-morrow 
nigbt quite as rapid work will be done as any one 
expects, 

No part of yesterday’s proceedings were more 
interesting or wore important to the defense 
than those which led off the day. What oc- 
curred was in part anticipated by Mr. Mitchell 
in his opening for O’Neil on. Friday night. when 
he identified, for the benefit of the jury and for 
the impressionable part of the audience, a young 
woman with bright blue eyes and rosy cheeks, 
who was one of an attractive group in the wit- 
ness box for women. In part the proceedings 
were anticipated by the newspapers, not by 
anything that oecurred incourt. This was the 
appearance of the widow of Alderman McLough- 
lin. Little time was lost at the opening of court 
in calling to the witness chair the object of Fri- 
day night’s allusions, Miss Lou Fox, whose full 
name is Lucida. She was preceded by Lawyer 
John McMahon, who testified that, at the 
Sechnorer Club, Fullgraft had solemnly declared 
in his preserice that he had never received a 
dollar for his vote for the Broadway franchise, 
calling on God to strike’ himself and his family 
dead if he was not stating the truth. 

Then Miss Fox became a witness. From Octo- 
ber, 1883, until June 10, 1884, when McLough- 
lin and his wife went to Saratoga, she lived at 
MecLoughlin’s. Her cousin, Mrs. McLoughlin, 
had invited her there, and, as she became useful 
in the Alderman’s illness, she remained. It was 
her custom during her stay to answer the bell 
at the front door. She did not remember that 
any Alderman called during that perioa except 
Hugh J. Grant... Certainly no conference or 
meeting of Aldermen occurred there. O’Neil 
stood up. Miss Fox declared positively that he 
did not call. The cross-examination was di- 
rected to testing Miss Fox’s memory in regard 
to domestic arrangements, servants, a descrip- 
tion of the fooms occupied by McLoughlin. and 
kindred matters. The witness was positive in 
her statements, of course enchanting the de- 
fense. When Col. Fellows inquired why the 
witness had not testified on the McQuade trial, 
she said there was no reason except that she 
hadn’t been asked. While living at McLough- 
lin’s she seldom went outdoors, 

On the retirement of Miss Fox the defense 
sprang the surprise of the day by calling Mrs. 
McLoughlin as a Witness. A young woman with 
a widow’s veil hanging over her shoulders ad- 
vanced to the stand and turned toward the jury 
a pair of large dark eyes and a round face set 
beneath a mass of black hair and nestlingina 
collar of soft fur. Mrs. McLoughlin testified, as 
had Miss Fox, that no meetings could have oc- 
curred at McLoughlin’s without her knowing it, 
and that she knew of none. .When inquiry was 
made of her to learn why she had not come for- 
ward earlier it appeared that she left the city 
during McQuade's trial to escape annoyance 
from newspaper reporters. She was away also 
during last Summer. Her reason for not attend- 
ing the McQuade trial or offering to testify when 
she read the stories of Fullgraff and Duffy was 
that nobody sent for her. Cross-examination 
tested her memory as to domestic arrangements. 
Miss Fox or herself always answered the bell— 
never the servant when she had one. In details 
her memory differed somewhat from Miss Fox’s. 

Then the defense brought out that until Friday 
night, ,;when she was induced to meet Mr. 
Mitenéll at Leggett’s Hotel, she had no idea of 
becoming a witness in this case. Mr. Mitchell 
had asked her if there were meetings of Alder- 
menat her house, or if she was in the habit of 
leaving open her shutters after dark, during her 
husband’s life, 80 that people could see from the 
street what..was going On within. When she 
answered both of these questions in the negative 
Mr. Mitchell gave herasubpena. McLoughlin 
left her at Saratogain June, she said, to come 
here on business for afew days. After they left 
Saratoga be took her to Northport, and during 
the Sufhmer she remained there, but he spent 
three or four days a week in the city. Mr. 
Mitchell asked her if a neighbor named Pettit,an 
old friend of hers, had offered her, from the Dis- 
trict Attorney, a paper relieving her from all 
anxiety if she would. testify in the McQuade 
case. She said she received such an offer, but 
paid no attention to it, as she had no need of 
such a release. Mrs. McLoughlin rejoined her 
— after occupying the stand for about an 

our. : 

Richard J. Sullivan, clerk of Part II., Supremé 
Court, followed her as a witness. He was Secre- 
retary of the Tammany District Committee, of 
which McLoughlin was Chairman, and called at 
McLoughlin’s every night from Jan. 1, 1884, un- 
til McLoughlin went to Saratoga, in June. No 
Aldermen met there during that period, he was 
positive. The witness said, on cross-examina- 
tion, that he came into court with reluctance 
and would have been glad to stay away. 

“ Why did you want to keep out?” asked Judge 
Barrett, with much warmth in his voice. The 
witness said he was not going to be praimed for 
his endeavor, and, shifting in his chair, stam- 
mered something about “private reasons.” 
“You are part of the administration of justice. 
Didn’t you know atthe time of the McQuade 
trial that you were in possession of important 
and material information ?”’ 

The witness didn’t know that it was necessary 
for him to speak. He knew only that he didn’t 
baa hs testify and had been at pains not to be 
called. 

**Didn’t you know,” Judge Barrett went on, 
now severely, ‘‘ that two persons testified at the 
former trial that meetings of Aldermen were 
held at McLoughlin’s house at the time you said 
you were there? And you knew you were 
able to swear that you had been there at the 
time designated and that no such meetings oc- 
curred % Now, do you meant to say that you think 
the evidence you were able to give was not ma- 
terial to that case as well as to this ?” 

“That was my opinion,” Sullivan feebly re- 
plied. ‘I may have been mistaken.” 

“The Controller has manifested a reluctance 
to appear here quite as strong as this witness’s,”’ 
interposed Mr, Mitchell, who saw, as did every 
one, that favoring winds were not at that mo- 
ment filling the sails of the witness. 

“And a gentleman on the bench has the same 
reluctance,” Mr. Brooke added. 

“Tf the lawyers in other cases omitted their 
duty, we shan’t,” said Mr. Mitchell. 

Whether or not these remarks were designed 
to divert Judge Barrett’s mind from Sullivan’s 
conduct, they had no effect that way, for as soon 
as the lawyers were through Judge Barrett in- 
structed the stenographers to write out what 
Sullivan had said, in order that the case might be 
clearly set forth. Sullivan stepped down from 
the chair looking as if he felt that he might soon 
be needing a head, 

William J. Cawley, who lodged at MeLoughlin’s 
from October, 1883, until late in May, 1884, testi- 
fled in regard to domestic affairs at McLoughlin’s. 
He was at home nearly every evening and never 
saw a gathering of Aldermen there or heard of 
such a thing. He saw Fullgraff there twice, 
however. Every one in the house, including Mc- 
Loughlin and himself, answered the door bell, ac- 
cording to convenience. 

In the afternoon Dr. James W. Lyman, who at- 
tended McLoughlin and lived next door, testified 
about McLoughlin’s movements in 1884. His 
testimony was of little use to the defense, but 
be said on cross-examination that he recalled 
seeing McLoughlin at his house in July or 
August, 1884. These were months when the 
“combine” are said to have had meetings 
there. John Loftus, who had the third floor at 
McLoughlin’s in 1884, said he was at home all 
that Summer, and never saw a light in Mce- 
Loughlin’s. Mary A. McSorley,a niece of Mc- 
Loughlin, on being called by the defense to 
prove that McLoughlin spent his time when in 
the city that Summer at his mother’s, where the 
witness lives, said thatduring the early part of 
July he went at night to his own house. John 
W. Jacobus testified to having attended the 
early meeting of the Aldermen on the morning 
of Aug. 30, 1884. He entered by the public 
door, which was wide open all the time, and not 
closed, as Mr. Waite and others have testified. 

Then followed a class of testimony that was 
aimed avowedly at the methods of the District 
Attgrney. Darius B. Schofield, crier in Part IT., 
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O'NEIL TO BE 4 WITNESS. 


Geneéral Sessions, had charge of a private door } 


back of the bench in Mo(Quade’s trial. Katie 
Metz entered the court room several times by 
that door. With her once or twice was 
Assistant District Attorney Purdy. Purdy 
sat beside her on a small sofa. After a 
little he pointed out McQuade to her. Purdy 
was in and out during that session of court and 
acted so strangely that the witness asked him 
what was the matter. Purdy replied that he 
was ‘fixing up evidence for these boys.” Then 
Purdy led the girl from the sofa to the rail and 
pointed out different persons. As he was trying 
to direct her attention again to McQuade, the 
Purdy shifted the 
sofa td escape this obstruction. Then the wit- 
ness moved also. 

“ As an officer of the court you knew, did you 
not,” asked Mr. Nicoll, ‘that Mr. Purdy was thero 
with Miss Metz in order to identify certain per- 
sons involved in these cases. Did you consider 
it your duty asacourt officer to stand in his 


” 


Ww ‘ 
“I did.” the witness warmly responded, “and 


tee 
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I deemed it my duty as an American citizen to 
stand there.’ 

John J. O’Conneli, a spectator at MeQuade’s 
trial, testified substantially to having witnessed 
Mr. Purdy’s behavior, as described by Mr. Scho 
field. He said Mr. Purdy pointed out McQuade 
and O'Neil to the girl. Afterward the girl iden- 
tifled these persons from the witness stand. As- 
semblyman John F. McIntyre also saw the oc 
currences related, commenting on them at the 
time to Mr. Newcombe. 

Ex-Aldermen Reilly and Cleary occupied about 
two hours of the afternoon session, disputing 
the testimony of Fullgraft and Duffy and ex- 
plaining why they voted for the franchise. The 
cefense tried to introduce testimony that the 
Broadway Railroad was a good thing for prop- 
erty and business. Judge Barrett nad no doubt 
they could get 10,000 people to testify to that 
effect, but ashe couldn’t see that it had any 
bearing on the case he ruled it out. 

Atthe evening session Col. Joseph Keller tes- 
tified to having headed a delegation of business 
men who waited on O’Neil to urge him to vote 
for a Broadway road whenever the subject might 
come before the Aldermen. Then Robert B. Roose- 
velt, who had to be prodded to remember that he 
had been to Congress; Thomas Chapman and 
Martin V. B. Smith, leather men; Francis O’Neill, 
Alexander Walker, and Thomas.C. Ecclesine, 
testified to O’Neil’s good character, without 
cross-examination. f 

At 8:30 o'clock the defendant was/called as a 
witness. As O’Neil was about to rise Col. Fel- 
lows said that as this testimony was likely to 
take a long time he thought an adjournment 
might properly be taken. Mr. Brooke sec- 
onded the suggestion. Judge Barrett said 
he had been holding long nours on the 
jury’s account, not only at personal incon- 
venience. but with physical suffering. He 
had hoped to close the case last night. Realiz- 
ing that it was impossible, he had made the best 
arrangements he could for the comfort of the 
jury over Sunday. So strong was his confidence 
in them that he had thought of giving them 
their liberty over Sunday, but in view of 
the gravity of the case and his responsibilities 
he thought it wiser to take care, through officers 
of the court, that no one be allowed to approach 
any of the jury. They might attend worship or vis- 
it their families to-day, or would be free to walk 
out or do anything they liked, with no restraint 
other than the company of anofficer. Court was 
then adjourned until to-morrow. 
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A STORM OF DENIALS. 


BROOKLYN’S POLITICIANS EXCITED OVER 
THE GRAND JURY’S ACTION. 

Nothing has excited so much comment 
among Brooklyn politicians for a long time as 
did the presentment made by the Grand Jury on 
Friday in regard to the relations existing be- 
tween certain city officials and the New-York 
and New-Jersey Telephone Company. The 
charges of collusion made against Fire Chief 
Nevinsand the assertions of reckless and unlaw- 


ful expenditures by the Park Department and 
the Common Counsil were discussed by every 
one. 

Mayor Whitney pointed to the facts that the 
electric light company’s franchise was granted 
during Mayor Low’s administration, and that 
the petition of the Citizens’ Electric Light Com- 
pany, which now furnishes light to the city, was 

resented to the Common Council by Alderman 

imon, of the First Ward, a strong Republican, 
and one of Mayor Low’s right hand men. This, 
Mayor Whitney thought, was all it was necessary 
for him to say, except that he wanted to deny 
the statement made by the Grand Jury that he 
had in his message shielded his subordinates by 
representing that the New-York and New-Jersey 
Telephone Company was paying the city for the 
use of the poles. 

President Rossiter W. Raymond, of the Sub- 
way Commission, who was characterized by the 
Grand Jury as ‘tconfessedly incompetent,” ex- 
pressed the opinion that it would have been dif- 
ticult to get together a more ignorant body of 
men than the Grand Jury. 

Ex-Mayor Low said: “The record will give 
the only answer necessary. Ifat any time the 
authorities want any information from me it 
will be cheerfully given.” 

Anthony Barrett, counsel for the Citizens’ 
Electric Light Company, was highly indignant 
because the Grand Jury had disclosed the nat- 
ure of testimony givenin the jury room to re- 
porters and others. He asserted that some of 
the jurymen had been influenced by rival gas 
eompanies, and’ intimated that the February 
Grand Jury would Be goth to investigate the 
findings of the last E 

Park Commissioner Harteau pronounced the 
whole thing an outrage, gotten up by some oppo- 
sition newspappr. His colleague, Mr. Somers, 
said the matter was ‘a political plot to cast 
slurs upon gentlemen who are honestly endeay- 
oring to benefit the taxpayers.” ; 

General Manager Sargeant, of the telephone 
company, denied every accusation made in the 
presentments. District Attorney Ridgway, who 
advised the Grand Jury, refused to discuss any- 
thing but the weather. President Olena, of the 
Common Council, said the presentment was a 
stupid piece of business. 


EXAMINING BOHLE’S BODY. 


BROUGHT BACK FROM BALTIMORE— 
MORE EVIDENCE AGAINST UNGER. 


What is supposed to be part of the body 
of August Bohle, cut up by Capt. Edward Un- 
ger, arrived in a boxed-up coffin at Police Head- 
quarters early yesterday morning. Detective 
Titus and a representative of the District At- 
torney had charge of it. Soon after the trunk 
in which the remains were shipped to Baltimore 
arrived. It was acommon affair, of corrugated 
tin. When the coffin had been sent to Bellevue 


Hospital the trunk was privately examined by 
one of the disinfectors employed By the Board 
ot Health. It .contained only the articles 
described in the dispatches to THE Times from 
Baltimore. At the Morgue Coroner Levy and 
Dr. Jenkins examined the contents of the coffin, 
and one of their discoveries was that the little 
finger of the right hand was malformed, or at 
some time had received an injury, as it was bent 
and stiff, as if the tendon had beeninjured. There 
rn. pest to be a sear onthe finger. The head 
had been broken from the trunk so that three 
cervical vertebra were visible. The legs had 
been amputated close tothe base of the spine, 
and the feet were broken off at the ankles. The 
left arm was severed in two places at the shou!- 
der and the bone had been broken by wrenching. 
No marks of violence were found on the body. 
An inquest will be held to-morrow. 

Unger was taken to the Tombs Police Court 
yesterday, and after Inspector Byrnes had 
made an affidavit, charging, upon information 
and belief, that the prisoner had murdered Au- 
gust Bohle, and shipped his remains in a trunk 
to Baltimore, he was remanded to Police Head- 
quarters. Edward Unger, Jr., a son of the pris- 
oner, was sent to the House of Detention as a 
witness, in default of $500. Capt. Unger has 
recovered his nerve, and pooh-poohed the mur- 
der theory. ‘‘ Bohle’s all right,” he said. ‘*He 
went to Chicago, and will turn up as soon as he 
knows [am in trouble.” Inspector Byrnes said 
very positively: “Although we have not got the 
head we will prove that Unger killed Bohle 
Thursday night, and that the body sent from 
Baltimore is Bohle’s.” He admitted that he had 
obtained much more evidence, but he could not, 
for good reasons, tell its nature or extent. 


Sr 
ONLY THREE MORE WEEKS. 
Buffalo Bill takes leave of New-York three 
weeks from now, and the Great Wild West will 
be seen no more in the United States for several 
years. It will have run a season in this city of 
13 weeks, an unparalleled record for a large 


exhibition. Its prosperity was assured from the 
beginuing. The average attendance has been 
about 35,000 persons per week, making, in the 
13 weeks, something over 400,000 human beings. 
Tremendous as the success here has been, the 
attendance last Summer on Staten Island was 
even greater, as the grounds held many more 
people than the Madison-Square Garden does, 
Altogether it is a phenomenal showing. Early in 
March the entire exhibition will be taken to Lon- 
don, where, Mr. Henry Irving and others assure 
Mr. Cody, its success will be as enormous asithas 
been here. Itis calculated to remain in London 
two years, and then visit France, Germany, and 
other countries. The Barnum-Forepaugh circus 
combination will take possession of the Garden 
after Buffalo Bill’s departure. 


rr 


RUSE OF A STAGE ROBBER, 
DENVER, Col., Jan. 29.—Colorado lawyers have 
made use of the Supreme Court decision on the in- 
validity of criminal convictions by information to 
oStain the release of Hamilton, alias Burton, from 


the Federal penitentiary at Albany, N. Y., where he 
is serving a sentence for robbing a mail stage near 
Alamosa in 1881. He built a pile of brushwood 
across the road in the woods and set up blackened 
sticks in suchaway as to look like gun barrels 
pointing at the coach. 

Having stopped the coach Hamilton made all the 
passengers form inline. He made motions toward 
the supposed band of riflemen, telling them not to 
shoot until he ordered them todoso. While the 
supposed riflemen were covering the passengers 
with their guns the latter were robbed of their valua- 
bles by Hamilton, who escaped for the time being. 

- I 
HARD. WORK TO SAVE HIS LIFE. 

Boston, Jan. 29.—*I am crazy. I have taken 
a dose of Paris green and have come over here to 
die,” was the startling statement that greeted Mr. 


Lucius Smith, of Malden, this morning as he opened 
the door of his residence in answer to a violent 
ringing of the bell. In stumbled a man who proved 
to be Ssenjamin P, Dickson, a well known carpenter 
and contractor, of good reputation in his business 
and respected socially. Mr Smith sent for medical 
assistance, and au examination proued Dickson's 
statement to be literally true. Persistent and 
vigorous efforts, however, saved the man’s life. 
Temporary insanity was no doubt the cause of the 
attempted suicide. 
Rr eae ne 
A DIVORCE GRANTED. 

Nyack, N. Y.. Jan. 29.— Judge Joseph F. 
Barnard, at a the Supreme Court at 
Poughkeepsie, has grante:l] an absolute divorce to 
John F. Rodgers, of this place, fiom his wife, 
Louisa Rodgers. The testimony in the’ case was 
recently taken before Frauk B. Comesky, who was | 
appointed Referee, with power to hear and deter- | 
mine. 4 
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GOOD MEN KEP] FROM RISING 
IN THE POLICE FORCE. 
ONE OF THE CIVIL SERVICE RULES 
WHICH HAS CAUSED A DEAD-LOCK 

IN THE POLICE BOARD. 


The difference in the construction of a 
section of Regulation No. 53 of the New-York - 
City civil service concerning the promotion of 
officers has created a dead-lock in the Board of 
Police Commissioners which, apparently is not 
soon to be broken. The section is this: 


* Fitness for promotion shall be determined by the 
actual work of the persons named therefor, by the 
certificate of their immediate official superiors that 
thvir etliciency and conduct during their past serv- 
ice have been in all respects satistactory and entitle 


ment to favorable consideration, and by examina- 
on.” 


The difference of opinion which exists between 
Commissioners French and McClave on one side, 
and Commissioners Voorhis and Porter (particu- 
larly the former) on the other, is as to the mean- 
ing of that phrase which declares that the con- 
duct of officers desiring promotion must “in all 
respects” have been satisfactory during their 
service‘in the rank from which they wish to be 
promoted. 


Commissioners French and McClave believe 
that the language of the rule was never meant 
to be taken in its exact and literal sense, or that 


it meant, in other words, to bar from promotion 
those officers who may have, some time in their 
career, been deemed guilty of Some purely tech- 
nical offense, but whose recomls otherwise have 
been unblemished. Commissioner Voornis de- 
clares that, in the face of this rule, he cannot 
conscientiously hand down thé name of any other- 
wise prower applicant for competitive examina- 
tion for promotion who has committed a tech- 
nical offense, and that that person is forever 
barred from the hopeof promotion from the rank 
in which he is stationed. ; 

To a TIMES reporter yesterday afternoon Com- 
missioner French explained just how the matter 
stood. “This rule,” he said, “is exceedingly 
harsh, taken in its literal meaning, and no man 
can believe that those who made it ever intended 
that it should be so taken. It practically pre- 
scribes that promotion for any member of the 
force is out of the question, because for a man 
te serve many years in any of the grades of the 
Police Department in this city without at some 
time committing some. slight, trivial, and purely 
technical breach is well-nigh impossible, There 
are vacancies now existing in the ranks of Ser- 
geants and Captains, and one Inspectorship is 
vacant. We have "haf ea to fill them, but 
what can be done? Take the case of Capt. Al- 
laire, who is an applicant for the Inspectorship. 
The report of his superior officer, Superintendent 
Murray, is as follows: 


NEW-YORK, Dee. 10, 1886. 
To the Board of Police: 


GENTLEMEN: T am aware that charges have been 
made in two instances against Capt. Anthony J. 
Allaire, of the Tenth Precinct, and that a penalty 
was ve yore in each case. These alleged offenses 
occurred more than 10 years ago, and a careful ex- 
amination of the testimony produced on the trial 
forces me to the conclusion that they ought not to 
act as a bar to his promotion. They were merely 
technical in their character—consisting in the one 
case of “* tailing to prevent sidewalk obstructions in 
Crosby-street,” and in the other of “tailing te pre- 
vent the postin § of bills on the curbstones.’ 

In making this report I de not wish to be under. 
stood as attempting to reflect in any manner upon 
the action of the gentlemen who composed the 
Board of Police at that time, but deem it to be my duty 
to refer to these cases in the manner stated. Capt. 
Allaire was appointed patrolman Aug. 24, 1860, and 
resigned Oct. 5, 1862, for the ge var of enlisting 
tor the war in the Metropolitan Police Regiment, 
One Hundred and Thirty-third New-York Volun- 
teers. He returned therefrom with the rank of 
Lieutenant-Colonel, and was reappointed July 10, 
1865. Passing through the several es hé was 
promeee to Captain May 23, 1867. The records of 
he department show that, with the exception of the 
eases referred to, Capt. Allaire has not been aaa 
with any offevse for which he has been fined during 
his entire service and membership on the police 
force. With the foregoing explanation I feel war- 
ranted in stating that the conduct and Lemna 4 of 
Capt. Anthony J. Allaire has been to me in re- 
spects satisfactory, and entitles him to favorable 
consideration, and I do so report. 

W. MURRAY, Superintendent. 


“What better record than that could a man 
make?’ continued the Commissioner. ‘Only 
two violations of rules during an active service 
for a period of 27 years. And examine his 
crimes! How, in heaven’s name could a Captain 
ofa coe prevent guttersnipes from pasting 
hand bills on the curbstones during the night. 
Silly? Well I should sayit was. And yet for 
the reason that Capt. Allaire. whoa I can well 
say isone of the ablest Captains in the city, has 
committed those offenses, Mr. Voorhis says 
that he cannot conscientiously allow his name 
to be handed in for examination for promotion. 
Not for actual promotion, mind you, simply for 
a competitive examination. 

“ Another case is that of Sergt. Westervelt, of 
Capt. Williams’s precinct. For 20 years he has 
been an honorable member of the force, 16 of 
which he was a Sergeant. Last year he commit- 
ted his first offense. Charges had béen made 
against a man in that precinct, and Sergt. Weat- 
ervelt was notified to appear at his trial before 
the Commissioners. For years we have been ac- 
customed to hold such trials on Wednesdays, but 
on this occasion registration day came on 
Wednesday, and the trials were held on Tuesday. 
Sergt. Westervelt, with 20 others, did not ap- 
pear at them. They came on Wednesday. Wester- 
velt was fined by Mr. Voorhis one-half day’s pay, 
and for that offense—the only one hé has ever 
committed—Mr. Voorhis will not allow us to 
send in his name for promotion. 

“Sergt. Patrick Oates was appointed to the 
force in 1865. He had served during the war in 
the Metropolitan Police Regiment and came out 
as Captain, after honorable service. He was 
made policeman, and mounted through the 
various grades, until in 1870 he was made Ser- 
geant. One year later he received a reprimand 
—not fined, you understand, only reprimanded— 
not another offense is on his record, and yet he is 
debarred from promotion. 

“ A particularly hard case is that of Rounds- 
man Heman Warse, who joined the force in 
1876. In 1885 he was honorably mentioned for 
having rescued some little children at the risk of 
his life froma burning building. A little later 
in the year he was reprimanded for some slight 
technical offense—the only one he had ever com- 
mitted, and Mr. Voorhis says his conscience 
won't allow him to send that man’s name down. 

‘But heis willing to allow the name of Po- 
liceman Burns to go through, an officer who was 
dismissed from the service for gross intoxica- 
tion and grosser indecency, but who was rein- 
stated because, in digmissing him, the Commis- 
sioner failed to carry out some technicality of 
the rules governing dismissal. This man, who 
was appointed in 1880, got drunk one day in 
1884, and on the Bowery insulted in the most 
indecent manner a respectable and unoffending 
shop keeper. When the man objected Burns ar- 
rested him and would have shot him had he not 
been prevented. He was tried and dismissed by 
Commissioner Mason. His counsel demanded 
that he be confronted by ailthe Police Commis- 
sioners, and because this demand was not grant- 
ed, as lawfully it should have been, Burns’s dis- 
missal was declared to be invalid and he was re- 
instated. He is now a candidate for promotion, 
and as no record of any offense appears against 
him in his present grade—since his reinstatement 
—Commissioner Voorhis is willing to allow his 
name to pass. Butas longas I stay heré no such 
unjust practices shall be carried out, 

“Commissioner Voorhis,” continued the Com- 
wissioner, “ has frequently saia to me that the 
rule was harsh and that he would be willing to 
join with us—Commissioner McClave and myself 
—in any reasonable effort we might make to 
secure a moderation of it. We tried several 
plans, but Mr. Voorhis declined to join in them. 
At yesterday’s meeting of the board we en- 
deavored to have this communication sent to 
the Civil Service Advisory Board, but were pre- 
vented from doing so by the other members of 
the board. 


“The Board of Police desire to call the attention 
of the Civil Service Supervisory Board to the prac- 
tical effect ot regulation 53, and to thegfact that it 
the same is to be literaliy construed, where the ap- 
pointing power is obliged to certity as to the con- 
duct and efficiency of a candidate for promotion hav- 
ing been in all respects satistactory, any officer who 
has been punished by reprimand or by any other 
penalty during the whole of his term of service—no 
matter how loug he may have served, or how trifling 
the offense, or how competent for promotion he may 
be—he cannot be so certified. 

“It is believed that the intention of the civil 
service law was to secure the employment of proper 
persons and the best material into the public serv- 
ice—also to promote the most worthy and efficient— 
and tor that purpose regulations and methods were 
formed so that this result might be attained by com- 
petitive examination. Under the present conditions 
some of the most efficient and valuable members of 
the force are deprived of any opportunity of 
ever being examined for promotion, as the 
certificate referred to must be first given by the 
board before such examination can be held. 

“Many cases of very extraordinary character 
might be cited to show that this regulation is im- 
proper in form, is unjust in its requirements, and 
will not tend to promote the civil service. In one 
case mroundsman seeking examination for promo- 
tion tothe grade of Sergeant has been dismissed 
from the force for ‘ intoxication,’ and through & tech- 
nicality was restored by the courts. No other pen- 
alty or punishment having ever been inflicted, the 
board are asked to furnish for him a certificate, 
(based upon his official record,) as required by the 
regulation. In another case a Sergeant who has 
served as such since Sept. 1, 1870, was once fined a 
half day’s pay for failing to appearat the proper 
time at headquarters as a witness. The regu- 
lar trial day was changed upon this one oc- 
easion, and was the cause of this offense. With 
this tritiing exception. his record bas been unblem- 
ished for over 16 years, and yetin seeking promo- 
tion he is informed that under the provisions of regu- 
lation 53 he isto be forever deprived of the privi- 
lege of entering into competitive examination for 
such purpose. Another Sergeant, promoted to that 
grade Sept. 22, 1870, for some irifiing neglect of 
duty was reprimanded April 6; 1871, since wnich 
time no charge of any nature whatever has been 
made against his official conduct, now seeks promo- 
tion, and cannot be alowed examination on account 
of that reprimand of 15 years ago. 

* Many similar cases can be stated, but these are 
sufficient to show the inconsistency of such a rule, 
and how injurious it isto the maintenance of the 
efticiency of this department.” 

Mr. Voorhis}] said, in relation to this, that he 
was willing that the statement should be trans- 
mitted to the Advisory Board, but that he ob- 
jected to the making of any suggestions to that 
body. He proposed as a compromise that the 
rule be modified so as to reach offenses committed 
only withiu the past three or four years, but that 
we could not agree to. such a modification, for it 
would make the rule anply te such men as Sergt, 


OM PROMOTION| 


Westervelt, whose offense was committed last 
year, and not to other men by whom similar of- 
tenses had been committed yearsago. It would 
not be at all fair to discriminate in that manner. 
' “ We have tried for fully a year and have ex- 
hausted all resources,” coneluded Mr. French, 
“to devise some means of meeting the objections 
to the modification of this rule raised by the 
other side,and now we believe that the facts 
should be made known through the press. We 
feel assured that should the éxisting state of 
affairs be hrought to the atteution of the Ad- 
visory Board of the Civil Service Commission, 
the unjustness ef that objectionable part of 
regulation 53 would be rectified.” 


READY FOR ALL DEMANDS. 


TWO VIEWS® AS TO THE AFFAIRS OF 
THE RAHWAY BANK. \ 

One of the principal stockholders in the 
Rahway National Bank said yesterday that he 
thought the stockholders would place the bank 
in liquidation and reorganize with a capital stock 
of $50,000 under the laws of New-Jersey. “The 
assessment of 50 per cent. upon the stockholders 
has been ordered by the Government,” he ssid, 
“and we have three months in which to collect 
that assessment. How much of that time it will 
take to crystallize the thing, we can’t tell. The 
stockholders don’t care to put their hands into 


their pockets and pay the money. Some of them 
can’t do it, and their stock might be wiped out. 


.The bank is as sound as any bank in the United 


States. There are no new difficulties; the pres- 
ent crisis grows out of theold trouble. The bank 
could pay on demand every dollar that it owes 
its depositors and everybody else.” 

Martin W. Brett, the Cashier of the Bank, and 
the son-in-law of B. M. Price, its Pres‘dent, was 
seen in Rahway yesterday. “ My father-in-law 
and myself have been here since 1883,” he said, 
“ and have been trying to dig the bank out of 
its difficulties. It was so smothered with bad 
debts that we really couldn’t overcome the first 
assessment. We have the cash to pay off our 
Yee a and that is all we have been working 

or. 

holders and the Government. We havein the 
neighborhood of 120,000 in cash, against 
$171,000 of indebtedness, besides our commer- 
cial paper, our banking house, real estate, 
and bonds and mortgages, on which we 
eould raise about $140.000 in case of necessi- 
ty. I only notified the stockholders to-day of 
the impending issue. I don’t believe they could 
put the bank into liquidation, because they 
couldn’t get a vote of two-thirds of the share- 
holders. I was in Washington a short time ago 
explaining matters to the Controller of the Cur- 
rency. He said: ‘Do you wantto windup? I 
said ‘I don’t think it is necessary. If an assess- 
ment is made the stock is worth 100 cents on 
the dollar, and we are doing a very nice busi- 
ness. I feel very sorry for the stockholders, 
many of whom are women. Our principal de- 
positors are the city and the savings bank.’ ” 

Mr. Brett and his father-in-law own 160 shares 
of the stock, and would have taken more if they 
could have secured it. Mr. Price was formerly 
President of the Farmers and Mechanics’ Bank. 
There was no run upon the bank yesterday. 
Everything was extremely quiet. ‘If people do 
come,” Mr. Brett said, “it will give us no anx- 
iety. | We have enough to meet all demands.” 


ON THEIR WAY 10 ROME. 


THE DEPARTURE OF CARDINALS GIB- 
BONS AND TASCHEREAU. 
Cardinals James Gibbons, of “Baltimore, 
and Elzear Taschereau, of Quebec, with their 
Secretaries, sailed at 8 o’clock yesterday morn- 
ing on the French steamship La Bourgogne. 
They go to Rome to attend the consistory to be 


held early in March, when they will receive the 
red hat, the last insignia of the Cardinal’s office 
to be conferred. Cardinal Gibbons will also 
advise with the arr concerning the action to 
be taken with regard to the Knights of Labor in 
the United States. The prelates expect to be 
away about two months. 

After attending mass at Archbishop Corri- 
gan’s residence they went aboard the steamer 
nearly an hour before the vessel started. Car- 
dinal Gibbons was accompanied by his secre- 
tary, the Rev. P. J. Donahue, and Cardinal 
Tascherau by his, the Rev. C. A. Marois. The 
early bour and the fact that at the time they 
were busily occupied with their own duties pre- 
vented a large attendance of priests, but among 
the party who went to see the prelates off 
were Archbisho Corrigan and the Rev. 
Dr. Charles McDonnell, his _ secre- 
tary; Mer. John M. Farley, the Rev. 
James Donohoe, and the Rev. James Duffy, of 
Brooklyn; the Rev. Frederick Tetreau, the Rev.* 
O. E. Coryiveau, the Rev. Dr. John S. Foley, the 
Rev. Thomas 8. Lee, and the Very Rev. A. Mag- 
nien, of Baltimore; the Rev. Dr. P. L. Chapelle, 
the Rev. Jacob A, Walter, the Very Rev. FE. F. 
Schauer, C. 8.58. R., of Washington; the Rev. 
Thomas Burke, of Albany, and Major John D. 
Keiley, of Brooklyn. The Christian Brothers, 
of whose order Cardinal Gibbons is an old 
and firm friend, were répresented by ten of 
their members, the most notable being 
Brother Justin, Visitor-General of the New- 
York Province; Brother Anthony, and Brother 
Noah. A delegation of students from Manhat- 
tan College presented the Cardinals witn floral 

ieces on behalf of their 300 fellow-collegians. 

‘ardinal Gibbons received a ship and Cardinal 
Taschereau a horseshoe. The spokesman of the 
students,in making the presentation to Car- 
dinal Gibbons, remarked thatthe Cardinal had 
always been noted as an advocate of the largest 
measure of legitimate liberty consistent -with 
fidelity to the sacred dogmas of the Catholic 
faith. The lines were promptly cast off at 8 
o’clock, and as the vessel left the dock the col- 
lege boys gave hearty cheers forthe two Car- 
dinals, who stood on deck. ° 


FANCY. 


IT WINS A TITLE WHICH BECOMES TOO 
POPULAR. 

Michael B. Leavitt, who has made him- 
self known as a manager of # burlesque shows,” 
has brought suit for $15,000 damages against 
Samuel Jack, another manager. This damage, 
Mr. Leavitt says, has been done to him by Mr. 
Jack’s paralyzing the business interests of cer- 
tain parts of this country with an entertainment 
which he has called,in a spirit of playful am- 
biguity, “The New Adamless Eden.” Mr. 


MR. LEAVIITS 


+ Leavitt complains that he had engaged for his 


own use and profit a company to play “An 
Adamless Eden.” which once achieved a pictur- 
esque and brilliant failure in this wity, and 
pamed his ‘‘combine” the Lily Clay Gaiety Com- 
pany,in order to distinguish itfrem other com- 
ee es which he had let loose with the same 
play. 

Mr. Leavitt proclaims with unnecessary pro- 
fusion of adjectives, nouns, and verbs, that the 
title “Lily Clay Gaiety Company” is the off- 
spring of his own fecund intellect; that he origi- 
nated, conceived, composed, constructed, erect- 
ed, reared, and otherwise built it for his own 
uses; that he did not borrow, beg, steal, purloin, 
mortgage, or otherwise procure it from any oth- 
er person, and that he is of the opinion, ex- 
pressed in seven different ways, that it is a valu- 
able and profitable piece of word architecture. 
He further compiains that the aforesaid Samuel 
Jack, with evil intent, malice aforethought, 
and on purpose, feloniously, burglariously, 
illegally, inhumanly, unprofessionally, and 
otherwise diabolically, did lay hold on and ap- 
propriate unto his own base uses the title “Lily 
Clay Gaiety Company” and cause it to be pre- 
fixed, attixed, suffixed, and otherwise applied 
to a company of his own engaged in per- 
forming a base imitation calied “* The New Adam- 
less Eden.” And he thinks this Is worth just 
$15,000. 

Attorneys for Mr. Jack have answered that as 
Lily en 8 was a myth, their client had as good a 
right.to her name as any other man, and that 
“The New Adamless Eden” was not only @ 
totally different play from Mr. Leavitt's, but 
much less reprehensible. The theatrical pro- 
fession is holding its breath till the strife ends. 


et 
DIVORCES IN BROOKLYN. 

Five suits fer absolute diyorce were tried 
in the Supreme Court, Brooklyn, yesterday, be- 
fore Justice Cuilen, and in none of them was the 
slightest defense offered. The first suit was 
brought by Winfield 8S. Tooker, of Stapleton, 


Staten Island, against his wife, Mary, whom he 
accused of infidelity with William Coolan. The 
hearing was adjourned. Then Alice Bunte ac- 
cused her husband, William, of living with 
Amelia Buckhardt, at No. 404 North Second- 
street, and William did not appear to deny it. 
Elizabeth Jansen produced three witnesses to 
prove that her husbaad Benjamin was known in 
@ house at Fifty-tirst-street and Second-avenue, 
New-York, as Mr. Grant, and had a family there. 
Mr. Jansen or Grant put in no defense, and the 
court turned its attention to the troubles of Hen- 
ry Hass, who sued for divorce from his wife An- 
nie, because she is living with one Louis Rively. 
She was convicted of bigamy with Rively in 
New-Jersey and served six months forit. Yes- 
terday she failed to turn up, 80 Mr. Hass will get 
a decree by default. In the suit of Florence Hill 
for divorce from her husband, Newton L. Hii, 
the latter’s paramour, Mamie Dillon, toid of her 
relations with him very composedly, and on that 
account Justice Cullen refused to grant a decree 
by default, as the Dillon woman’s testimony 
sounded somewhat suspicious, Mr. Hill did not 


appear, 
— Or 
DRILLS OF THE TWENTY-THIRD. 
Col. Charles L. Fincke orders Companies 
G, H, and K, Twenty-third Regiment, Brooklyn, 
to drill next Friday night; 0, D, E, and F Mon- 


day, Feb. 7, and A, B, and I Wednesday, 
Feb. 16. Company I, Capt. Fred L. Holmes 
commanding, has been notified by Gen. 
Robbins, General Inspector of Rifle Prac- 
tice of the State, that it is entitled to a 
prize of $50 for making a record of 80.87 in rifle 
practice. Company D’s veterans have elected 
R. S. Barnes, President; Lieut. A. C. Saunders 
and Capt. Charles E, Satterlee, Vice-Presidents; 
J. F. Craft, Treasurer; W. N. Davis, Secretary. 
An effort will be made at a meeting to be held 
on Tuesday evening, Feb. 8, to organize a regi- 
mental basehail club, 


The matter is now between the stock- ° 


PROTESTING AGAINST ‘THD 
CITY’S DEFENSELESS STATE. 
MERCHANTS DEMANDING THAT PRO 
VISION SHALL BE MADE FOR NEW- 

YORK’S SAFETY. 

A black and shining piece of wood, that 
represented a thousand-pound conical shell, oc 
cupied a prominént position on the rostrum of 
the Produce Exchange Call Room yesterday 
afternoon. On the floor lay a brass dynamite 
cartridge seven feet in length. On the walls hung 
illustrations of cannon and other warlike mis- 
siles, as well as of sections of armored vessels. 
Altogether the rdom wore a defiant and com , 
bative expression. About 200 prominent mer- 
chauts sat asclose to the rostrum as was posst- 


ble. They evidently wanted to hear all that was © 


said, for every man of them believes that the 
country’s seaboard, but particularly New-York 
Harbor, should be made impregnable. 

The meetin 
Magee, Presidént of the Produce Exchange. He 
explained that it was held for the purpose of ed- 
ucating public sentiment to such a pitch that 
Congress would find itimpossible iu the face of 
it to delay action ln a matter so important to the 
country’s welfare. He called upon ex-President 
Forrest H, Parker, who had been active in solidi- 
fying the Exchange on the question, fur an ox- 
pression of opinion. 

Mr. Parker believed that his auditors were well 
aware that competent authority had warned the 
country that av armored feet could with ease 
lay New-York under contribution. Such being 
the case, it was the height of folly to trust in our 
old-fashioned fortifications. ‘I say it is ridica- 
lous,” added Mr. Parker, “because we are a 
wealthy ceuntry and can afford whatever 6x- 
pense is necessary to put,our harbors in a 
state of impregnability. I say it is crim- 
inal negligence, because Congress is empowered, 
is expected to, and it is its duty to attena to the 
protection of this country, and I add it is inex- 
cusable, because the revenue of thé country i¢* 
ample for the purpose, without one dollar of ad- 
ditional taxation. This Exchange has no theory: 
or immatured counsel as to the best method to 
advance. We are merchants. Upon our floor 
transactions are made of large magnitude with 
all parts of the world. We are extremely inter- 
ested in the protection of our seaports and eur 
country; we are too proud of our glorious his- 
tory to hesitate for an iustant in urging such 
action as Shall prevent the possibility of butili- 
ation, and we ask our Government to devise the 
best means for defense which science and ex- 
perience may suggest, and then push the work te 
completion us soon as possible.’ 

At the couclusion of his remarks Mr. Parker 
introduced the following resolutions: § 

Whereas, We are assured by competent authority, 
and believe, that our coastwise defen. ss are notin 2 


condition to ate wen A cope with modernordnuance 
aud armored war Vessels, ant 


Whereas, It appears to us that any delay in meet- 
ing this emergency is eriminal negligence, therefore 
esolved, That the New-York Produce Exchange 
respectfuliy but urgently requests Congress to 
authorize the expenditures of such sums as shall, in 
the opiniog of competent authority, place the Har- 
bor of New-York aud all other important seaports 
in a state of complete defense, and also 


Resolved, Thatacopy of the above preamble and 
resolutions be sent to each of our Senators and Rep- 
resentatives in Congress with a request that they 
urge immediate action by that body. 

The resolutions were seconded by ex-Mayor. 
Franklin Edson. He thought it required no 
argument to show that the conditiou of the A® 
lantic coast was not as it should be, or that New- 
York Harbor is not protected against the attack 
ofeven a third-rate power. Adequate defense 
for the American coast would cost $200,000,000. 
It was too much to expect of an ordinary or = 
extraordinary Congressman that he should 0: 
his own motion advocate the expenditure of 
this amount of money unless reinforced by pub- 
lic opinion. He did not advocate any particular 
mode of defense, but all the best and most ap- 
proved modes. 

Alexander E. Orr refused to call a blush to the 
cheek of any American by referring to the 
United States Navy. Hecalied attention to the 
work of other countries which might some day 
make an attack upon our coast. Within a few 
years warfare had undergone a great change. I6 
was now sharp and decisive. Suppose the nary 
of Chili entered the harbor and demanded a ran- 
som. of $300,000,000, with the alternative of 
shelling the city. The ransom would be paid. 
No other course would be open. Yet $20, ,000 
would put New-York harbor in a proper state of 
defense. Theinterest of such an amount, con- 
sidering the financial condition of the city, would 
be only $600,000 annually. If the needed pro- 
tection couid not be obtained from: Congress, ict 
application be made to the State Legisiaturc. 
The merchants mo this point. They ap- 
plauded again when Mr. Orr said that if the in- 
terest of Congress or the State Legislature could 
not be awakened to the situation, he believed the 
city of New-York was rich enough aud patriotic 
enough to furnish funds for the work. If the 
city managed the Broadway Surface Road as 
Manchester, Engiand, managed her street ritil- 
roads the surplus revenue would not only pay 
the interest-on such a debt, but establish 2 sink- 
ing fund that would soon pay off the debt 

At the conclusion of Mr, Orr's retinarks ho 
was roundly applauded aud the resolutions in- 
troduced by . Parker were unanimousl 
adopted. The other speakers were Capt. F. I. 
Palmer, who for five years commanded tho 
British war ship Magdala, and Lieut. Zalinski. 
Capt. Palmer isa civil engineer and hydrogra- 
pher. For harbor defense there were necessary 
vessels of the most powerful type, a large num- 
ber of gunboats of great beam, and such armor 
as would protect one great gun. torpedoes of all 
kinds, shore batteries, and a thoroughly organ- 
ized volunteer artillery and torpedo corps. The 
harbor required three lines of defense, but the 
outermost defense should be impregnable. If 
the enemy got inside the third line of defense 
the city was lost. Ifit succeeded in passing the 
second line the city was lust. If it passed the 
first line the city was lost. 

A prominent provision merchant grogned and 
muttered, “* Then we're lost anyhow.” 

Lieut. Zalinski devoted the greater part of his 
remarks to the efficiency as a means of defense 
of his pneumatic dynamite torpedo gun. He 
explained its workings and exhibited a seven- 
foot cartridge, which everybody hoped was uot 
loaded. The meeting broke up in a very ware 
like frame of wind. 


er 


SENATOR SAWYER’S RE-ELECTION. 
From the Milwaukee ( Wis.) Sentinel, Jan. 27. 
The re-election of Senator Sawyer yester 

.day without a contest and without any cam 
paign conducted in his behalf shows his staud- 
ing with the Republicans of the State. It is safe 


to say that the Democrats of the State also 
would prefer Mr. Sawyer to any) other Repub- 
lican. ‘Fo his many admirable personal qualities 
—his kindliness of heart, his liberality, bis good 
sense, and sterling honesty—be hus added years 
of useful public service in which he has secured 
the esteem of ld pi who has been broush& 
into official relations with him. He is a partisaa 
Republican, but always a fair one aud always 
from positive convictions. No good man Is his 
enemy, and there is no good man but has a cor 
dial respect for his many excellent qualities, 
There is no man in the State whose good judg- 
ment is more to be trusted, He is a wealthy mati, 
put * boodle” has bad nothing to de with bis 
election. Heisan active Republican leader by 
the force of bis political convictions, and a Sens 
ator on that account. 
oro 


WHEN A WOMAN IS READY IN TIME. 
From the Chicago Herald. 

** Woman is a queer creature,” said a sleep- 
ing car conductor. “Ihave often noticed that 
our women passengers are the first to get up ia 
the morning. If a train is due in Chicago at 8 


o’clock in the morning they will get out of theit 
berths at 6, and begin to get ready to get off the 
carat 7. Iremember one old lady who came in 
with us one night last Summer. She was up ag 
4 o’clock in the morning, or just daylight. At? 
o’clock she began gathering up hertraps. The 
train was two hours late, and [ told her we 
would not reach Chicago until 9:300r10. Bug 
that made no difference. Long before 6 o'clock 
she had her cloak, gloves, and black veil on, he 
shawl straps in her band,-and her valise all 
strapped aud on the seat beside her. There she 
sat, bolt upright, turning neitherto the right 
nor the left, asking no questions and ane 
nothing to anybody for nearly four mort 
hours.” 


——— el 
THREE SNOWSTORMS IN GENOA, 
Genoa Dispatch to the London Daily News. 

The third snowfall in Genoa has been 
more disastrous than the first two. The tele- 
phone lines are completely destroyed, and all 


the corresponding wires—as, for example, those 
ot the electric clocks—twisted, entangled, and 
broken. The wires attached to the Cario Felice 
Theatre in their fall dragged with them a por- 
tien of the wall, which hangs perilously sus- 
ended in the air, only held by some still ane 
broken wires, which are very thick in that place, 
The circulation of trains and carriages is very 
limited. Many persons were injured by the 
fall of snow from the roofs. In the country the 
wind and snow did much damage to the trees 
and the vines. The villas and gardens in and 
near the city are ina deplorable state. 


en 
ONE OF THE QUEEN'S STATE COACHES. 
From the London World. 
The Queén’s coachmakers at Derby, 
Messrs. Holmes, have just renovated one of ber 
Majesty’s six state coaches, in preparation for 


the jubilee year, Thedoor handles and armori 
bearings are of gold, as also are the crest an 
Order of 8t. George upon the roof. The body o 
the carriage is of vermilion picked out with 
gold, and the springs and all the ironwork are 
gilt. Representatives of the Crown and Garte? 
are among the adornments of the equipage, © 
which is lined with blue silk. No fewer than 
4,000 leaves of gold were used in the decoration. 


~~ Oe 
NOT A VERY BIG HAUL 
Hupson, N. Y., Jan. 29.—The Post Office at? 
East Chatham was entered by bufglars last nighS 


Thirty dollars in money and a quantity of postagé 
stamps constituted the booty. ee re 


was called to order by William 


May < 
a 





‘OF WINITPR SPORTS. 


There is nothing surprising in the growth 
ef the popularity of ice yachting. This is a 
speedy:country. Peeple are in ahurry, They 
Want to “get there.” They are not always quite 
BUre where they want to get, but they want to 
get there just the same. Sliding down hill on 
the good old-fashioned bob sled at the rate of 15 
miles an hour did not satisfy the American soul. 
©herefere tha tohoggan was borrowed from the 
Tudian, and the American was enabled to slide 
down hill at a rate tolerable only in fiction. 
Traveling on skates at the rate of 10 miles in 36 
minutes did not appease this longing to arrive at 
@ point which may ba indefinitely designated as 
aomewhere else. Same gentleman who was fond 
efinventing paradoxes to puzzle the scientific 

; mind, and who probably was the originator of 
eurve pitching, devised the iceboat and present- 
ed the edifying spectacle of a conveyance driven 
by wind and sailing much faster than the wind. 

Ice beating, however, in its highest develop- 
ment is confined . to a few localities. The best 
sportis found on the Shrewsbury and Navesink 
Rivers, in New-Jersey, and on thesHudson, in the 
neighborhood of Poughkeepsie. To the average 
citizen, however, the iceboat is an unknown ob- 
ject, and even mary expert yachtsmen are un- 
aware of the fact that the iceboat is sailed on 
largely different principles from these which 

“govern the managementof the ordinary water 
craft. How, then, is an iceboat built and how 1s 
she managed? ‘ 

The chief timbers of an ice yacht are arranged 
In the form ofthe letter T. The perpendicular 
plank is cailed the centre timber and the cross 
piece is the runner planks. At the junction of 
the runner planks and centre timber is the mast 


bench, which acts as a tabernacle or socket for 
the mast. Projecting forward from this same 
unction runs the bowsprit. The proportions of 
i iceboat are as follows: Centre timber, 26 
feet 9 inches; length over all, including bow- 
gprit, 50 feet ‘10 inches; runner planks, 19 feet 
Big incheseach. Side rails run from a point near 
the centre of the runner plank to the stern, and 
these are strengthened by a crosspiece a short 
distance forward of the stern. Braces also run 
from the extremity of the bowsprit to the run- 

er planks. The whole boat has a skeleton- 
fike appearance which may be indicated by a 
rough outline such as would be produced by 
firawing across through the four corners of a 
diamond, as shown in Figure 1: 


t 
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Fig. 1. 


The centre timber of an iceboat may be made 

f white pine, though a toughe? wood is better. 
Tho runner planks should not be made of any- 
thing less durable than ash. At the outer ex- 
tremities of the runner planks are chocks made 
of white oak for holding the runner skates. 
These skates are pieces of wood, shod with iron 
or steel, and shaped. much like an old-fashioned 
foot skate. They are held between the chocks 
by iron bolts and each bas a rubber spring above 
it to ease the craft in going over windrows and 
other rough spots, The skates have a high curve 
in front so as to let fnem make their way easily 
ever small obstructions. These ruyner skates 
must be very sharp. There is a third one which 
isatthestern. This is attached to a movable 
rudder post and acts as a rudder. It is managed 
by means of a tiller as in an ordinary sailing boat. 
The rudder skate must of course be extreme- 
ly sharp, because the government of the boat’s 
movements depends upon its hold upon the ice. 
The helmsman sits ina small cockpit or box at 
the stern, constructed much after the fashion of 
the cockpit ona catamaran. The commonest 
rig for aniceboat is jib and mainsail. The cat 
rig is occasionally used. The picturesque lateen 
rig has come intofavor lately and is found to be 
very serviceable for iceboats. It will be seen 
from this brief outline that an iceboat is exceed- 
ingly simple in construction. A 50-foot boat can 
be well built for $450. Butthe yachtsman can 
induige in high polish, brasswork, and other hol- 
iday trimmings for his boat to his beart’s con- 
tent, and may have little things that look as 1m- 

as astarboard-foretopmast-stu’ns’l-boom- 
Eien S\ine-upper-block-strap-thimble-seizing. 

The sailing of an iceboat is always watched 
by the uninitiated tar with something of won- 
der. She wears without jibing and tacks with- 
out trimming sheets, and quarters in running as 
ifshe had a 40-foot sea behind her. The first 
thing to learn, then, is that the iceboat’s sheets 
are always trimmed flat aft, unless, when she 
has the wind on the beam, it blows so hard as to 
make her slide sidewise or rear up too much, 
anti then the boom is allowed to go offafoot or 
two. The steering of the boat is different from 
that of an ordinary water boat. The rudder 
moves at the lightest tuuch unless it gets caught 
in snow, a crack, or rough ice; and the boat 
minds herhelm as quickly and as easily as a 
well trained soldier minds the word of command. 
The helthsman niust always be cool, though that 
is not so easy when the boat is raging along like 
amadthing. Too sudden a jamming up or down 
of the helm would cause her to whirl around so 
suddenly that her crew would probably fly off at 
a tangent, and, after landing on the ice, toboggan 
along its surface for several hundred yards with- 
out any toboggan. 

Steering among obstacles and cracks requires 
the greatest care. Crossing a crack is accom- 
plished in this way: Theboatis first headed s0 as 
to spill the wind and relieve her of the strain, and 
then she is run across 80 that both runners strike 
the cr atonce. The usual mode of stopping 
an iceboat isthesame as that used to stopa 
sailing boat. She is run upintothe wind. An 
ice yacht, when anywhere near the wind, may 
be brought to a sudden standstill by lufiing an 
then turning the rudder skate straight across 
the stern, whenit scrapes the ice sidewise and 
acts as abrake. The strain brought upon the 
boat by this method is very great, and it should 
be employed-only in cases of emergency. 

An ice yacht is anchored by heading her into 

the wind, lighting up the jib sheet, ang turning 
the rudder straight across. She is got under 
way by trimming herjib sheet and then swing- 
ing her stern around and pushing her ahead 
until the sails fill. Taking one consideration 
with another the lot of an ice yacht’s crew is 
nota happy one. The crew stands on the wind- 
‘ward runner plank and holds to the shrouds. 
This is done to keep the windward side of the 
boat down and to relieve the lee runner, of some 
of the strain. It is obvious that sailing with her 
sheets flat aft the iceboat must heel. As her 
lee side can’t go down through the solid ice, the 
windward side must go up into the air. This is 
called rearing an when an iceboat is 
engaged in this een she is a _pict- 
uresque and rather startling object. hen 
the wind is high,the boat must bave more weight 
im the cockpit in order to keep the rudder firmly 
on theice. When an ice yacht is beating, she 
may be eased from rearing by luffing. When 
elie is reaching, she may be eased by paying off. 
It is obvious that the man who standson the 
outerend of the windward runner, when the 
boat is dashing ahead at the speed of a wild 
duck, and then goes sailing upinto the air and 
down againas the craft rears and falis, gets a 
pensation which for novelty. and impressiveness 
is not to be equaled by anything short of falling 
olf the Bartholdi statue. 

Accidents are not so numerous in ice yachting 
8 they used to be, because skill in handling the 
poatsis greater and more general. Aniceboatca p- 
sizes comfortably and drops her crew out with- 
out doing them any serious damage. Breaking 
in is not a matter of great moment. The lee 
runner usually cuts through the thinice and 
stops her and then she calmly upsets before the 
stern is off the sound ice. 

The most curious thing about iceboat sailing 
is going to leeward or running. It nas been 
found that if the iceboatis put dead before the 
wind she cannot go any faster than the wind 
blows. If the wind is blowing 15 miles an hour 
and the iceboat is put dead before it she will 
make just 15 miles an hour. If she gathers mo- 
mentum she runs out of the wind, her sails are 
taken aback, and she slows down till the wind 
catches up with her. Hence the iceboatman in 
going to leeward sailsa zig-zag course, goes 
much faster than he would if he took 
a direct way, and proves the sole ex- 
ception to the geometrical axiom that a 
straight line is the snortest distance between 
two places. This is illustrated by the adjoining 
simple diagram. The icebuat wishes to sail 


C 


Fic. 2. 


from Dto 0. The wind is blowing in precisely 
that direction. The boat, instead of squaring 
away and running straight up, gets the wind 
on her port quarter and flies along the line DA. 
When she reaches A she puts up her helm, 
brings the wind on ‘er starboard quarter, and 
fairly whizzes up to C, having accomplished 
or istance in about one-half the time the wind 
id 


The reason of this is that she cuts partly 
across the wind and keeps its entire pressure 
constantly on her sails. The great speed of ice- 
boats is a source of wonder to every one, even to 


those who are familiar with it. Their greatest 
velocity has never been recorded because it oc- 
curs at unexpected times and over unmeasured 
An ice yacht seldom runs 
In a 
run of half a dozen miles the ice yacht oe 
ret 


portions of the runs. 
a straight course foras much as. @ mile. 


Aayers in actual sailing eight or nine miles. 


gomething is known about what ice yachts have 
one, 

A mile a minute is common. To beat it is not 
unusual. From Poughkeepsie to New-Hamburg 
is nine miles. The Snow Flake, 44 feet 10 inches, 
onee made it in seven minutes. In 1882 the 

| Haze wade nine miles in seven minutes, at one 
time doing two miles in one minute. In 1879 
the Comet, Phantom, Zephyr, and Magie sailed 
10 miles together in 10 minutes, and most of the 
time the wind biew so hard that their windward 
runners were elevated at an angle of 45°. Capt. 
Winslow’s Lucille in 1879 did nine miles in7 
minutes 10 seconds. These are old records, and 
ice yachtsmen of to-day may claim that they 
can beat them. Thigis doubt?@l. When an ice- 
boat is going at the rate of 120 miles an hour she 
has probably reached the limit of her practical 
speed, The wonderful rate at which these boats 
go may be in & measure accounted for by the 
fact that their three runners bring such a very 
minute. amount of friction to@bear on the ice. 
Much of the heat which would naturally be gen- 
erated by such friction as they do create is ab- 
sorbed by the ice. And then ice yachts never 
make any leeway, except in very high winds. 

The ice-yachting season is, unfortunately for 
the lovers of the sport, very short, They sel- 
dom get more than 16 or 18 good days in the 
course of the year. It is easy to infer that ice- 
boating is cold sport. Hurtling through the air 
at the rate of 70 or 80 miles per hour when 
the thermometer is below the freezing point is 
not likely toremind one of the land of eternal 
Summer. The ice yachtsman, then, in plain lan- 
guage, must bundle up. He need nat try te be 
pretty like the joyous toboggander. He wants 
plenty of warm and soft flanuel next to his skin, 
a fur cap pulled down over his ears, a pair of 
arctics over his shoes, linen drawers over his 
woolen ones, a calfskin coat, or else 
several cardigan jackets under a_ heavy 
pea jacket. The trousers should be tied 
about the ankles’ or tucked into the legs 
of woolen hose, and the sleeves tied around the 
wrists or tucked under the gloves. Let not the 
unwary neglect these precautions. If once the 
wind gets to blowing up a sleeve or the legcf a 
pair of trousers, nothing can save its unhappy 
ponscesor from wishing that he had been dead 

yefore he took to iceboating. In stormy weather 
let him have fine wire goggles for the eyes and a 
wire covering for the mouth. The pathetic story 
of the wretched dog that tried to go to windward 
in a gale with his mouth open and was blown in- 
side out like a dollar umbrella on a New-York 
corner does not seem so improbable when a man 
is hanging on like grim death to the windward 
runner plank ofa high-kicking iecboat, yelling 
that he wants to go home while every word 
freezes solid as fast as‘he utters it, and is blown 
yes down his throat and nearly chokes him to 
eath. ; 

Nature spreads the weather aroynd in vast 
areas of human discomfiture when aman is on 
an iceboat. If behooves the thoughtful mar- 
iner to take time by the foretop, and in time of 
full thermometers prepare for the inevitable 
jumping of John Frost upon the weather mar- 
ket and the knocking of figures clear out of 
sight. But let not the would-be iceboatman be 
scared by all this. Let him go forth to. the 
Shrewsbury or up the Hudson and beg, borrow, 
or steal a ride, if only to experience the sensa- 
tion once. There is nothing like it in life. It is 
living. as Robert Louis Stevenson would say, 
three to the minute, anda man feels that he is 
scoring points on death as every rod of apace is 
covered at a speed that is equaled only by the 
black duck or a village gossip’s falsehood. 


IN THE CATHOLIO CHURCHES. 


To-day is the fourth and last Sunday 
.after the Epiphany. This afternoon the first 
vespers of the feast of St. Peter Nobasco will be 
sung. The hymn is “ Iste Confessor Domini.” 

Wednesday will be the feast of the Purification 
of the Blessed Virgin Mary, with white vest- 
ments. Before the mass the candles will be 
blessed, and the vestments will be of purple 


eolor. It is called candle mass, because before 
the mass is said the church blesses her candles 
for the whole year. 

The gelden jubilee or fiftieth anniversary of 
the venerable old Church of St. James, on James- 
street, will be observed this morning. Bisho 
Denis M. Bradley, of Manchester, N. H., wil 
eslebrate the pontifical mass at 11 A. M., during 
which Bishop Michael J. O'Farrell, of Trenton, 
will deliver the sermon. Archbishop Corrigan 
and many of the clergy will take part in the 
services, 

Thursday will be St. Blase’s Day, and on this 
day wax candles—generally those bleased the 
day before, on Candlemas, but with a special 
blessing necessary to be performed by a priest 
according to the supplement of the Roman ritual, 
and used in giving the blessing of St. Blase 
against all diseases of the throat. 

The Very Rev. William Whitmee, P. 8. M., 
Procurator-General of the Pious Society of the 
Missions, whose headquarters are in Rome, and 
the Rev. Joseph P. Bannin, P. S. M., Rector of 


‘St. Peter’s Church, Hatton Garden, London, E. 


C., arrived here last week from Chili end Peru, 
where they have been establishing houseseof the 
order. They arethe guests of the Rev. Dr. Kir- 
ner, P. &. M., at the Rectory of the Church of Our 
Lady of Mount Carmel, in East One Hundred 
and Fifteenth-street, near Pleasant-avenue. 

Wednesday morning at 9 o’clock the new 
Church of Our Lady of Mount Carmel will be 
blessed by Archbishop Corrigan. The celebrant 
of the mass will be the Generul Father Whitmee, 
and the sermon in English will be delivered by 
Father Bannin, of London. The discourse in 
Italian will be preached by the Rey. Pasquale 
de Nisco, Rector of the Church of the Sa- 
cred Hearts of Jesus and Mary, in Presi- 
dent-street, Brooklyn. The interior of the 
edifice presents avery neat and attractive ap- 
pearance. The windows are of cathedral stained 
glass. Overthe high altar is the crucifixion, 
with Mary and Joseph. On the right of the main 
window is asmaller one, with a picture of St. 
Anthony, @f Padua, while on the left is a paint- 
ing of St. Bridget, Patrouess of Ireland. 

The feast of St. Bridget will fall on Tnesday, 
and the solemn celebration will be held in St. 
Bridget’s Churck®, Avenue B and Eighth-street, 
next Sunday. The missionary rector, the Rey. 
Patrick F. McSweeny, will celebrate the solemn 
mass, and the sermon will be preached by the 
Rey. Dr. Daniel F. Burke, 8. T. D., of St. Joseph’s 
Provincial Seminary, of Troy. 

The Rey. James Keitz, C, 8S. R. of the Redemp- 
torists House of the Novitiate, St. Mary’s Church, 
Annapolis, Md., hasbeen appointed Rector of the 
Church of the Immaculate Conception, at One 
Hundred and Fifty*irst-streetand Third-avenue. 
His assistants are the Rey. Louis Classen, C. 88. 
R. of the Novitiate at Annapolis, and the Rev. 
William Kessel, C. 85 R., formerly of the Church 
of the Most Holy Redeamer, in East Third-street. 

On St. Paul’s Day several members of the 
parish made handsome gifts toward the decora- 
tion of the Church of St. Paul the Apostle, at 
Ninth-avenue and Sixtieth-street. Chandler 
Berrian gave @ marble altar for St. Joseph's 
Chapel; Frank and Vincent Travers.a marble 
altar for the Chapel of the Blessed Virgin; 
Michael Brennan, two side windows; Terence 
Farley aad Patrick Dolan, each a side window. 
The sanctuary windows have been given by 
George V. Hecker, James Phelan, John Slattery, 
and John Harlin. 

In West Forty-second-street the Sisters of 
Charity are pushing on to completion a new 
chapel in the rear ef their Academy of the Holy 
Cross, Nos. 341 to 349. : This new edificeis of the 
Romanesque style, and will be, in the near fut- 
ure, one of the gems of conventual architecture 
inthis city. Behind the rear chapel, in Forty- 
third-street, the Sisters are just completing a 
large and very imposing structure, four stories 
high, with rounded angles and an ornate appear- 
ance for their Industrial School, hitherto kept in 
one wing of the academy building in Forty-sec- 
ond-street. The expediency of having the two 
schools entirely distinct and in separate houses 
has long been felt, but the means and also the 
ground for a new and suitable building were 
wanting. 

Recently the Rector of the North American 
College, in private audience, laid at the feet of the 
Holy Father 15,636.90 lire, Peter’s Pence, from 
the Archdiocese of San Francisco, and presented 
a magnificently boundcopy of the Acta et Decreta 
of the Fourth Provincial Council of New-York, 
held in 1883, and presided over by Cardinal Mc- 
Closkey, but only now promulgated with the 
approbation of the Holy See. 

The annual dinner of the Alumni Association 
of Manhattan College will be held at Mazzetti’s, 
Bixth-avenue and Forty-ninth-street, Wednesday 
evening. It is expected that 120 of the members 
will be present. 

— 


TWO JUSTICES’ COURT STORIES. 
From the Lewiston (Me.) Journal. 
During a recess from business in the Maine 
Executive Council the other day, Councilor War- 
ren told a story about a Justice of the Peace in 
Hancock County, before whom a culprit was ar- 
raigned for drunkenness and disturbance. A 


trial was an unusual occurrence in the little vil- 
lage and a large crowd came to hear it. The Jus- 
tice, a heavy-gaited and thick-skulled old fellow, 
desired to make a profound impression. After 
he had heard the case he arose and, holding a 
copy of the Revised Statutes before him and 
peering over his spectacles at the trembling re- 
spondent, delivered himself as follows: ‘ Con- 
sidering the importance of this case and the enor- 
mity of the offense with which you are charged, 
{ahem !] the court fines you $1 and costs—and 
may God have mercy on your soul!” This re- 
minded Councilor Lord of 2 story abouta Justice 
of the Peace in Cumberland County, who had a 
similar case, ** Prisoner at the har, be you guilty 
or not guilty?” he asked. ‘ Guilty,” said the re- 
spondent. “Gentlemen,” said the Justice, ‘* We 
will now go on with the case!” The inference was 
that the Justice desired to prove whether the 
man lied or not, 
ae. a 
COAL FOR OITY USE. 

sa . . 

The Commissioners of Public Charities 
and Vorrection will on Feb. 5 open bids for sup- 
plying the outdoor poor and the city prisons 
with coal. Among the bids opened Jan. 25 there 
were none to cover these two contracts. Presi- 
dent Porter, of the board, has -conferred with 
—_ prominent Fas the coal business, and they 

lave generally advised the acceptance of the bid 
of David B. Duncan tor supply a dhe ante in- 
stitutions on the islands and Bellevue Hospital. 
This bid, which is the lowest made. is at the 
average rate of $3 42 aton—25 cents higher 
than last year. It will probably be decided on 
Monday whether this bid is to be accepted or not, 
although Mr. Porter has been advised by some 
not to make a detinite contract; in the present 
troubled staieof the coal market 


A LEADER OF COTILLIONS. 
One evening, from my seat in the parquet, 
I saw in an opera box a vision of beauty, re- 
markable for the sentiment expressed in the 
pose and costume. A squint through the glass 
revealed a friend, and a few minutes later I was 
seated noiselessly a few feet behind her listening 
to “ Lohengrin” and enjoying, not for the first 
time, the charm of a nearly perfect woman. Who 
was it said that God Almighty took twenty years 
to make a perfect woman? It was true in this 
. case, and the few extra years had added something 
else that may have been a disturbing element, 
but only deepened the charm. Her profile 
came against the dark lining of the boxes 
across the way; her head, like those of 
maidens in the Panathengan procession, bent 
forward a triflemoodily; a small, pink, round ear 
was listening to the slow words of a youth di- 
rectly at her back, and I thought the polished 
right shoulder—shoulders are immensely ex- 
pressive sometimes—had a certain protesting 
turn toit. My admiration for this lovely vision 
had been open enough the Winter before to 
warrant friends in retailing all the gossip of the 
Summer in régard to her, particularly as to 
things I might be expected by no means to rel- 
ish, and I sat wondering whether any of it was 
true and whether the abstracted look in her face 
had to do with what I had heard. 


Finally Iexamined the youth. He proved to 
be a noted leader of cotillions, net born to New- 
York, but already indispensable to young ladies 
and their mammas who give balls, rightfully es- 
teemed, moreover, for his taste in flowers and 
the fitting up of boudoir and drawing room. He, 
too, was worth examining. I could not but 
think how nice of him it was that he, like the 
young ladies his patrons and clients, should 
give so much time and pains to hjs dress. Hand- 
some to begin with, although not cast in any 
heroic mold, he was exquisite as a bouquet that 
comes from the florist’s—exactly proportioned, 
just right in the arrangement of the flowers, 
sweet smelling and fresh, with the ice water 
that artfully recalls dew glimmering neatly on 
rose and leaf. His face did not indeed sparkle, 
but it was fresh colored and the blonde 
mustache curled with exact care at the right 
number of inches below the suggestion of a curl 
on his white forehead. I envied heartily the 
perfect set of his coat, the unwrinkled line of 
hig trousers, and the little patent leather shoe 
that coyly peeped below. The upper body was 
bent at just the right angle at the waist, creasing 
slightly the starched white waistcoat with gold 
buttons. A flower corresponding with the 
bouquet that she had laid on the edge of the 
box was in the lapel, and his gloved hands 
rested against each other lightly, yet with yhe 
motion of an appeal—an appeal belied, however, 
by the immobility of hia face. I wondered if 
they were engaged, hoped they were not, and 
fortified the hope by réflecting that because 
they were 80 alike in some things, because their 
names were connected, because it was to the 
world in all respects so fitting a match—just for 
those reasons they never would marry.. 


The act ended and I waited for him to move, 
but he would not budge, though he saw me well 
enough and knew whol was. I had to rise and 
talk over him. The warm look of friendship, 
the elaborate glance my friend gave round about 
for a chair for me, were not enough to move him. 
She was determined, however; seeing that, he 
rose and bowed himself out. 

“Ts it true?” said I, nodding in his direction. 

She looked away, frowned slightly, and said: 

“Take me round to Mrs. Norman's bex; she is 
nearly alone and there is so much chattering 
here.” 

I reflected as we passed to the other box that 
last year she would not have dared to suggest 
even such an innocent thing as this. Once 
ensconced in the vestibule to the box of our 
kind chaperon afew questions brought a flood 
of news. ° 

“Talways told you that you have the gift of 
bringing contidences down.on yourself. Well, 
yes, Tam half engaged to that—to that—” 

“ Leader of cotillions” I said gravely. 

She laughed. ‘He is more than that; butI 
am not in so much danger as you may think. It 
is a tribute to my vanity to know that he is de- 
voted te me. He is very intimate with girls who 
make me feel thatI do not belong to them and 
theirs; thatIam notrich; that I do not dress, 
live, and talk like them. They invite me to their 
big balls, but not to their special dances—don't 
you know? And they ask bim how his swim- 
ming-match girl is, because I was the best swim- 
mer last year at Narragansett. But” (and here 
ahe heaved a sigh) “ there is another.” 

“ Great Heavens! a third t” 

She eyed me with her candid orbs and forced a 
faint, faint smile. 

“Come! You know I never reckoned you 
among my conquests. You are beyond—above 
me. I cannot imagine you among them, and 
somehow should be sorry to class you with them. 
You are apart; you are my father confessor.” 

“Go on, then, small penitent; perhaps after 
all I have heard of him too.” 

She gave me a wistful look out of large brown 
eyes, as much as to say, “Don’t believe any- 
thing wrong of me that gossips may have re- 
ported,” waited a little, with her lovely head on 
one side, and then said: 

“ Harry does lead the cotillion well, and he 
dances perfectly. Then at Narragansett he had 
his horses, and made me use one, though I told 
mamma it was not the right thing and would 
cause gossip. He monopolized every moment, 
and Jack—that's the other one—had to fight for 
half an hour’s talk. But Harry doesn’t care for 
swimming, and I do, So Jack and I saw each 
other a good deal on the beach. And even after 
we quarreled he would always swim out when I 
got into deep water, so as to be near in case I 
needed him. But of course I never took the 
slightest notice of him then.” 

“80 sol You quarreled! About the horses?” 

“Well, yes. He was jealous—and said things 
~—and wanted to know if I was engaged—and 
made himself disagreeable generally. It isn’t 
pleasant to keep two men apart who hate each 
other mortally—and somehow—to like one bet- 
ter than the other, and yet neither altogether.” 

“Very hard, I doubt not,” said I, and while 
saying it I was surprised to detect a bitterness 
in my tone. 

“TI understand what you mean,” she said 
quickly, “but you don’t know everything, and 
me least of all,’ 

“TI withdraw the least suspicion of frony you 
may have thought to detect in what I said.” 

“That is right; now you are my good old 
dear, to whom I can say anythine I choose. 
Know, then, Haroun al Raschid,” (I started at 
the playful name she used the Winter before, 
when for about three weeks I lived a series of 
foolish Arabian Nights—until she cured me sud- 
denly) ‘‘ know, then, Haroun al Raschid, that 
Iam sureI do love Jack after all, and would 
rather see his sulky face ten minutes than Harry 
all day long.” 

*“ Which can be taken two ways,” quoth I to 
myself. 

‘‘Tam ill and dispirited. Harry is deep in his 
cotillions; he leads to-night. By the way, you 
must go too; I will not hear no. And I believe 
he is questioning whether he is uot throwing 
himself away on me. Isenta ticket to Jack, 
but I feel he won’t come; he detests dancing 
and thinks Delmonico balls low—just imagine !— 
there is no pride like a pauper’s, is there !—but 
then I’ve been far from well for the last two 
weeks. Of course it cannot be love; nobody 
gets ill from love, you know; but all I can tell 
you is that I have been in a wretched frame of 
mind ever since I saw you last, and that your 
ugly old face was as welcome—as welcome—as a 
steamer chair to a drowning person—there !” 


I bent formally enough over the little frag- 
ment of a hand stiff in its glove, and repressed a 
sigh. Ugly! ill dressed! queer! And once I, too, 
dreamed dreams which this marvel of youth and 
beauty never so much as suspected. 

“Tf will go—and with your party—and you 
must give me one dance in the hall” I cried 
with all reasonable gayety. And go I did. 

It was like other balls of the kind. There 
were the young women whom their own fam- 
lies “boom” as beauties, and those whom soci- 
ety at large has a convention to call beauties. 
There were those whom the reporters for some 
occult reason always push forward in the news- 
paper reports, and the belles from Boston 
and New-Orleans who are not recognized as 
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‘such in New-York. There were the English peo- 
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ple'whom all other English say are considered 
quite second-rate in London. There was the big 
black crowd of men, the blasé and the timid, 
blocking stupidly the doorways, and there was 
that quick-eyed, quick-heeled, quick-motioned, 
but, alas, uot quick-witted army of youths and 
men the size of youths, the reason for whose ex- 
istence is a mystery. 

Happy gnomes! who would begrudge you your 
unblushing assurance, your blithe frivolity? 

Well, I would for one, whenever you sail off in 
the dance with a woman who looks as if she 
were matie for great things, but whose i0uth, 
full of pearls, never by any chance lets drop a 
pear! of speech, a woman who looks built to do 
good to others, but whose education by foolish 
parents, or whoseingrained nature, never leaves 
her room to think with pure unselfishness of any 
one but her lovely self! But hush, that is 
treason and heresy ! 

Talking staidly to dowagers on the dais and 
watching the atmosphere thicken with dust and 
perfumes and the fine emanations from whirling 
robes, I soon placed Jack, and recognized in 
him a stalwart young fellow who was too poor 
to belong to the giddy rout, but too proud not to 
be a gentleman. 

Isaw the whole tragedy: how he would steal 
a Saturday and Sunday from the sweltering 
town only to find Marion's time “ taken” by the 
comparatively rich Harry during all his stay; 
how he became madly in love and madly jealous; 
how he fiimed to Marion and threatened to beat 
Harry as soundly as the carpet of whieh he was 
knight; how Marion had to resent his foolish 
talk; how they quarreled, made it up, and quar- 
reled to make it up heartily no more. 

He followed her with his eyes, devouring 
the figure of one he considered lost, yet pur- 
posely stood so that she could not see him. 
To do her justice, she was on the lookout for him, 
and more than once stood irresvlute, a beautiful 
Statue of hesitation, mustering the black coats 
with the hope that he might shoulder his big 
way through the starvelings at the door. He 
saw it, too, confound him! and it gave him, T 
really believe, a mean sort of pleasure. Once or 
twice she waved a favor in my direction, but I 
bowed a negative andan apology. Then Isaw Jack 
edge round to the head of the cotillion afd 
knew he meant to surprise her with a favor. He 
Was not in the dance, but he had theright by 
courtesy to an extra turn whien any leader of 
the cotillion who is a gentleman at heart is glad 
to recognize in men who haye no partners. He 
was about to take a favor from the rack, now 
almost denuded of its brilliant burden, when 
Harry came up. Harry had no partner, since 
the weight of cares on the shoulders of a leader 
is too great to make it possible for him to .do 
his work thoroughly and attend to a companion. 

Harry arrested his arm, and I saw Jack turn 
away with a black look that ought to have set 
Harry thinking. Jack strode over to Marion. 
I saw her rise, a little frightened, a little be- 
wildered, and off they went entirely alone, just 
as Harry was about to start anew figure with 
other couples. He ran upto them to ask them 
to be seated, but Jack would not hear. Though 
his partuer tried to stop, he carried her on. I 
could see the veins on his temples swell, and he 
danced soas to make Harry skip suddenly to 
ones side in order to avoid a collision. 
Marion was so deadly pale that I sprang 
up and came to the edge of the dancing areain 
alarm. The train of her dress slipped from her 
hand and before Jack knew.it the two were 
bound together by its folds in such a way that 
none but the most éxpert dancer could have 
saved them. Alas, Jack, if no novice, was 
more than out of practice; half a turn more, ang 
both fell, luckily near thg seated couples, but so 
that Marion struck neavien the floor and chair. 
Jack wag still more helpless, for his head eame 
thud against another chair ang he lay still. 

I looked to see Harry rush forward to pick 
Marion up, but he seemed readier to run away. 
He was furious at this blemish on his cotillion. 
Lexpected to hear Marion call his name orthatof 
Jack, for, in moments of fright.and danger, is it 
not natural that affection should reveal itself? 
Instead of that, it was my name Marion called, 
and, obedient to the summons, she was in my 
arms and hurried into the ladies’ dressing room 
before half the room knew that anybody had 
been hurt. In the bustle incident on bringing 
Jack to his senses the fall of Marion was almost 
unnoticed. 

I went the other day to Marion’s wedding, 
rather giddy in mind, but I hope always as a 
philosopher. After all, what difference does it 
make whether the woman for whom you secretly 
cherished dreams as baseless as the clouds 

marries Jack or marries Harry? If it is’ Jack, 
she gets a big, good-looking, manly, bulldog sort 
of fellow who will never give her luxury, 
but will be faithful and steadily loving. If 
she marrieg Harry, she will have a good 
share and perhaps a large share of luxury, few 
children, and a certain recognition asa minor 
light in the fashionable world. I could not help 
smiling underneath my face to remember Har- 
ry’s look a few days after that ball, when 
he came into ‘“Del’s,” as the gnomes of 
society call the restaurant of the swell 
mob. I regret to say that Jack had got 
in some pretty work on the faultless face, 
in vulgar truth had mauled poor Harry 
in a most brutal fashion with his fists, and Harry 
thought nobody could perceive the traces of that 
Homeric encounter. 

Turning at the altar I see both of them behind 
me, reconciled, and turning back again. T listen 
ina dazed way to the clergymen, and awake to 
find myself in some inexplicable way, and by 
paths of which to this momentI can give no 
lucid explanation—Marion’s husband. 


SLOW CONDUIT WORK. 


° 
The Subway Commissioners at their meet-* 
ing yesterday received an application from the 
Edison Underground Tiluminating Company for 
a permit to extend its system of underground 
conductors. Sherburne B. Eaton, the attorney for 
the Edison Company, filed with the Commission- 
ers plans and a written request for a permit to 
lay underground conductors in all the streets 


and avenues between sens genet and Fifty- 
ninth streets and Third and Sixth avenues. He 
said that the capital was ready and waiting to 
develop this district; that real estate had, sev- 
eral months ago, been purchased to accommo- 
date the electrical machinery, and that the com- 
pany had long since obtained authority from 
the Board of Aldermen and  VDepart- 
ment of Public Works. Mr. Eaton further 
said that since the Edison Company was a 
competitor with gas, it couldnot stand the tax 
of paying tribute to the conduit, and evenif it 
could the slow progress made by the Subway 
Commission was a great drawback. The Com- 
anissioners laid the application on the table for 
further consideration, and said that negotiations 
were now pending for the early construction of 
conduits satisfactory to the wants of the Edison 
Company. 

The Harlem Light Company made an applica. 
tion to erect temporary iron lamp posts until the 
wires could be laid under ground. The wires at 
present cross over the houses, and the proprie- 
tors of the buildings have been informed by the 
insurance companies that the wifes must be 
taken down or the insurance would be cancelea, 

The Metropolitan Telephone Company asked 
for permission for a subway conduit from Cort- 
landt-street to Wall-street and down to the Bat- 
tery. The Commissioners directed the engineer 
to report on this matter. 

LAWLESSNESS ON THE AQUEDUVOT. 

The “ Mulligan Gang,” a set of colored 
roughs, attacked Dick Tillman’s béarding house 
at Shaft No. 4 of the new Croton Aqueduct last 
Thursday, and Charles Thomas, a member of the 
gang, was shot in the left breast. Thomas died 
Friday night. In his ante-mortem statement 
Thomas charged Tillman with having fired the 
shot, and he has accordingly been arrested. The 
Coroner’s inquest will be held to-morrow morn- 
ing at Sing Sing. Tillman and many witnesses 
of the affray assert that he fired no shot during 
the tight and was unarmed. They further allege 
that Thomas was killed by a bullet fired by one 
of hisown gang. This Mulligan gang has a bad 
record, living by robbing the men every pay day 
after getting their victims drunk. On this occa- 
sion they had gone to Tillman’s with the ex- 
pressed inteution of “ finishing him up.” 

a 
NEARLY A HUNDRED PERSONS POISONED. 
From the London Daily News. 

A large number of people, nearly 100 in 
all, have suffered from food poisoning near Car- 
lisle. After a dinner given at a sale of farming 
stock last week, all the guests who partook of 
pease pudding served with the boiled beef were 


seized with pain, vomiting, and other syinptoms } 


of irritant poisoning, and four are still very ill. 
It is stated that the poison has heen traced to 
washing soda used ir cooking to soften the peas. 
All the patients are recovering. 
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SOOLBTY TOPIOS OF THE WEEK. 
. ee 5 

With the Winter’s waning has returned 
much of the gayety which filled the weeks of 
its waxing. The penitential season is now only 
a scant three weeks distant and already there are 
many premonitory signs of the annual southward 
exodus, which has become of late years as marked 
a feature of the Winter’s social season as that to 
the watering places has long been of the early 
Summer. Plans for any coming gayety must 
now be quickly made; invitations for the formal 
pre-Lenten dinners are almost all out, the last of 
the Delmonico balls will soon follow in rapid 
succession, and, in short, the Winter season of 
1886-7 is fast nearing its end. 


There can be po ground for complaint from the 
most devoted of society people as regards the 
past week’s gayety. Every night has brought 
its entertainment and every afternoon its recep- 
tion, tea, or gathering. The week opened with a 


Delmonico ball, the second Cotillion on Monday 
night, and closed with the distinctive private 
ball of the season, that given by Mrs. Marehali 
QO. Roberts on Thursday evening. The atmos. 
phere of the week, in consequence of these nu- 
merous entertainments, was alsoa distinctively 
gay one, and the entertainments themselves 
were each and all marked by a sense of rare en- 
oyment. In fact, the week in many ways was 
he pleasantest of the*Winter, and will be long 
remembered by the many who have been able to 
participate in its enjoyments.. 


The second Cotillion ball was a vast improve- 
ment on its predecessor, the first of this year’s 
series, which, as it will be remembered, fell on 
the week before Christmas, was sparsely at- 
tended in consequence and marked by a lack of 
+ gt which greatly impaired its brilliancy. 

he ball of Monday night was a direct contrast 
tothisin almostevery partionlar, and may be 
considered, perhaps, the most successful ever 
given by this youngand now most popular organ- 
ization. It was very late in the beginning, but 
started off well, and kept up until a very 
late hour without a moment, flagging. 
While a larger attendance of embers and 
guests than at the first ball had of course much 
to do with this success, the presence of the Hun- 
garian Band, which did so mych to make the sec- 
ond Assembly a noteworthy affair, was chiefly 
responsible for the Cotillion’s suecess. There is 
bt eng 2, ee the way in which these Hungarians 
play which make the most reluctant feet dance 
against their will, and when the leader draws his 
bow across his violin and with an unconscious 
swaying of his bedy to and fro starts hia orches- 
tra off intoa polka, the very air of the room seems 
to be affected by it,and in a minute the ballroom 
is alive with motion. They never play by note 
at these balls, these Hungarians, ‘and glance 
contemptuously up at Lander and his orches- 
tra when the latter break at times intoa dreamy 
waltz, reading from their scores. The chief point 
of difference, as is easily seen, between the 
Hungarian and our own playing of dance 
music is the strong accentuation which the 
former give to their numbers, and it is this 
very accentuation which makes their melodies 
so bewitching and wierd. Lander may play 
better a soft, dreamy waltz or slow-moving 
minuet, but the lighter waltzes, poikas, and 
redowas are never given as by the Hungarians. 
Their music has a story to tell, and when, as 
said above, they start off, each man with his 
instrument, into a fantastic ae or waltz, one 
sees in fancy the flashing light of camp fires on 
swarthy faces, graceful posturing, and wild 
and rythmic movements of an Ofiental race. 
There is a suggestion of freedom and of the 
woods and fields in all they piay, and their 
music becomes more popular here every year. 


The costumes worn on Monday night were re- 
markably fresh and handsome for so late a 
period in the season, and the débutantes, who 
were out in force, looked their best. Many more 
of the married women were present also at the 
Cotillion, and their handsome dresses and jewels 
added much to the appearance of the room. Mrs. 


Pierre Lorillard, who wore a superb dress of 
white satin and silk with her pearl ornaments; 
Mrs. Coleman Drayton, who was in white with 
diamonds; Mrs. John Borland and Mrs. Walker 
Smith, one in pink and the other in’ mauve silk 
and tulle; Mrs. Lloyd Bryce, in yellow silk and 
tulle, and Mrs. William Dinsmore, in Nile green, 
were all present. Of the younger girls, Miss 
Cram, in simple white; Miss Helen Dinsmore, in 
pink silk and tulle; Miss Winthrop, in white silk 
and tulie, weze the belles, while thoss of the 
older set were Miss Fannie Tailer, who wore 
light blue crépe and silk; Miss May Brady, 
black, with garniture of silk ribbons;. Miss 
Jeanne Borrowe, black tulle with trimmings of 
gold braid; Miss Martha Otis, pink tulle with 
garnitures of rich olive ribbons; Miss Tissie Hall, 
white silk and crépe, and Miss Marie Reid pink 
silk. Mrs. Elliott Roosevelt in pink, MraaGeorge 
Merritt in white, Miss Edith Draper in white, 
and Miss Julia Van Duzer in mauve tulle and 
velvet were also among the belles. The lanciers 
was danced for the first time this Winter before 
supper, to music by the Hungarian Band, which 
during supper also took a position on the stairs 
and played throughout the repast—a decided and 
agreeable novelty. Mr. Thomas Howard led a 

ood and very prety german with Mrs. Smith. 
fine Reception Committee—a very youthful one 
—was composed of Mrs, William Jay, Mrs. John 
Monroe, and Mrs. Lloyd Bryce. As the eommit- 
tee had spent all its spare funds on the Hungari- 
an Band there was no attempt made at decora- 
tion—a very wise decision. So from first to last 
the pipers piped, and the dancers danced with 
more zest and spirit than at any ball save the 
Second Assembly this season. 


Thursday night brought Mrs. Marshall 0. Rob- 
erts’s ball, which was attended by every one on 
her visiting list, including those especially fa- 
vored ones who had been invited to her two pre- 
vious dinner dances. Mrs. Roberta’s residence, 
which is composed of two large old-fashioned 
Fifth-avenue bouses, is certainly well adapted 


for a large entertainment in one way, as it gives 
plenty of room, butin other ways it is not so 
well fitted for a ball as some of the newer man- 
sions of the city. The ballroom, which is the 
picture gallery in the rear of the second house, 
is not very large, so that the result on Thursday 
nightavas that the parlors and rooms of the first 
house were comparatively deserted, and the ball- 
room and supper room in the second house great- 
ly crowded. The decorations were exceedingly 
effective, and the dressing, especially the jewels 
worn, made the event in this way the most note- 
worthy of the season. The first art gallery, 
with its broad marble stairways and delightful 
nooks and corners and its famous -pictures of a 
quarter of a century ago—notably Leutze’s 
“ Washington Crossing the Delaware”’—was at 
all times the favored resort, and every palm and 
fern had a sofa under it oceupied by a couple. 
The supper, which was served at small tables, 
was a most elaborate and delicious one, and the 
room, with its hundreds of candles in their sil- 
ver sticks, shedding their soft light on jewels, 
laces, and beautiful necks and_shouiders, pre- 
sented a most attractive sight. By 1:30 o'clock, 
when supper was finished and the majority of 
the older guests had gone home, the cotillion 
began, led by Mr. Thomas Howard and 
Miss Bessie Endicott. This * was really 
the most enjoyable feature of the evening, 
as just enough couples remained to fill the room 
comfortably. The favors were very appropriate 
and tasteful, consisting of large fans, small imi- 
tation snowshoes, tiny bells of violets and lilies 
of the valley, and wreaths of ivy. Mrs. Roberts 
received with her sister-in-law, Mrs. Robert 
Endicott, formerly Miss Carrie Seward, and her 
sisters, the Misses Endicott. Mra. Roberts’s 
costume of Pompeian red velvet, with round 
corsage, was completed by a high coiffure with a 
diamond feather and two diamond stars, She 
wore her famous ueckliace with its three enor- 
mous pear-shaped pearl pendants. Mra. Robert 
Endicott wore a primrose brocaded satin; Miss 
Endicott, white satin and tulle, and Miss Bessie 
Endicott light blue brocaded silk, with tulle 
overskirt. Miss Mabel Wright, who was the belle 
ofthe ball, wore a white silk, with garnitures 
of orange blossoms, made so simply that 
it served to set off her rare blonde beauty to per- 
fection. Among other noticeable costumes were 
those worn by Mrs. Elliott Roosevelt, Miss Frick, 
of Baltimore; Mrs. George Pell, Mrs. Pierre 
Lorillard, and Miss Grace Potter. The eniter- 
tainment was a charmingly refined one, and al- 
though not marked by an atmosphere of decided 
gayety was a beautiful and successful one in 
every way. It was thought that Mrs. Roberts's 
ball would be the only private one of the season, 
but it is now announced that Mra. Pierre Loril- 
lard will give a dance on the evening of Shrove 
Tuesday and Washington’s Birthday, both which 
days fall on the same date. 


The last Delmonico balls are now announced. 
Tho last Patriarchs’ will take place on Tuesday, 
the last Junior Patriarchs’ on Feb. 15, the third 
and last Assembly on Feb. 17, and the third 
and last Cotillion on Feb. 21. The second of the 
combination dinner dances will be given, on 


Thursday of this week by Mr. Egertor Winthrop, 
not Mra. Winthrop, as, despite all possible care, 
the types made us say last week; Mrs. Bronson, 
Mrs. W. W. Astor, and Mrs. Coleman Drayton, 
the dance being at Mrs. Astor's. Mr. Winthrop 
will give another dance on Feb. 15. Other 
events of the future inelude Mrs. Henry B. 
Coxe’s musical for Mrs. Schuyler-Warren on Tues- 
day, and Mrs. Ellis’s reception to-morrow, Be- 
yond these events there is not very much fh the 
way of gayety announced, and the Lenten prep- 
arations are already beginning to be made, and 
the new Jakyll Island Club, near Brunswick, 
Ga., and St. Augustine, Thomasville, and that 
hybrid resort which is neither a Northern ora 
Southern one, Old Point Comfort, are beginning 
to receive the first of the Spring army of North- 
ern guests. Unusual preparations’ have been 
made at Tuxedo to give a large expected quota 
of cuests and members during Lent every possi- 
ble facihty for entertainment and enjoyment. 
. a * 
of “The Snowball” 


The representation at 


| Chickering Hall to-morrow evening is exciting 


much interest in society. Mrs. Charles Denison 
Mathilde Madison—who is shortly to 
make her rentrée at the Madison-Square Thea- 
tre, will strengthen the cast of prominent ama- 
teurs, which includes Messrs. E. F. Coward and 
Evert J. Wendell, Mrs. Wilbur A. Bloodzood, 
aud Miss Alice Hamilton. The performance is 


ee 
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parts carer as 
and Brentano's. zg ot 

Many New-Yorkers went on to Philadelphia on 
Friday to the great City Troop ball, given in the 
foyer of the Academy of Musio of that city, and 
which was so elaborately and well described in 
yesterday’s Trmgs. The verdict of those visitors 
to the Quaker City entertainment who returned 
posterday on this ball is that it was probably the 

andsomest of its kind ever given in America. 
The lavishness of floral decoration and the gor- 
geous uniforms of the gallant troopers, combined 
with unusually handsome dresses aud the pres- 
ence of Philadelphia and Baltimore’s most 
noted beauties, made the scene a memora- 
ble one. The New-Yorkers present  criti- 
cise, however, the management and ar- 
rangements for the ball, which, they say, 
were not up to those of a New-York commit 
A mistake was made in the first place in - 
nouncing that a certain number of invitations 
would be issued. It was found necessary to eut 
these down, so that there was a wild seramble for 
the necessary cards and an almost disgraceful 
amount of wirepulling to obtain taem. Many 
persons who were entitled to receive them were 
entirely left outin the cold. The ballroom was 
much overcrowded as it was, and Philadelphia 
bas not yet reached the proper comprehension of 
the idea that @ ball supper to be eomplete and 
enjoyable must. be served at small tables, and 
that the old custom of ladies sitting on the stairs, 
while very pretty, is becoming decidedly archaic 
among civ people. | 


There are to bo three weddings during the 
coming month of considerable interest to se- 
ciety people. The tirst will be that of Mr. 
Calvin Williams, of Baltimore, and Miss Addie 
Colt, which is to take place at the Brick Church 
in this city on Wednes ¥ Feb. 9. Mr. Rudolph 
Kissel and Miss Carrie E. Morgan, daughter of 
the late D. P. Morgan, will be married at St. 
John’s Church, in Washington, on Feb. 10, and 
Mr. George Beck and Miss Julia May, in Balti- 
more on Feb. 16. : 

The report of the marriage of the Marqnis de 
Talleyrand-Périgord and Mrs, F. W. Stevens in 
Paris on Tuesday, which was published in THe 
Times on Thursday, with a complete story of the 
novel and unusual, in this country at least, 
scandal, which the marriage ended, greatly 
atirred the New-York society world and revived 
the gussip of five years. The greatest sym 
thy is expressed on all aides for the former wife 
of the Marquis, who was Miss Bessie Curtis, of 
Boston, and for Mr. Stevens and his ebildren, 
who have thus been by an erring wife’s actions 
dragged so prominently before the public. 
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RAISING LIGENSE FEES. 


The Board of Excise Commissioners on 
Dee. 30 sent a letter to Mayor Grace in which 
they gave notice of some intended changes in 
license matters. They called attention to the 


NATIONAL 6 

Company I, Eighth Re 
ball in the armory on Wednesday, Feb. 9. 

3 vig Sixty-ninth Regiinent is to give p 
all as usual on St 
March 17. : a es si es 
Company H, Seventh Regiment, gives 
’ a 
concert and reception in the armory on Wednes- 
day evening next, 

Company F, Seventh Regimént, owns a 
minstrel troupe which is Preparing an entertain- 
a to be given on Saturday, Feb. 19. 

The annual reception of Com C 
Hooker Guard, Fourth Regiment, Mew-daniie , 


takes place on Tuesd 
in Jersey City. eaday evening in the armory 


The ninth annual convention of the Na 
tional Guard Association wil begin in the ar 


mory of the Washington © . ° 
State-street, Albany, next Tuesday, at onM” 


Popular Capt. Frank T. Lee, of the New- 
Haven Grays, was elected “Major of the Second 
Regiment, Connecticut National Guard, last 


Monday night. Major Dough promoted 
Lieutenant-ColonelL a 


Company H, Twelfth Regiment, gives a 
reception at the armory. Broadway and 
fifth-street, on Tuesday evening. 


Fourth Regiment, New-Jersey } Pts ba 
has accepted an invitation to be present. - 


A meeting of the military order, Loyal 
Legion, will be held at Delmonico’s on Wednes 


day night, at which Capt. Edgar B. Van w 
will be ta vented as Reeorder, vice Gen. Chain 
Q@. Carleton resigned. 
Gen. Charles F. Robbins, General Inspect- 
or of Rifle Practice of this State, haa notified 
the Troy Citizens’ Corps that “ b 
figure ot matte of $4.95" it has ‘ hecamasutiliel 
to a prize of the value of $50.” 
The right wing of the Seventy-first Regi- 
ment, Companies B,,F, H, I. and K, drills on 


‘| Tuesdays, Feb. 1,8, and15, and Wednesday, Feb. 
G, Thurs. 


fact that the use of beer and light wines seldom ‘ 


leads to intoxication, and that among those who 
use them poverty and crime as the result of in- 
temperance are rare. Poor people who could not 
afford exvensive drinks made use of these, and 
they were sold by small dealers. The ale and 


beer license had been 330, and that for wine, 
&e., $75. The Commissioners had decided that 
there should be one license for ale, beer, and 
wine. The Commissioners notified Mayor Grace 
that they had alto found that it would be necea- 
sary to increase the license fee for selling spirit- 
uous liquors with ale, beer, and wine. This 
they believed would result in a larger revenus 
without injuriously affecting those compelled to 
pay the increased amount. 
he Commissioners said they had consulted 

persons engeans in the traffic, and while their 
proposed plan was regarded as a concession in 

vor of high license it met with the approval 
of the better and more reputable people in the 
wholesale and retail trade. The Commissioners 
bad also under consideration the question of es- 
tablishing several grades of licenses for store- 
keepers. The result of the deliberations of the 
Excise Board was that at a meeting held on 
Friday President Woodman presen and the 
board adopted a preamble and series of resolu- 
tions rearranging the license fees in this city. 
Formetly a first class hotel paid $250, a second 
class hotel $100, and a saloon.$75. 

The firat class hotel fee remains the sam 
$250. The second class hotel fee has been rai 
to $200, and the saloon license, which will affect 
a wider class, is also fixed at $200, an increase 
of $125. For the sale of ale, beer, and wines 


only, to be drank on the premises, the fee will. 


be $50, and for ale and beer only, $30. Store- 
kéepers' licenses, to sellin quantities lesa than 
tive gallons ata time, not to be drank on the 
premises, were classified as follows: Forone 
whose sales wese $10,000 or more per annum, 

250; $5,000 and less than $10,000, $150; from 

2,500 up to $5,000, $100; 82,500 or less, $50. 
The new schedule will apply to all licenses is- 
sued on and after Feb. 15. 


a 
JACKSON AND THE O1.D POSTMASTER. 
Washington Letter to the Nashville American. 
One of the most delightful of raconteurs 
tells this\interesting story concerning Andrew 
Jackson: A General in the Revolutionary war, 
who was well known to Jackson, was Postmas- 
ter of a prominent New-York town. He had 
been an Adams man, and Silas Wright, one of 
the ablest representatives that State ever had, 
and Martin Van Buren, who was then Jackson's 
Secretary of State, formed a coalition to have 


the veteran warrior removed soon after Jackson 
had taken the oath of office. The scarred hero 
determined te go to see Jackson and plead his 
own cause against the powerful politicians who 
had determined to punish him @or his advocacy 
of Adams, He called upon Jackson at the 
White House. The President engaged in familiar 
conversation with him, when, to his amaze- 
ment, the old soldier said: ‘‘Gen. Jacksen, I 
have come here to talk to you about my office; 
the politicians want to take it away from me 
and I have nothing else to live upon.” The 
President made no reply till the aged tmaster 
began to take off his coat, in the most excited 
manner, when Old Hickory broke out with the 
inquiry: ‘‘ What in Heaven’s name are you going 
todo?” “ Well, Sir, lam going to show you my 
wounds. which I received fighting for my coun- 
try against the English.” ‘“ Put it on at once, 
Sir!” was the reply. ‘I’ am surprised that a 
man of your age should make such an exhibition 
of himself,” and the eyes of the fron President 
were suffused with tears as without another 
word he bade his ancient foe gvod-evening. 
The next day Wright called upon the President 
and made out his case against the General and 
urged hisremoval upon the strongest grounds. 
He had hardly finished the last, sentence when 
Jackson sprang to his feet, flung his pipe into 
the fire, and exclaimed with great vehemence: 
“T take the conseqences, Sir, I take the conse- 
quences. By the Etermml! I will not remove the 
old man. I cannot remove him. Why, Jr. 
Wright, do you know that he carries more than 2 
pound of British lead in his body?’ That was 
he last of it. He who was stronger than courts, 
courtiers, or Cabinets pronounced his fiat, and 
the happy old Postmaster next day took the stage 
and returned home rejuicing. 
—a——___—— 


TEXT OF THE WILL OF LIS2ZT. 
From the London Daily News. 

Liszt’s will, which has been published in 
a German paper, runs as follows: “ I nominate 
as my universal heir the Princess Sayn-Wittgen- 
stein, (née [vanovska,) and leave to her free will 


the examination and publication of my writings. 
I except only the sums deposited with the house 
ot Rothschild, in Paris, which I desire to be at 
once paid to my daughters, Blandina Olivier 
and Cosima Biilow, they having hitherto only 
arawn the interest of said sums, which were my 
bridal gifts to the said daughters. I determine 
that my universal heir shall pay to my mother, 
in Paris, as long as she lives, the same sum she 
annually received from me. I beg the Princess 
Sayn-Wittgenatein to execute my last will and to 
deliver tu my dear relations and friends such ob- 
jects of my property as I have destined for 
them.—Weimar, 15th August, 19861.—Franz 
Liszt.” 
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THE CZARS PURCHASE. 

From the London Truth. 

The Emperor of Russia has purchased the 
famous Gallitzin collection of pictures for the 
Hermitage Gallery at St. Petersburg, the price 
being £120,000. The Gallitzin collection, 


which is one of the finest in Russia, was prin- 
cipally purchased in Germany and Italy during 
the early part of the present century. The gem 
of the gallery is one of the two Crucifixions 

ainted by Raphael in his early days, which was 
ong attributed to Perugino. The other Cruci- 
fixion by Raphael, belonging to the same period, 
is at Dudley House, having been picked up in 
Italy by the late’ Lord Dudley. ° 

EAL Se ES Sh RASS 
JOHN ROACH'’S WILL. 

Mr. Cuming, of the firm of Vanderpoel, 
Green & Cuming, said yesterday that John 
Roach’s will, which he had in charge, will soon 
be filed for probate, but exactly when he could 


not say. The property disposed of includes the 
shipyards at Chester, Penn., the Morgan Iron 
works at the foot of East Ninth-street, and some 
real estate in Westchester County. There will be 
enough, in Mr. Cuming’s estimation, to amply 
provide for the heirs, who are Mr. Roach’s five 
children and the five children of a deceased son. 
The exact figuresgMr. Cuming would not give. 
There is no public bequest of any kind. 
he iat ee 
EX-MAYOR LOW AT CORNELL. 
From the Elmira Advertiser, Jan. 28. 

Cornell University has arranged to have 
two prominent gentlemen lecture there soon. 
The first will be the Hon. Seth Low, ex-Mayor of 
Brooklyn, whose subject will be ‘* The Problem 
of Municipal Government in America.” About 
the same time the distinguished archwologist, 
Prof. Lanciana, who js in charge of the excava- 
tlons now being made at Rome, Italy, will lec- 
ture before the classical association. This so- 
clety was formed last night. and has for its ob- 
ject the encouragement of classical studies 


23; lett wing, Compauies A, ©, D, a 
Ex Capt A.W. Beltoap hea town cleeod Conta 

x-Capt. A. W. 
of Company B. ° 

The drum and bugle corps of the Thir- 
teenth Regiment had a erowded house at ite re- 
ception in the armory last Monday night, The 
regimental band gave a concert and the drum 
corps a drill, and dancing terminated the enter. 
tainment. Charles C. Settle has been appointed 
First Sergeant of Company H. 

The Thirty-second Regiment, Brooklyn, 
paraded at the funeral of Quartermaster Louis 
A. Blendefmann last Thursday. Lieun Bien- 
dermann served in the rebellion as a private ip 
Company B, Fifteenth New-York Volun 
Artillery. He enlisted in Company & Thieth 
second Regiment, Oct. 31,1881, was | oats 
Quartermaster Sergeant on Dec. 2 in 
year, and Quartermaster April 26, 1883. 

Company D, Sevehty- Regiment, 
Capt. William C. Clark com gave an ex- 
hibition drill and a reception in the armory tast 
Thursday night. The company with 22 files was 
drilled by Lieut. C. B. Stone in marehing move- 
ments, after whieh Capt. Clark e€ the men a 
turn in loading and firing. At the close of the 
drill Capt. Themas McBain, behalf of the 
company, presented a gold-headed cane to Capt. 
Clark. Felicitous spedches having been made 
Capt. Clark took his guests to the “ committee” 
room while everybody else danced. 


4A competitive drill was held by Company 
I, Fourteenth Regiment, last Wednesday night, 
for a gold badge presented by Lieut. C. GC Walk 
lace, The successful competitor waa Private 
Charles J. Painter. The test was in the manual 
ofarms. Dr. J. Freeman Atwood delivered a 
lecture before the new ambulance corps of the 


regiment in the armory last Bgiday evening. A 

promenade concert for the Lea of Bandmaster 
onterno will be given in the armory on Wednes- 

day evening. Company K ts toe bave a stag 

in its quaxees on Wednasday, Feb. 16. 

K, Thirteenth Regiment, has promised 

present. .Company C will have a dress 


review, and reception at Schiellein's Hotel Bast ce 


New-York, on Thursday evening, Feb. 17. . 
The Eleventh Regiment drum and fife 

corps gives a ball in Turn Hall, Na 68 Bast 

Fourth-street, to-morrow evening. A competi- 


tive examination for the office of Sergeant 


Major of the regiment, open to the National 
Guard generally, will take place on Monda 
Feb, 14. Lieut.-Col. Walton, Major Jones, 
Adjt. Williams are the members of the Board 
Examination. Second Lieut. Howe Chris 
has been elected First Lieutenant, and Jokm 
Coudert, of Company F, Seventh Regiment, See 
ond Lieutenant of Company K, Eleventh B 
ment. Jarvis W. Mason, also a member of Con 
any F, Seventh, has been elected ey, Lie 
evant of Company B, Eleventh ment “ 
rants bave been granted to Sergt. Herman Wi 
ner and Corp. Frank J. Schleder, of Com 
while Corp. George Chevalier, for 
duty; has been reduced to tae ranks. 


The Second Battery Artillery has added 
the ceremony of guard mounting to its move- 
ments in connection with the Gatling cun drill 
Capt. Earie is enthustastie over the following re- 
port of the Assistant Inspector-General Col. T. 
H.MeGrath. “Present, 91.46 per cent. Moad 
creditable inspection fo@years. All movements 
were executed with promptness and precision, 
the mechanical mancuvres reflecting credit, and 
the entire exhibition being in the highest 
commendable.” The,enthusiasm manifes’ at 
the weekly drills is unbounded, and promises 
even better results. A recruit squad hag been 
formed and drills every Thursday night under 
a competent non-commissioned “officer. Lieute 
ant-elect H. I. Jerdam has been 
through business engagements to withdraw his 
acceptance of the office. Another election will 
be held as soon as a suitable candidate is found. 
Many applications have already been reeeived. 
This being a crack organization the candidates 
for commissions in it are numerous. 


Mee 
THE GENUINE 


JOHANN HOFF'S MALT EXTRACT. , 


AN ABSTRACT FROM THE WORK ON 
PULMONARY DISEASES PUBLISHED BY 
PROF. PROSPER DE PIETRA SANTA, OF 
PARIS: . 


“FOR SOME YEARS JOHANN HOFB, OB 
BERLIN, HAS MANUFACTURED A LIQUID 
MALT EXTRACT WHICH THE MEDICAL 
PROFESSION HAVE USED WITH SUCH BEN. 
EFICIAL RESULTS, BECAUSE OF ITS GREAT 
DIETETIC PROPERTIES. THIS MALT EX- 
TRACT HAS REMARKABLE NUTRITIOUS 
ACTION, BOTH TONIC AND REFRESHANT, 
AND HAS PROVED TO BE OF GREAT VALUE 
IN CHRONIC DISEASES, PRODUCING A CON. 
TRACTION OF THE MUSCLES OF THE DI- 
GESTIVE ORGANS. AS AN AID TO DIGES. 
TION ITIS WONDERFUL IN BUILDING UP 
LOST POWER. THE GREAT PRACTITIONERS 
OF PARIS—BLACHE. BARTH, GUENEAU 
DE MUSSY, PIDAUX, FAUVEL, EMPIS, 
DANET, ROBERT DE LATOUR, BOUCHUT, 
PIORRY, AND FARDIEN—HIGHLY RECOM. 
MEND THIS PLEASANT REMEDY IN RE: 
STORING WEAKENED DIGESTION. MY PER: 
SONAL EXPERIENCE’ LEADS ME TO CON. 
FIRM THE PRAISE WHICH PROF, LAVEAU 
EXPRESSES IN THE FOLLOWING WORDS; 
*AS A LARGE NUMBER OF PATIENTS LACK 
THE NECESSARY POWER TO DIGEST SOLID 
FDOD, AND WOULD, THROUGH THE USE OF 
STIMULANTS, BE MERELY EXCITED AND 
WEAKENED, THEREFORE I REGARD IT OF 
IMMENSH VALUE TO THE PRACTITIONER 
TO BE ABLE TO BRING TO HIS AID ANUTRI- 
TIOUS TONIC AND REMEDY LIKE THE 
GENUINE JOHANN HOFF’S MALT EXTRACT, 
WHICH WILL ACT NOT ONLY AS A TONIC, 
BUT AS A NUTRIENT AS WELL, AND WHICH 
iS LESS EXCITING THAN WINE OR ANY 
STIMULANT, 
“DR. PROSPER DE PIETRA SANTA, 

“PLACE L’ECOLE DE MEDICINE, RUE AN. 

TOINE DUBOIS, 2, PARIS.” ; 

BEWARE OF IMITATIONS. 


THE GENUINE JOHANN HOPE'S 


MALT EXTRACT 
Has the signature of “* Johann Hoffand Meritz 
Eisner” on the neck of every bottle. 


EISNER & MENDELSON CO., Phil. 


Sole Agents for the 


NEW-YORK DéPOT, 1! Barciay-st. 


Company 
to be .* 
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ee THE VATICAN. 

SHE GERMAN GOVERNMENT PUSHING ALL 
ITS ENERGIES TO ELECT ITS CANDI- 
DATES TO THE REICHSTAG. 

Berux, Jan. 29.—The ballot scrutiny 
being now fixed for March 2, the Reichstag can- 
ot test before the 8th of that month. The 

“preparations for the elections are proceeding 

“very quietly, but, on all sides, with much activ- 

ity. Tho Government is working chiefly along 

two lines—to impede the Socialist electoral 


- Propaganda, and to infinence the return of 
 @lerical candidates supporting the septennate. 


Toward the latter object a new church bill will 
be laid before the upper house of the Prussian 


 Yandtag, on Feb. 14. The bill embodies a thor- 
 eugh revision of the May laws, including the 


right of residence of religious orders, recognizes 
the Vatican's interpretation of the anzeigepflicht, 


nd practically renounces during a stated period 


{reported to We 10 years) all rights of the State 
‘to approve the appointments to clerical vacan- 
eles, except in Polish districts. The Germania 


~ ensiders that the modifications agreed to by the 
Government do not amount to a complete revis- 


fon vf the May laws, but that in the meantime 
‘they will satisfy the Vatican and gratify Cath- 
plics, 
The repression of the Socialists extends. to the 
spression of electoral meetings, the of 
the Jeading members of local Demmi teen apg, 
the seizure of manifestoes if the police consid ‘ 
the aepeals a breach of the law. : 
At Dantzic on Thursday 12 Socialists were 
rrested, including Herr Jochem, a can- 
Siaate for the Reichstag, and nearly all 
pe members of his committee. The police 
ade the usual charge, that the ris- 
eners were members of a secret society. 
rlin police have se terrorized the owners 
Be is in workingmen’s quarters, in which pop- 
meetings have hitherto been ‘held, that they 
now refuseto let them for political purpases, 
abe ea gd djffienity is encountered by those 
ring to hold meetings in beer houses, But 


notwithstanding the efforts of the police the So- 
- glalist candidatures are presrsennc. 


Singer, 
he Socialist candidate in the Fourth District; 
nclever, in the Sixth, and Cristensen, in the 

t, are all considered sure of election. 

The Progressist prospects are rather doubtful. 
Bines the Dantzic ressists declared in favor 
of the septennate, other districts, including 
Kénigsherg and Sanderhausen, have decided 
. elect candidates who will vote for the 
Military bill in its entirety. At Friedeberg and 
Arnswalde a Progressist has been nominated 
oe to vote for the septennate. 

statements of the official press that the 
calling out of the reserves does not imply war 
have failed to reassure the general public, while 
both on the Boerse and in military circles the 
measure is interpreted as part of the campaign 
rations, The Boerse to-day was the flattest 
ce Monday’s scare, and the feeling of alarm 
proached a semi-panic toward the close, after 
receipt of bad advices from Pari& and Vienna. 
On the Vienna Boerse there was intense depres- 
gion, partly arising from several failures an- 
nounced yesterday. One specniator committed 
suicide in front of the Rothbaus. 

It is ascertained that the continued concentra- 
tion of Austrian troops in Galicia and the huge 
transportation of war material thither adds 
un ness in financial circles. There are 

war indications, The Cologne 
Gesette states that at Maintz and in 
the districts around there the young men 
who were recruited last Autumn and then sent 
home as superfluous are now under orders to 


' Jom their colors by April. The Mulhausen 


rs announce the purchases of large school 
dings at Zillisheim, near Colmar, for bar- 
ks for the German troops. Reinforcements 
ve arrived at Dieuze, Hagenau, and other 
frontier poste. 

An Alsace journal reports that the French are 
building wooden barracks at’ Gerardmer to ac- 
commodate 3,000 men, and at Corcieux for 
3,000 more. and that at other places in Vosges 
smuller barracks are being erected. The garri- 
sons at Epinal Bruyeres and Saint Wie have each 
been reinforced with 5,000 troops. The Freisin- 
nige Zeitung contends that the building of bar- 
racks by the French and the adoption of other 
measures are inevitable precautions in view of 
the reinforcement of the German garrisons in 


Sace. 

The National Zeitung says it sees that France 
is preparing for immediate war. The Germans, 
need not discuss the truth of the assertions that 
France is only defending herself against possi- 
ble assanit. 

The Bundesrath has passed to a second read- 
4ng the Seamen's Insurance bil]. The delegates 
from Hamburg and Bremen voted against the 
measure. 

The report of the Landtag commission on col- 
onizing the Polish province shows that at the 


end of 1886 the properties acquired amounted to 


11,840 hectares of land and that the total cost 
‘of such acquirement was 6,758,000 marks. The 
commission during the year granted 877 appli- 
cations for authority to form colonies. 

The North German Gazelie, commenting on the 

t that the Chinese Government has concluded 
ts first joan in German currency, through Ger- 
Taan bankers, declares that the event is a 
memorable one for German trade, in that it isthe 
first positive result of many years’ efforts to se- 
cure a financial basis for relations with China. 
The Gazelte adds that during the present year two 
™vre corvettes for the Chinese navy will be 
launched at Stettin. 

An international exhibition of people’s food 
Was opened to-day at the Crystal Palace at Leip- 
sic in the presence of the King and Queen of Sax- 
ony. The affair was a success. An international 
horticultural exhibition will be opened at Dres- 
Genin May. - 


MR. CHAMBERLAIN TALKS. 

London, Jan. 29.—Mr. Joseph Chamber- 
fain, in a speech at Birmingham to-night, said he 
was willing, for the sake of bringing peace toa 
country which had been at war for centuries, to 
further postpone much needed reforms in 
Great Britain, but he would not ac- 
‘cept terms of settlement dictated . by 
a gestion of the Trish members of 
Parliament, nor would he submit to a minority 
party which represented an anti-English con- 
«agent The reunion of the Libveral Party and 
the settlement of the Irish question, he con- 
tinned, could only be réndered possible 
by Irishmen and Englishmen  exercisin 
nu 6€6spirit)«6lof §6moderation and wmutua 
consideration. The British people would ap- 
prove a conciliatory course, but they had not 
sunk so low as to accept a policy of surrender. 
The Unionists bad counted the cost of their po- 
sition. He was convinced that they 
were increasing in numbers, even in 
Liverpool. He was willing to go a 
long way to meet his former friends, but there 
was a limit to concessions. He believed the 
Radical-Liberal conference would enable them 
to solve the problem of howto grant justice 
both to landlords and to tenants, on a basis in- 
volving no risk to the British taxpayer. 


THE EVICTIONS IN IRELAND. 
Loxpon, Jan. 29.—Lord Dunsandle of- 
fered some time ago to his Galway tenauts a re- 
duction of 15 percent. in rents. They demand- 
e4 a 30 per cent. reduction, and when this was 
refused adopted the plan of campaign. Lord 
Dunsandle now agrees to reduce rents 25 per 


cent, and to reinstate evicted tenants. There is 
great rejoicing among the tenants over their 
victory. 

A crowd at Lisalaton, Cork, to-day barricaded 
the house of a widow named Scanian against 
the bailiffs who had come to evict her, and 
threatened the bailiffs and their escort of 40 po- 
licemen with scythes, pitchforks, and scalding 
water. The force was withdrawn in order to 
prevent a conflict. 


DUBLIN, Jan. 29.—The Sheriffs, bailiffs, 
and police have left Glenbeigh. The mother of 
Mr. Clifford Lioyd, who was a special magistrate 
in Treland during Earl Spencer 

as Lord-Lieutenant and who was particularly 
severe in his enforcement of the laws against 
the tenantry, has written a letter sympathizing 
poll Le persons who have been evicted at Glen- 


_— 
A SEAT FOR MR. GOSCHEN. 
LONDON, Jan. 29.—Lord Algernon Percy, 
Conservative, member of Parliament for St. 
George’s, Hanover-square, has announced his 
willingness to retire in favor of Mr. Goschen, 
subject to the approval of the Electoral Commit- 


tee. 
~~. 


THE KAISER’S GREAT GRANDSON. 
Porspam, Prussia, Jan. 29.—Princess Au- 
gusta Victoria, wife of Prince William, eldest 


ed of theCrown Prince, gave birth to a son to- 


CURRENT FOREIGN TOPICS. 


LONDON, Jan. 29.—The Pall Malt Gazette 
asserts that the Liberals are urging Mr. Glad- 
stone to abandon the Round Table conferences 
and all concessions to the Liberal-Unionists, 
pointing out to him that he and his followers do 
not need to purchase on any terms the help of 
tither the Chamberlainites or the Hartingtonites, 


pees akote Pao over Mr. Goschen in Liv- 
at home i - 
reed in the end, aa rulé is certain to suc 
6 Channel Islands packet Brighton struck a 
rock during a fog off the island of Guernsey, 
nd foundered in 15 minutes after striking, 
he crew and passengers were saved. The 
~Dispatelen fiom Pek 
Spatches m Pekin confirm the statement 
it Port Hamilton has been evacuated by Gr 

Brttatn and fs eee bd Coréa. Singer 

. es Gordon Bennett's steam ht N: 
y as arrived at Suez. 20 “si af 


PaRis, Jan. 29,—L/Intransigeant, Henri 
bohefort’s paper, to-day states that seven Ni- 
have ju beén hi din the rison at 


orcas ton gph- 


8 administration . 


‘er Nihilists are being tried at Wilna for killing a 

Colonel in the euaian Army, oF that 200 oth- 
ers have been recently sent to Siberia. - 

Count von Munster, German Ambassador to 
France, returned here to-day from Nicé and 
dined to-night with M. Floureus, French Minis- 
ter of Foreign Affairs. 


MURDER OR SUICIDE? 


DEATH OF A POLICEMAN UNDER PE- 
CULIAR CIRCUMSTANCES. 

KANKAKEE, IIL, Jan. 29.—Frank Girard, 
amember of the police force of this city, was 
murdered early last nicht, probably by some- 
body who was trying to enter Larsnier’s store, 
in Court-street, through aside entrance. Differ- 
ent persons heard the firing, and it is believed 
that Girard hit his man, as blood spots have 
been traced for blocks ou the sidewalk. 

At 8 o’clock last night Girard entered Pratt's 
hardware store and appeared quite excited. He 
purchased a box of fresh cartridges and filled his 
pistol. The clerk asked him what was the mwat- 
ter. Girard replied: “After you lock up, come 
over in Larsnier’s alley and I will show you.” 
A few moments atter Girard had left the store the 
clerk heard a shot, but it appeared to come from 
a different direction to that Girard had spoken 
tohim about. He related the occurrence to the 
Chief of Police winle on his way bome. That of- 
ficial told him he “ guessed nk had shot a 
dog.” Soon after the shot was fired a couple of 
boys wentinto an alley rnnning alongside the 
store and heard groans. They thought a man 
was lying there drunk, and tried to find an offi- 
cer. None was in sight, and the boys went to 


They were up before daylight this morning, 
and, remembering the groans, thought they 
would go down to tne alley. There they found 
Girard dead. He was lying on his back with 
‘his revolver near him, one chamber empty, His 
cane’ was upon a box next to the store build- 
ing. His position denoted fhat he had been 
watching the side door and had been knocked 
down and afterward shot. Girard was a brave 
man. He was over6 feet in height and weighed 
over 200 pounds. He had been on the force 11 
years, and was one of the best’ officers the city 
ever had. He has had many severe fights with 
‘roughs and wasa good den! of a tramp hunter 
and cordially hated by the idle and vicious. 

Itis thought that he may have been decoyed 
into the alley by some of the men he has 
occasion to arrest and then shot, though the gen- 
eral belief is that he interrupted the work of 
burglars. Three men were arrested during the 
day, but two were discharged, being able to fur- 
nish alibis. The third man gave his name as 
Harry Wicks and said that he was a painter. 
He is held on suspicion, not having told where 
he was last evening. | 


MRS. CHANFRAU MUST PAY. 
en 
SHE IS BEATEN IN THE SUIT OF THE 

: BALTIMORE PRINTERS. 

Lone Brancn, Jan. 29.—Mrs. Henrietta 
Chanfrau,.the well known actress, who’ makes 
her home here, has been cast in damages to the 
amount of $2,242 14 and costs in a suit brought 
against her, as the legatee of her husband’s will, 
hy A, Hoen & Co., printers and lithographers, of 
Baltimore. The suit was for $2,000 and interest 
on a book account for printing furnished the late 
Frank Chanfrau. 

Mrs. Chanfrau did not deny that the printing 
had been furnished, but claimed that she was 
not liable, as both she and her husband played 
on salaries in the Chanfrau company under the 
Management of Clifton W. Tayleure, and that 
bills were contracted by him. Mr. Tayleure, 
who is now the editor and publisher 
of the News. of this place, recently pur- 
chased b Mrs. Chanfrau, went on the 
stand and testified to the same effect. He 
precuced written contracts,in which Mr. and 

rs. Chanfrau agreed to play under his manage- 
ment at $500 and $200 per week respectively. 
In rebuttal Haen & Co. stated that Tayleure 
had failed in 1878, owing them $600. They 
produced a letter received from Tayleure, 
shortly after Mr, Chanfrau’s death, in which he 
said that he was the Executor of the estate, that 
it amounted to $150,000, and that he would pay 
Hoen & Co.’sclaim in a short time. This he 
failed to do. 

While Mr. Tayleure and Mrs. Chanfrau 
were traveling in Europe Hoen & Co. 
employed a local legal firm to sue 
out a suit of attachment against the 
real estate which Chanfrau owned in this place, 
and to bring writ forthe recovery of their bil). 
The legal ight was a bitter one. and occupied 
the attention of the court for twodays. It re- 
sulted in the jury finding a verdictfor Hoen & 
Co. fer the full amount claimed, with interest 
and costs. : 

eran 


THE WERATHER. 


WASHINGTON, Jan: 80.—For the District 
of Columbia, Maryland; and Virginia, southwest- 
erly, shifting to calder northwesterly, winds, 
fair weather. 

For Maine, New-Hampshire, Vermont, Massa- 
chusetls, Rhode Island, Connecticut, and Eastern 
New-York, southerly, shifting to colder norihwester- 
ly, winds, fair weather. 

For New-Jersey, Eastern Pennsylvania, and 
Delaware, southwesterly, shifting to colder 
northwesterly, winds, fair weather. 

For Western Pennsylvania, and Western New- 
York, southerly, shifting to colder westerly, 
winds, fair weather, followed by snow on the lake 
coast. 


The following shows the changes in the tem- 
perature for the past 24 hours, in comparison 
with the'corresponding date of last year, as in- 
dicated by the thermometer at Hudnut’s Phar- 
macy, No. 218 Broadway: 


1886. 1887.) 


886 i887. 


1886, 

49°; 3: “ : 42° 

49°| 6 P. 38? 

51°: 9 36 37° 

sn. §2°)12 35 36° 

Average temperature yesterday 

Average temperature for same date last year...36°%2 
1886. 1887. 

Average for the week 29 2-79 37 6-79 


EE 
THE KIT KATS' RECEPTION, 

The Kit Kat Club held its first reception 
of the year at the club rooms 1n East Fourteenth- 
street last evening. The reception, although of 
a purely informal nature, was one of the pleas- 


antest that the club has held. A decided in- 
creas6é was noted in the number of young 
artists resent, The entertainment was 
chiefly of a musical character, differing some- 
what in that respect from past receptions, in 
which the distinguishing features have been 
photographic exhibitions by Mr, Seavey and 
picture talks by Mr, Cusachs. Acollation was 
served late in the evening. Among the 
guests and members present were C, Bow- 
og Vaux, R.&B. Burchard, L. L, Roush, L. 
. Seavey, P. G. Cusachs, Charles L. Davis, 
E. D. Connell, Julian E. Ralph, James Fagan, 
Frank De Haven, V. Dangon, J. W. Rough, C. 
Morgan Mellhency, F. W. Gardner, Joseph Flem- 
ing, W. H. Sheton, F. H. Lord, H. W. MeOlellan, 
0. 8. Weber, Julius Gerson, and M. Sobrina, A 
large number of new pictures were on exhibi- 
tion, the notable ones among them being land- 
scapes by Frank De Haven and E. D. Connell, 
and a flower piece by V. Dangon. 
eR 
COTTON BALES IN FLAMES. 
Three alarms were struck at 4:15 o’clock 
yesterday afternoon for a dangerous fire at the 
west end of the pier of the Cromwell Line, 
known as Pier No.9 North River. The pier is 200 
feet long and 75 feet broad. Moored to it at the 
time of the outbreak were the steamers Louisi- 
ana and New-Orleans. The fire started among 
2,200 bales of cotton which had just been un- 
loaded, and it spread rapidly eastward, igniting 
the upper works of the steamers and 
900 bales of jute, 1,200 bags of rice, 
aud other freight. The steamers were protected 
for a while by streams of water turnéd on them. 
Then the Louisiana was drawn out of. danger 
and towed to the Battery. The New-Orleans 
was pulled away later, badly scorched, and was 
taken to the Jersey Flats. The fire was not 
checked until it had destroyed the corrugated 
iron roofof the pier, a quarter of its woodwork, 
and almost all the freight. The losses, which are 
insured, are: On the steamers, $12,000; on 
freight, $45,000 to $50,000, and on the pier, 
$30,000 to $32,000. The loss on cotton is com- 
puted at a third of its value. 
Seana eee 
THOMAS STARR KING'S REMAINS. 
From the San Francisco Examiner, Jan, 22. 
Considerable speculation is being in- 
dulged in as to the disposal of the Rev. Thomas 
Starr King’s remains, should the Unitarian 
church property on Geary-street, which is of- 
fered for sale, be disposed of. The sale of the 
property is in the hands of a committee of the 
church. and the remains will have the most im- 
portant consideration. It is stated that they 
will never be rémoved without the consent of 
the deceased’s relatives in this city. 
oe 


THREE CORONERS IN A RACE. 

An unknown man, supposed to be a tramp, 
was killed on the Hudson River Railroad be- 
tween Tarrytown and Irvington yesterday after- 
noon by the Poughkeepsie express. The Coro- 
ners of Yonkers, White Plains and Sing Sing all 
received notification of the accident from their 
friends, and had an exciting race for the “ case.” 
The Yonkers man won. 

ILO BIEL EISES 
PERSONAL INTELLIGENCE. 


J. H. Millard, of Omaha, is at the Fifth- 
Avenue Hotel. 


United States Treasurer Conrad N. Jordan 
is at the Gilsey House. 


Prof. 8. P. Langley, of Allegheny, Penn., 
is at the Brevoort House. 

Lieut. de Rizo Rangabé, of the Grecian 
Army, 16 at the Victoria , 


| NEW-YORK &TO 


. EXCHANGE 
QUOTATIONS, | 


To the Editor of the New-York Timee: 

A few weeks ago I called attention to the 
proposed arbitrary dealings of the Stock Ex- 
change with the Commercial Telegraph Com- 
pany, The Governing Committee of the Ex- 
change, soit was said, were ready to grant the 
exclusive privilege of the stock quotations to the 
Gould Stock and Gold Company. 

Tam glad to see that my strictures were fully 
and still more graphically corroborated by Mr. 
Bruns, a member of the Stock Exchange, whose 
statement was published in Tae Times on Fri- 
day last. It is but fair to state that, as far 
as is known, the majority of the members 
of the Stock Exchange are of Mr. Bruns’s 
opinion. As forthe Governing Comittee tho 


matter 1s uncertain, That they are divided is, 
of course, natural. But how the division stands 
is problematical, A curious argument is made 
hy some of these gentiemen, which is this: That 
Mr, Jay Gould could be trusted with an exclu- 
sive contract to give the quotations, because it 
would then be to his persopal interest to protect 
the Exchange, This argument is supported by 
the old fable that the wolf is the safest pro- 
tector of the lambs because he is proverbially 
fond of mutton. 

By-the-bye, Mr. Gould, according to a dispatch 
in THE TMEs, is just now giving his benevolent 
attention to the South. @ was contemplating 
the beauties of the Mississippi River and its 
banks, He even asked how much it would cost 
to bridge the river at New-Orleans, and it is re- 
ported that when the amount—I believe a milllon 
or so—was named, he fell into, not the river, but 
a brown study, and was silent, That great man 
was most likely thinking of a much greater en- 
terprise. Now, it is well known that the Missis- 
sippi, during portions of the year, runs very low. 
Mr. Gonld might, in his brown study, have con- 
templated the advisability of “ Walering the Mrs- 
sissippi.* There is no engineer in the world 
s0 competent as he for a work of that nature. 
But to come back to the Stock Exchange, there 
are really several very impoitant poiuts to be 
cousidered, In the first place, the inembers of 
the Exchange are brokers wlio do the business 
for milhons of people. Full publicity of the 

uotations is the gist of the business in which 
the public who give the. orders to buy ahd sell 
are chiefly interested. Therefore the very fact 
that one company alone should have the sole 
monopoly of these quotations is, to say the least, 
& preposterously arbitary infringement on the 
rights ofthe pnblic, who do business through their 
brokers. Twistit- and turn it as you may, it 
simply gives a monopoly to the Gould and Stock 
Company to the injury of the public. Again, as 
a matter of simple prudence, or in a business 
sense, suppose the one remaining ticker breaks 
or gets ont of order—cases of that kind happen 
frequently—then the outside public is fu the dark 
as to what is going on in the Exchange. Second 
ly, can any one deny that a check on stock quo- 
tations is of the highest importance? Only see 
what happened yesterday, The2o'clock London 
quotations were thus reported by the Gold and 
Stock Company and the News Agency respective- 


ly 
Gold and 
tock. 
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Now, one of these quotations was necessarily 
false, and one of these quotations was a check 
upon the other, which prevented great mischief, 
and as the matter is about to be investigated we 
shall then see which was right and which was 
wrong, apd also where the cat was in the meal. 
Thirdly, during the last four years the Commer- 
cial Company had the privilege of the floor, and 
when that company was admitted it was con- 
ceded that it was necessary to the Stock Ex- 
change and the public to have such a check. 
This telograph company also made a contract 
with the Stock Exchange and paid $18,000 a 
gage for the privilege, on the faith of which 
t expended a million doliars in this 
and other cities, And the real question 
is not only one of policy for the 
Stock Exchange, but can the Stock Exchange 
now destroy utterly and absolutely a million 
dollars’ worth of property that was bought and 
paid for on the strength of a contract made 
with the Exchange? 

The equity, as Mr. Bruns has it,is decidedly 
on the side of the Commercial Telegraph Com- 
pany. And I would most assuredly have used 
my pen as strongly against the Commercial as I 
do against the Gold and Stock Company had the 
former dared to have asked for an exclusive 
right. It is, of course, for the Stock Exchange 
and the public’s protection to have the two com- 
panies on the floor; and also, if any one of these 
companies infringes upon the rules of the Ex- 
change, that a full opportunity be given it 
either to vindicate itself or have the facts 
proved against it. But not by a star chamber 
system, asit is alleged it was to be done. An 
onen, face to face investigation is the only thing 
that the great pubfic will indorse. All otber 
arbitrary measures will most surely be highly 
detrimental to the hitherto justly fair standing 
of the greatest money mart of the world. The 
Stock Exchange is too great an institution to 
seek the favor of one great operator, be his 
wealth even a hundred million dollars, to the de- 
triment and good-will of the public at large. The 
Stock Exchange should also remember, that all 
kinds of monopolies are just pow odious to the 
people, and it would indeed be unwise to butt 
against public opinion, J. 8. MOORE. 

NEW-YORK, Saturday, Jan. 29, 1887. 


ert 
FOUR YOUTHFUL HIGHWAYMEN. 

Nrew-Brunswick, N. J., Jan. 29.—The 
police are looking for a band of young highway 
robbers who attacked George Geler, a Jewish 
peddler, in the open road at 12 o'clock to-day. 
The assault occurred on the River Road, near 
Raritan Landing, about half a mile from this 


city. The peddler was attacked in the tradition- 
al style by a good-sized boy,and when he defended 
himself, the others jumped out from the side of 
the road and began beating him with clubs and 
stones, Finally one of them tripped him up, 
aud then, while two of the boys pinioned his 
arms and another held a knife at his throat, the 
fourth ransacked his pack. The pedidler did not 
dare to cry out, as the boy with the knife threat- 
ened to kill him if he did. 

Before the lads had gathered their spoils to- 
gether Morris Gibbous, a young man, who was 
passing down the road, saw the occurrence, and, 
rushing to the man’s. assistance, frightened 
away his assailants. Geler’s face was a masse of 
blood, and his head was terribly beaten. The 
police were summoned by telephone, and Geler 
was carried to headquarters, where his state- 
ment was taken. 

The rolice have as yet found no clew to the 
identity of the boys, 
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A TERRIBLE LIFE STORY. 


An autopsy was made yesterday at the 
Brooklyn Hospital on the bodies of Mrs. Catha- 
rine Baker and her reputed husband, William 
Murphy. Death in é¢ach case was due to acute al- 


coholism. Mrs. Baker was the daughter of re- 
spectable parents. Her maiden name was Cath- 
arine Freund. Her father, Capt. James Freund, a 
tew years ago kept a hotel at franklin and India 
streets, Greenpoint. About five years ago she 
married Capt. John Baker, who is at present 
master of one of the Lorillard yachts. She was 
then a handsome and attractive woman. She 
soon became dissipated, and, after vain attempts 
to reform her, Baker about two years ago ob- 
tained a separation. Since that time she had 
found shelter in station houses witb her child, 
and finally went to live with Murphy in the 
filthy basement on Rodney-street, where she 
was found dead on Friday. She and Murphy 
will be interred in the Potter’s Field. 
Sra 
SIX MONTHS FOR LYNCHING. 

CUMBERLAND, Mda., Jan. 29.—Michael F. Ma- 
lone was to day sentenced to six months 1n jail for 
the part he took in the lynching of David Johnson, 
an insane man, who had murdered Edward 
White, The murder and lynching occurred 
in September. Johnson shot White with a 
shotgun. That night he was taken out of 
the lockup and hanged froma bridge. Afterward 
his body was taken down and kicked over the rocks 
into the creck below. Four men were charged with 
participating in the crime. The trial created in- 
tense interest. The religious feeling between the 
Protestants, who testified for the State. and the 
Catholics, who testified for the defense, was bitter. 
All were acquitted except Malone. His sentence is 
considered very light. 


Sete eeeen 


ha diapiacmpalitliatinsiatns 
MORE MONEY THAN WORK. 

Burrato, N. Y., Jan. 29.—R. H. Sliker, ex- 
Commissioner of Public Buildings, was to-day con- 
victed of misconduct in office,in certifying to a bill 
of Contractor John P. Allen, amounting to $84, for 
work that had net been performed. Sliker’s coun- 
sel will move for & new trial. 

i ne ee 
THEY WILL RIDE FREE. 

PHILADELPHIA, Jan. 29.—The conference be- 
tween the officials of the Reading Railroad Company 
and the locomotive engineers and firemen in refer. 


ence to the latter being given passes to ride to and 
from their work has resulted in the company grant- 
ing the request. 

ee 


TROUBLE AT NEWPORT NEWS. 
Fortress MONROE, Va., Jan. 29.—A large 
party of colored men, armed with sticks and stones, 


raided the pier at Newport News at 1 o’clock this 
morning and drove olf men loading the Old Dominion 
steamer. 

ne 


OBITUARY NOTES. 
Chauncey R. Weeks, a prominent citizen of 
Carmel, N. Y., died suddenly yesterday aged 74 


years. Herepresented Putnam County in the As. 
sembly in 1848 and again in 1857. 


Dr. William Thorndykem, @ prominent physi- 
cian of Milwaukee, Wis., died yesterday of typhoid 


pneumonia. He was 4 graduate of Harvard College, 
and served as a Surgeon during the civil war. 


Dr. Silas Emelyn Stone, a prominent physician, 
died at his residence in Walpole, Mass., yesterday, 


sees a aners nee. pa Stone ost asa +H Freon 
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CITY AND SUBURBAN NEWS 
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NEJSV-YORK. 
“L. G. T.”—Lewis Lyon. 


“J. J. D."—The President of the United ° 


States, 


St. Cecile Lodge, No. 568, F. and A. M., 
will confer the second degree Tuesday next, at 
1:30 P, M., in Tuscan Room, Masonic Temple. 


The choir of Grace Chapel, Fourteenth- 
street, between Fourth and Third avenues, will 
hold its third anniversary service this evening. 


One hundred students, representing 30 
different tribes, will fllustrate the work and 
methods of the Carlisle Indian School Friday 
evening at the Academy of Music, 


A party made up of members of the New- 
York Athletic Club and the Seventh Regiment 
will visit the Park Theatre on Monday night, 
Feb. 14, to see Harrigan’s new play. 


Munczi Lajos, the violin virtuoso; Prince 
Paul Esterhazy’s Gypsy Orchestra, the storming 
of Constantinople, and Ajeeb, the chess autom- 
aton, are among the mauvy attractions at tne 
Eden Musée. 


“Our Perils and our Duties” is the sub- 
ect cf a lecture to be delivered by the Rev. Dr. 
ohn Hall Tuesday night in the Charles-Street 

United Presbyterian Church, between Waverley- 
place and West Fourth-street. 


The Rey. Dr. Charles S, Robinson will 
continue his course of lectures on “ The Creation 
of the World” this evening, at 7:45 o’clock, at 
the Madison-Avenue Presbyterian Church. Fit- 
ty-third-street and Madison-avenue, 


The Amaranth Society of Brooklyn will 
play “ The Two Orphans” on the evening of Feb, 
Oat the Academy of Music in this city, under 
the auspices of and complimentary to Morton 
Commandery, No. 4, Knights Templar. 


The Inman steamship City of Chicago, 
which arrived yesterday from Liverpool, brought 
among other passengers the Rev. Sylvin Gillet, 
George 8. De Gruchy, Philip Le Gros, Dr. Hoag, 
Capt. Town Stead, and James A. Clough. 


The Cunard steamship Gallia, which sails 
this morning for Liverpool. will take out among 
other passengers Admiral Sir Edward Ingletield, 
Francis A. Vouillon, Richard Ranage, B. C. Mol- 
loy, member of Parliament, and James P, Lowrey. 


The schedules in the insolvent assign- 
ment of Oscar Moser, dealer in Bohemian glass- 
ware, were filed in the Court of Common Pleas 
yesterday. They showed liabilities of $8,521, 
nominal assets of $6,027 51, and actual assets 
ot $1,807 72. 


Palestine Commandery will give its ninth 
annual reception and charity ball Feb. 8 at the 
Metropolitan Opera House, The fraternity 
should bear itin mind, as the proceeds of the 
sale of tickets will go to the building fund of the 
asylum for the widows and orpbans of their 
brethren, which will before long be built. 


John W. Kay, of Winchester Post, No. 
97.G. A. R., bas written a letter to the grins 
conference of commanders and delegates of the 
posts of New-York and Kings Counties declining 
toallow his name to be presented before the 
coming department encampment at Albany as 
candidate for Department Commander of the 
Empire State, 


In order to aid the work of the Honse of 
the Holy Comforter, or free home for incurable 
woinen and children, No. 355 West Twenty- 
third-street, a concert will be given at Steluway 
Hall Tuesday evening, Feb. 8. by the Kopler 
Ladies’ Quartet and the Urania Glee Club. Miss 
Dora Voleska Becker, the young violinist, will 
also give some selections. 


The Rev. A. F. Schauffler will condnet a 
Bible Class, for the study of the International 
Sunday School Lessons, in the Sixteenth Baptist 
Church, No. 257 West Sixteenth-street, Wednes- 
day evening, Feb, 2. It is proposed to continue 
the class weekly for the accommodation of teach- 
ers and Bible students on the west side of the 
city, and it will be undenominational in char 
acter. 


John H. Smith, who lives near Nanuet, 
Rockland County, was arraigned before United 
States Commissionar Shields yesterday on a 
charge of prosecuting a fraudulentclaim against 
the Government. He has been receiving a pen- 
sion of $10 a month for disabilities said to have 
been incurred before the war began. Smith has 
reccived some $3,000 in pension money. Ho 
gave $2,500 bail for trial. 


The latest indications are that Philan- 
thropist Wilham B. Wadsworth, who is missing 
from Brooklyn, took over $35,000 of other peo- 
Fats money with him, Alarge amount of this 

elonged to poor women whom he had met 
while collecting money for the Society for Im- 
proving the Condition of the Poor. The sums 
average $400 each. No clue to his whereabouts 
has been discovered. 


The annual French Cooks’ ball will take 

lace on Tuesday evening at the Metropolitan 

pera House. It is given for the benefit of the 
widows’ and orphans’ fund of the Société 
Culinaire Philanthropique. An afternoon exhi- 
bition of chef d’ceuvres will be given from 1 to 6 
audin the evening from 9 to 12 o'clock, The 
number of pieces to be exhibited will be larger 
than in any previous year, 


Among the passengers of the French 
steamship Le’ Bourgogne, which sailed yester- 
day for aves; were Admiral Baldwin, of the 
United States Navy; Lieut.-Commander R. E. 
Impey, Lieut. de Vaissean, Edward Henry Kent, 
Baron d’Astre de Landsberg, Abbe Polydore 
Moreau, Anson Phelps Stokes, James Graham 
Phelps Stokea, Dr. E. B. Ward, Ward de Lancey, 
and George Henry Warren. 

Elias P. Winans, a member of the Produce 
Exchange and of its gratuity fund and the com- 
mercial representative of the Associated Press 
for many years, as well as commercial editor of 
the 7ribune for 10 years, died at his house, No. 
47 East Sixty-aeventh-street, yesterday. He had 
been ill since last July. Mr. Winans was a fa- 
vorite in the Exchange as well asin the frater- 
nity of which he was so long a member. 


The annual fancy dress and masquerade 
ball of the German Liederkranz will occur Thurs- 
day night, Feb. 10, atthe Metropolitan Opera 
House, The splendid unditorium of this theatre 
affords ample opportunity for the display of the 
magnificent pageants and tableaus which arejthe 
distinguishing features of this occasion. These 
processions and festivities will this year be more 
numerous and more gorgeous than ever, Every 
box has been taken. 


The audience in the Madison-Square Gar- 
den at the matinée yesterday was the largest of 
the season. Nearly every schvol in the city sent 
its scholars, so that there was a perfect jam, 
and, much to the regret of the management, 
over 5,000 children had to be turned from the 
doors. It was the greatest day of the season hy 
all odds and the multitude of juveniles enjoyed 
themselves immensely. It was the first “school 
day” and the success was beyond ali calcula- 
tions. 


Judge Lawrence, in the Supreme Court, 
yesterday handed down a decision directing 
John Baird, the old Scotch engineer, to pay to his 
wife, Elizabeth F. Baird, the sum of $50 each 
week pending the disposition of his suit for an 
annulment of his marriage. The payments are 
to be made from Aug. 15, 1886. Mr. Baird isalso 
to pay all of Mrs. Baird’s bills for household ex- 
penses during the past two months, and to pro- 
tect her in the payment of other bills. She is to 
remain in the house, No. 324 Lexington-avenue, 
until April 1. 


The new Ninth-Avenue Bank will be 
opened for business on March 1 at No. Q22 
Ninth-avenue, near Fifty-ninth-street. The bank 
has been organized with acapital of $100,000. 
The officers are: President—William H. Bell- 
amy; Vice-President— Michael Steinhardt; 
Cashier—Samuel D. Patterson; Directors—EHlls- 
worth L. Stryker, John J. Bowles, Charles E. 
Schuyler, Justicé Leo C. Dessar, Charles J. 
Dobbs, T. F. Secor, Jr., W. J. Merritt, Lessar 
Steinhardt, John Quinn, J. H. V. Arnold, W. C. 
Jones, William H, Bellamy, Garrett Roach, and 
Leopold Peck. 

A course of four lectures in aid of the 
American School of Classical Studies at Athens 
will be delivered at Association Hall, Fourth- 
avenue and Twenty-third-street, on the Saturday 
evenings of February under the auspices of the 
Archeological Institute of America, New-York 
Society. Dr. Charles Waldstein on “The Study 
of Greek Art,” Prof. Basil L. Gildersleeve, of 
Johns Hopkins, on “Sappho;” Prof. Augustus 
C. Merriam, of Columbia, on “The Recent, Dis- 
coveries at Epidaurus and Athens, and the Faith 
Cure Among the Ancients,” and Prof, W. W. 
Guodwin, of Harvard, on “Study and Explora- 
tion in Greece,” will lecture in the order named, 
Dr. Waldstein beginning on ag tg evening. 
Tickets for the course, $5, may be obtained of 
Charles Scribner's Sons, No. 473 Broadway. 


—— 
BROOKLYN. 
Mansfield Post, G. A. R., has arranged for 


a Logan memorial service, to be held in Grand 
Army Hall, iu Bedford-avenne, this evening. 


President Howell, of the Bridge Trustees, 
denies thestatement that he isto resign torun for 
the Mayoralty next Fall. He is opposed to+the 
plan of a three beaded commission. . 


The members of the Kings County Bar 
Association tendered a dinner to ex-Judge G. 
G. Reynolds a few daysayo, butyesterday Judge 
Reynolds felt compelled to decline the proffered 
honor. 


A horse belonging to jockey Samuel H. 
Garrison ran away yesterday afternoon on 
Flatbush-avenue, Brooklyn, and caine in contact 
with a dirt eart, at the Long Island Railroad 8ta- 
tion. The shaft pierced the animal's chest, kill- 
ing him instautly. He was valued at $3,000, 


During the holidays the dry goods tirm 
of Wechsler & Abraham, of Brooklyn, com- 
plained to Postmaster Hendrix that some one 
was stealing letters mailed by them containing 

ostal notes for various sums of money. An 
investigation failed to produce the thief, but 
yesterday the firm discovered him in the person 
of Martin Creamer, their own mail carrier. 


Jacques Reiffurth was a member of the 
Bankers and Mérchants’ Alliance, of this city, 
an insurance organization, when he committed 
suicide, in May, 1885. The alliance refused to 
pay his policy, becausé he had broken a law of 
the society by taking his life. His widow 
brought suit, which was referred to ex-Judze 
Gilbert. Yesterday he rendered a decision giv- 
ing the plaintiff $2,200 and costs. 


Hugo Von Ulrich Davey left his wife 
Henrietta in New-Orleans seven yeurs ago, and 
took his two children with him, he wite ob- 


tere ier a, a Rep eat 


where she fonnd the IHttle ‘ones in the school o 
the Sisters of St. Catherine’s Church. Yesterday 
she began suit in the Supreme Court to obtain 
possession of them, as the Louisiana court had 
awarded them to her. 


Oscar F, Hawley employed 200 men at his 
box factory on Kent-avenue, Brooklyn, and sus- 
tained a pay roll of $3,000 a week. Yesterday 
he began the transfer of his factory to this city. 


| He could make no money in Brooklyn. His 


troubles were caused by the strikes of last 
Spring, which caused him to lose several big 
contracts, Before the strikes 70,000 boxes were 
madein Brooklyn every day, while at present 
not 5,000 are manufactured. 

The extensive box factory of Oscar F. 
Hawley on Kent-avenue and Rodney-street, 
Brooklyn. will suspend operationsin a few days, 
throwing over 200 workmen out of cra ploy Oe 
Two years ago the hands went on strike, which 
proved very damaging to the firm, and led to an 
assignment. This caused the loss of a contract 
for 15,000 boxes a day for the Standard Oil 
Works, and since then the output has been only 
5,000 boxes a day. Yesterday men were remov- 
ing the machinery to Hawley’s New-York estab- 
lishment. It is said that the property, valued at 
$120,000, wil: besold at auction. 


——— 


WESTCHESTER COUNTY. 


A railroad about two and a half miles in 
length is to be built between City Island and 
Bartow. a station onthe Harlem River branch of 
ov New-York, New-Haven and Hartford Rail- 
road. 


Mr. A. L. Babcock, the Chief Clerk at 
Sing Sing Prison, has been appointed by the 
Civil Service Commission one of the examiners 
of applicants for positions in_ the prison in tho 
place of the Hon. Henry C. Nelson, who has re- 
signed. 

At the opening of the Special Term of the 
Supreme Court at White Plains yesterday morn- 
ing the death of Samuel E. Lyon, a former proii- 
nent member of the Westchester County Bar, 
was announced and a committee was appointed 
to draft suitable resolutions of regret and sym- 
pathy with his family. 


V— 
THE GIRL WAS MURDERED. 

Olive Collins, a pretty girl of 19, died 
Friday night in the apartments of Mrs. Louisa 
Filkins, at No. 35142 Bowery. The girl was the 
daughter of an actress belonging to the Louie 
Seymour Stratton Theatre Company, now at 
Matawan, N. J. She sang in concert gardens, 
and a week ago she left Schuck’s Garden, at 
Bridgeport, Conn. Mrs, Filkins, who is a waiter, 
bécame acquainted with Olive and ber mother 
last Summer, and since then Olive has lived with 
her when she was in town, 

Mrs. Filkins says that Olive has been intimate 
with a comedian named Clarke, She was ailing 
when she came to Mrs, Filkins’s home, and was 
very ill on Thursday. Dr. John F. Sherman, of 
No. 64 East Third-street, was consulted. He 
discovered proofs of malpractice, but aid not 
take the precaution of having a Coroner sum- 
moned to take the girl’s dying statement. He 
says that she said nothing to incriminate any 
one, except that she had drank gin “ with some- 
thinginit.” Among the girl’s effects were bot- 
tles that had contained ergot of rye, An autopsy 
was made yesterday, and confirmed the doctor’s 
diagnosis. : 


ee 
NEW BRANCH POST OFFICE, 

The new branch of the New-York Post 
Office, on the southeast corner of One Hundred 
and Twenty-third-street and Eighth-avenue, (to 
be known as Branch J,) will be open for the 
transaction of business on Feb. 1. Money orders 
may be procured and letters registered at the 
new Office, stamps may be purchased and ordi- 
nary mail matter deposited there for dispatch. 
Owing to unexpected delay in obtaining the 
necessary fixtures and furniture no deliveries or 
collections by carriers are yet practicable, but 
the additional force will, it is expected, be placed 
on duty about Feb, 15. In the meantime the 
district will be served by carriers of Branches L, 
M, and G. as heretofore. The new branch office, 
when in full operation, will prove of great ad- 
vantage to residents in that portion of the city, 
who will receive the benefit of earlier and more 
frequent collections and deliveries than the Post 
Office has hitherto been able to provide. 


cuviernch-penintiiaietio-tie tobe coal 
TIRED OF LIVING. 

A poorly dressed man about 25 years old 
registered Friday night as Joseph Roehm at 
Harty’s Hotel, No. 388 West-street. Yesterday 
afternoon an odd noise was heard in Roehm’s 


room. The door was opened by the lodger in re- 
sponse toarap. His appearance was frightful, 
as blood from a wound of his right temple coy- 
ered hig head and shoulders. Roehm was taken 
tothe 8t. Vincent’s Hospital. where he soon 
died. He had shot himself with a Colt’s revolver, 
In his pockets were found some tobasco, a knife, 
and a memorandum book, on a leaf of which was 
written: “TI am tired of living; let me sleep for 
ever. Good-bye.” 


Sa 


IDLEYS, 
Grand-st., New-York. 


HAN DKERCHIEFS. 


8,000 DOZEN LINEN HANDKERCHIEFS, 
THE ACCUMULATION OF SEVERAL MILLS 
DURING THE PAST YEAR. 

These goods are subject to mannfacturers’ imper- 
fections, such as slip stitches, irregular borders, and 
misprints, 

MEN’S ALL LINEN, HEMMED, FULL SIZE, 
5c., 7c., 9e., 1242c., and 15c. each. 

MEN’S ALL LINEN, HEMMED, WITH COL. 
ORED BORDERS, 10o., 1219¢., and 15c. each, 

MEN’S ALL LINEN, HEMSTITCHED, PLAIN 
WHITE, 12ac., 1ldc., 20¢., and 25c. each. 

LADIES’ ALL LINEN, HEMMED, WITH COL. 
ORED BORDERS, 4c., 50., and 60. each, 

LADIES’ ALL LINEN, HEMSTITCHED, 
PLAIN WHITE, 12120c., 15c., 18c., 20c., and 256, 
each. ‘ 

LADIES’ ALL LINEN, HEMSTITCHED, WITH 
COLORED BORDERS, 8c, and 100. each. 


CUSTOMERS WILL PLEASE EXAMINE 
THE ABOVE CAREFULLY BEFORE PUR. 
CHASING, THE PRICES BEING ABOUT 
ONE-THIRD THEIR REAL VALUE. NO 
EXCHANGES CAN BE MADE. 


WHITE GOODS. 


ALL ENTIRELY NEW. 
Latest and Choicest Patterns, 


CORDED PIQUES, 56. and 6c. a yard. 

APRON CHECKS, 7c., 8c., 10c., 120., 146. a yard. 

WHITE LACE STRIPED LAWNS, 126., 150., 
18¢., 22¢. a yard. ’ 

NAINSOOK CHECKS AND PLAIDS, 106., 12c., 
14c., 16c., 18¢., 21c. a yard. 

LACE AND SATIN STRIPED AND CHECKED 
PIQUES, 7¢., 9¢., 10e., 120., 15¢., 180. a yard. 

BLUB AND WHITE LACE (ZbPHYR 
STRIPED) at 6c. a yard; well worth lic. 

VICTORIA LAWNS, 8¢., 10c¢., 12%20., 15c., 18¢,, 
20c., 26c. a yard. 

INDIA LINENS, 16o., 18c,, 200., 250., 28c., and 
35c. & yard. 


JEWELRY. 


AN IMPORTER’S STOCK OF 


JEWELRY AND FANCY GOODS, 


CONSISTING OF 


Lace Pins, Ear Drops, Bracelets, Hairpins, 
Belt Buckles, Cloak Clasps, Hat Pins, 
&o, &, &eo, 


ALL ON CENTRE TABLE, JEWELRY DE- 
PARTMENT, 


mpage At (0c. a Dozen. 


FINER GOODS WILL BE SHOWN at from 
6o. to 250. éach. 


EDW. RIDLEY & SONS, 


309, 311, 811 1-2, to 321 Grand-st., 


. 56 TO 70 ALLEN. 59 TO 65 ORCHARD ST. AX. 


DO 
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LOSSES BY FIRE. 


oo : 
A thrée-story building at Houlton, Me., owned 


6 Stevi tate, was damaged by $re Friday 
a nt barter of about Bawa he priuci- 
losers are Jackins & ef, boots and shoes, 
Se pu ee IG is 

De 000. ex- 
vent of O00. Fhe ieee the tenants are about 
$2,000; insurance small. heer 6 

Fire yesterday at Bracebridge, 0, de- 
stroyed Ainan's photographic ate and dwelling, 
as tive tal h 7 ~44 a Warere _ hates 

D 6 telegraph office, 
sto! . the Pos: Office. and the Odd Fellows’ lodge 
room. The loss is $15,000; insurance, $9,000. 

A fire broke out yesterday in the residence of 
Wright Duryea at Glen Cove, Long Island. and the 
building, which is valued at $20,000, ee 
caped deatruction. The bees y done amounts to 
about $1,000, which is covered by insurance. 

The — we ounen SS mas bn A a 

iY Ns mn. and opera 
William "Preston & eon st Philaiteiphia, was ae. 
stro re er with conten . 
Gay mote ng. Tae BP5,000 to $13,000. wi 

The agricultural and railing department of E. 
G. Smyser’s Variety Iron Works at York, Penn., 
was destroyed by fire yesterday, Loss, about 
$30,000; fully insured. Many valuable patterns 
were burned, 

A large aweliing house, owned and occupied 
by T. F, Bowo, at Bradford, Mass.. was burned yes- 
terday, The furniture was saved in a damaged 
condition. The loss js $4,000; insured, 


INDIANA SWINE BREEDERS. 
INDIANAPOLIS, Ind., Jan. 29.—The Indiana 
swine breeders discussed at their annual meeting 
yes means of protecting their herds from 
cholera. Statistics were presen showing that 
during the laat ha} the Josa in this State alone from 
the ravages of the disease amounted to over $4,000,- 


OUTGOING STEAMSHIPS. 


TO-DAY, (SUNDAY,) JAN. 30. 
Mails Close. 
Australia, Hamburg........ 
Gallia, Liverpool........- aes 
Tower Hill, London. ..,... 
Vidette, Mobile 
Warwick, Avonmouth sncadee 
MONDAY, JAN, 31, 
Eureka, New-Orleans aaaketen 
TUESDAY, FEB. 1. 
Chattahoochee, Savannah. . 
City of Chicago, Liverpool. 
he of Mies Aspinwall....10:00 A. M, 
evonia, W.. 4¢ sidkeceula 
Elsa, elise 
Martello, Hull se ay 
Wyoming, Liverpool ee 
: WEDNESDAY, FEB, 2, 
Ailsa, Kingston......-..-. -- 9:00 A. M. 
Helvetia, London 
Saale, Bremen 
State of Texas, Galveston.. 
Utopia, Genoa 
THURSDAY, FEB. 3. 
Britannia, Marseilles 
Cientuegos, Cienfuegos.... 1:00 P, M, 
City of Puebla, Havana.... 1:00 P. M. 
City of Atlanta, Charleston. 
City of Augusta, Savannah. 
Moravia, Hamburg 
Orinoco, Bermuda 
Republic, Liverpool 
RB 


INCOMING STEAMSHIPS, 


DUR TO-DAY, (SUNDAY,) JAN. 30. 
Alene, Navassa, Jan. 22. 
Arizona, Liverpool. Jan. 22, 
Aurania, Liverpool, Jan. 22, 
Britannia, Naples, Jan. 8. 
Edam. Amsterdam, Jan. 15, 
Py Liverpoo!. Jan. 17. 
La Bretagne, Havre, Jan, 22. 
Llandaff City, Swansea, Jan. 15, 
Nederiand, Antwerp, Jan. 1& 
Orinoco, Bermuda, Jan. 27. 
Republic, Liverpool, Jan. 20 
Saale, Bremen, Jan. 19. 
Taormina, Hambure, Jan. 13. 
Thingvalla, Copenhagen, Jan. 12. 
Warwick, Swansea, Jan. 15. 


DUE MONDAY, JAN. 31, 
Athos, Port Limon, Jan, 22. 
Niagara, Havana, Jan. 27. 

DUE TUESDAY, FEB. -. 


Illinois, Antwerp, Jan. 19. 
Moravia, Bamberg. Jan. 17. 


: DUR WEDNESDAYS, FEB, 2, 


Canada, London, Jan, 20. 
Colon, ‘Aspinwall, 4. 


Veasels Sail. 
130 A. M. 
8:30 A, M. 


3:00 PB. Mf. 
8:00 A, M. 
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RERKRERS 


HOW. RIDLEY & SONS 


: 0 4 Bay, I 
| DUR THURSDAY, FEB. 3. 
1 Jamaica, Jan. 27. 
fara, Hamburg, Jan, 20. 
State of Nevada, Glasgow, Jan. 21. 


MINIATURE ALMANAC—THIS DA 


HIGH WATER—THIS DAY. 


Pp. M. Pp. M. 
Sandy H’k.11:18! Gov. Ial’4.12:07 | Holl G 
IP ee me 


NEW-YORK..,.....SATURDAY, JAM, 29. 


OLEARED, 


Steamships Fran Bennett, Portiand 
Hall: K. ¢-. Kuight, Chichester, Ales iw an 
Georgetown, Thomas W. Wigntman; H. PF. Dimock, 
Hallett, ton, H. F. Dimock; Richmond Hill, (tse., 
Hyde, London, Henderson Bros.; Richmond : 
Newport News and West Point,Oid Dominion Steam 
ship Co.; State of Texas, Willlams. Key West and 
Galyeaton, C. H. Mallory & Co.; Slavonia, (Ger) 
Schmidt, Stettin, Copen ,&o., Kunhardt & Co, 
Gperakes,. Doane, Charleston and J 
William P. Clyde & Co. ; Gager, New. 
eans, Samue] H. Seaman; San Ma Burr: 

avana, James KE, Wari & Co.; rs 
bile, Bowring & Archibaid. Re 
en Habitant, Potter, Antwerp, J. W. 

0, 


ee a 


ARRIVED. 


Steamship Panama, (Span.,) Alcantera, Havana 
ds., with mine. and passengers to Munoz & Es 


prielia. : 
Steamship City of Chicago. (Br.,) Watkins, Liver. 
pool and Queenstown 11 ds., w Uh mulse. and’ passeae : 
gers to Petar Wright & sons. : 
Steamship George W. Cl Holmes, San D 
go City via Turk’s Island 13 da, with mdge. an 
sengers to William P. Clyde & Co. : 
i) ship C . Hopkins, La Guayra 
coa 10 ds., with mdse. and passengers to 
Bliss & Dallett, y 
Steamship Chattahoochee, Catharine, Savannal 
ds., with mise. ud, Raapongers to Henry Yonge, fr 
— ‘wing, New-London, to Bas 
roe, ee 
Ship Oneonta, (of Liv 1) an, AD : 
dg., with iron empty " eA 
J ghip Tiszie sad % ie,(Ger.,) Geerdes, Ham 
2zie and Eugenie, (Ger., . 
OS da. with mdse. to order—vessel to Mheotore Bat ie 
er oO. ‘ 
° Ship Charger, (of Boston,) Connolly, Calon 
8, with mdse. to, order—vessel to Vernon H. 


Co. , 
WIND--Sunset, at Sandy Hook, fresh, N. yt 


ing and foggy; at City Island, light, N, E. 


ee 
SAILED. , 
Steamships Pennland, for Antwerp; La Bourgogag 
Tecate may 


for Havre we, for Leghorn; Flam 
for Windward islanda; San Mar for H : 
State of Texas, for Galveston; Old Dominion, Lae 


Richmosa; lahassee, for Savannah; Sensi 
for Wilmingtan, N.C.; Richmond, for New 


News. 
Ships Hilaria, for Yokohama; Charles 8. Whitney, 
f London. 


‘or 
Bark Trinita, for Las Palmas. 
Fens ben Leng Island aes ‘ 
mships Newcower, for Avenmouth; Fram 
conia, for Portland. me 


————— : ; 
BY CABLE. 


LONDON, Jan. 29.—The brig Lottie Belle, 
Capt. Murcheson, from Santos Dec. 7, for New- 
haa arr. at Barbarioes leaking badly. - 
Thesteamship Hekla, (Dan..) Cap 
from Copenhagen for New. York Jan. oo aed 
é Tne osanenal Soageee (Br.) sid. from Antwerp 
‘or New-York Jan. 27. ire 
The steamship Mount Lebanon (Br.} sid. from Pa 
lagme for New- York yesterday. Le 
he steamship Dracona, (Br..) Capt. Sangater, sid, 
from Newport for New-York to-day. ; 
The steamship Australia, (Gr.,) Capt. Mo f 
from New-York Dec. 22, arr. at Leghorn Jan. : 
The steamship Rotterdam, (Dutch,) Caps. 
from New-York Jan. 15, arr. at Rotterdam Jan, 
Theateamship Kepler, (Br.,) Capt. Fiett, 
New-York Jan. 12, arr at Avonmouth to-day, 
The Cunard Linefsteamship Umbria. Capt. 3 
Mickan. from New-York Jan. 23, fur Li 
Dapeet Factnes * 9 P.M. Lang F 
e Gene ransatiantic Line steamship 
mandie,Capt. de Kersabiec, sid. from Havre te pons ce 
York at noon to-day. ‘at 
URENSTOWN, Jan. 29.—The National Line <85 
ship Egypt. Capt. Sumner, from New-York Jan, 
for Liverpool, arr. here at 11 P. M. yeaterday, 
The White Star Line quameniy Adriatic, Capt. 
Parsell, from New-York Jan. 20, for Liverpool, wag 
signaled off this port at 11 A. M. to-day. 


Grand-street, New-York. 


INTERESTING 


SALE, 


To Housekeepers and Hotels. 


The following articles will be found the best mantfach 
ured, and the prices will speak for themselves: 


TINW ARE. 


TEA KETTLES, COPPER BOTTOMS, 210. 


BEST QUALITY JAPANNED CHAMBER 
PAILS AT 190. EACH. 


HANDSOMELY DECORATED COAL HODS 
AT 24c, EACH. 


BEST QUALITY PIECED DISH PANS AT 
THE RATE OF ONE CENT A QUART—THAT 
IS, 10 QUARTS, 100.; 11 QUARTS, llc. 


BEST QUALITY EXTRA HEAVY RETINNED 
SAUCE PANS, FULL QUART SIZE, AT 6e.; 
WELL WORTH li5c. 

POT COVERS, ALL SIZES, WITH RINGS 
AND TURNED EDGES, AT 3c. EACH; NEVER 
LESS THAN 100. BEFORE. 

COFFEE POTS AND BOILERS, 2 QUARTS, 
Jle.; 3 QUARTS, 12c.; 4 QUARTS, ldo. 

PIE PLATES AT lc. EACH. 

BREAD. BOXES, JAPANNED AND STEN- 
CILED IN GILT, 250, KACH. 

TOILET SETS IN THREE PIECES, FOOT 
TUB, SLOP JAR, AND WATER CARRIER, 890, 
THE SET; ELSEWHERD, $1 49. 

HALF-COVERED DUST PANS, FULL SIZE, 5e. 

TEA OR COFFEE CANISTERS, JAPANNED, 
50. FOR 1-POUND SIZE, 90. FOR 2-POUND. 

JAPANNED SPICE BOXES AT 190, FOR SET 
OF SIX. 

JAPANNED CUSPADORES, 6¢. EACH. 

LARGE ROUND WASH BOILERS, MADE OF 
BEST TIN, ONLY 1l5o. ‘ 

FULL SIZE OVAL WASH BOILER, WITH 
HEAVY COPPER BOTTOM, ONLY 40¢.; LESS 
THAN COST OF MANUFACTURE. 

TWO-QUART OIL CANS, WITH BLACK 
JAPANNED HANDLES AND BRASS MUZ. 
ZLE, AT 86. 


THE CELEBRATED 


ACME FRYING PANS, 


WITH PATENT ALWAYS-COLD HANDLE, 
THE MOST STAPLE OF HOUSEHOLD ARTI. 
CLES. 


1 2 3 4 5 


aces Fe. 140. 170% 19c. Zlc. 24e, ! 


The above are very cheap, and 


WOODEN 


PAPIER MACHE WARE 


PAPIER MACHE PAILS, 19. 

FULL-SIZE WOODEN PAILS, 8. 

LARGE CEDAR PAILS, BRASS HOOPS, AT 
19c.; WORTH AT LEAST 38c. 

DOUBLE ZINC WASHBOARDS, le, 

UNIVERSAL CLOTHES WRINGER, $1 69, 

CEDAR WASHTUBS, 49c., T4c, AND 89a; 
BEING 25¢. TO 50c. LESS THAN THE USU. 


PECRUB BRUSHES, 50. SHOE BRUSHES, 90. 
STEEL WIRE FLOUR SIEVES, 5e. 
FULL-8I1ZK FEATHER DUSTERS, 10 INCHES 

LONG, 50c. 

COFFEE MILLS, ONLY 22c. EACH. 

WIRE COAT HANGERS, 25c. A DOZEN. 
FINE STEEL BUTCHER'S ENIVES, 90. 
REAL BUCKHORN CARVING KNIVES AND 

FORKS, 43c. THE SET. 

LARGE KITCHEN KNIVES, WITH SOLID 

COCOANUT HANDLES, 6c. EACH. 

CAST STEEL MINCING KNIVES, WITH 2 

BLADES. ON KY To. 

NICKLE-PLATED CALL BELLS, 14s. 
COAT AND HAT RACKS, 4 HOOKS, é0.: @ 

HOOKS, 60. 

FULL-SIZE KNIFE TRAYS. 56. 


WILLOW WARE. 


PALM-LEAP LUNCH BASEBTS, 96, 

WILLOW CLOTHES BASKETS AT 346. 580, 
AND 63¢.; VERY CHEAP. 

WILLOW LUNCH SATCHELS, 15« 

WHITE AND COLORED INDIA BASKETS, 
WITH HANDLE, EXTRA LARGE, 10c. 

LARGEST PALM-LEAF MARKET BASKETS 
AT 460. AND 796; ELSEWHERE, 750. AND 
$1 25. 

ROUND AND OVAL FRUIT BASKETS ONLY 
76. 
FANCY WORK BASKETS, IN ASSORTED 
STYLES, BOTH IN COLORS AND WHITE, AT 
19¢., 240., AND 39c, 


will sell quickly. We are obliged to 


state, therefore, that orders by mail cannot be filled. Goods will be sold 


only over our counters. 


ee 


CHINA AND GLASS WARE, 


COLORED AND GLASS TUMBLERS, 250. A 
DOZEN. 
LARGE CRYSTAL FLINT TUMBLERS, 60c. A 


S2ED RED GLASS HALF-GALLON PITCHERS, 


2 LORED CELERY GLASSES, 1é6c. 


CRYSTAL PRESERVES OR COMPORTS, 470. 


A DOZEN. 


WINE GLASSES, 200. A DOZEN, 
ENGLISH CUPS AND SAUCERS, DECORAT- 


ED, AT 7¢. THE SET 


\HAMBER SETS, IN TEN PIECES, $2 59. 
SHINA FRUIT PLATES, DECORATED, 70 


BAOH,. 


MANTEL VASES, FINE QUALITY, FLOWER 
SPRAYS, 9¢. EACH. 

LARGE BRONZE LAMPS, ROSE GLOBES 
AND CHIMNEY, AND DUPLEX BURNER, $2 75. 

BRASS HANGING LAMPS, ALL COMPLETE, 
AT $2 90. 

CHINA SOAP DISHES, 
EACH. 

FINE ENGLISH DINNER SETS, 
PORCELAIN CHINA, 112 PIECES, AT 68 98, © 


DECORATED, 90, 


ee a rete ee 


309, 311, 3lls,. to 


56 10.70 ALLEN-8Tn 69 20 


oe, 


EDWARD RIDLEY & SO 


ao & 





‘ bed of the canal for some | 


distance, is held to be the boundary be- 
: | tween Nicatagua and Costa Rica. It was 
“ . i treaty of 1884 

5 se 'T’_ | proposed in the Nicaragua 
ove ore ee rear that the United States should buy a strip 
NEW-YORK, SUNDAY, JAN. 30, 1887. | of land two and a half miles wide on 
———= me each side of the canal and also astrip on 
TO MAIL SUBSCRIBERS, POSTPAID, {| the southern shore of thelake. The land 
oe Frail canins on the south side of the river and the land 
L¥,ivear, $6 00; with Sunday....67 50 | (. the south shore of the lake probably 

. Sunday....3 75 

ker or os. ee are nti 00 | belongs to Costa Rica. But no treaty was 
“X, 1 month; with or without Sunday... “ 75 | made with Costa Rica, and that country 
¥ EDITION ONLY, 1 vonr So rcents, | naturally complained. If it shall be de- 
: sak to saNiaints We have no traveling | termined that the boundary coincides with 
emit Postal Money Order, Postal Note | the river and the south shore line of the 
Fier in registered letter. Postage to For: | 11. canal treaties hereafter negotiated 


} ies, except Canada, 2 cents per copy. : : 
gas ‘ THE NEW-YORK TIMES, must be made with Costa Rica as well as 
Nicaragua. 


jute 

AA 
°s 
: 


- 


e “Bample copier sent free. New-¥ork City. 
Wess a 


NOTICES. The explanation with which the proposed 

Tar Times cannot return rejected manu- | calling out of the German reserves has been 
ia, no maiter achat their character may be. | accompanied ought to break its alarmist 
this rule no excep tion will be made with re- | character. There is enough difference in 

d to either letters or inclosures. Nor will | manipulation between the repeating rifle 
editor enter into any correspondence respect- |. 14 the single-loader to justify the careful 

| Pejected communications, All matter not preliminary drilling of troops whomay have 
peorted i@ ., f the subscription a postal | to use the former in battle. Still, no doubt 
=: oot age nig { ‘ers unless the date} an additional object is to make an 
p which the subscniption has been paidis print- | experiment in mobilizing the reserves. 
et on the wrapper. é ; The Emperor’s assurance that ‘there 
The only up-town-ofice of Txte TIMES #8 at} 511) be -10 war’ presumably means 
No. 1,269 Broadway, between Khirty-first and } sy 44 Germany will take precautions am- 
Thirty-second sireets. ple to preserve peace, Certainly the 
ine rhing Ties: Tuiey TIMES \consists of revelation that repeating rifles have been 

oP WELVE Paces. Every newsdealer is bound | manufactured in sufficient numbers to sup- 
deliver the paper in its complete form, and | ply even 72,000 of the reserves will at least 

y failure to do so should be. reported at ther] suggest to Gen. BouULANGER that he cannot 
hope to steal a march on Germany in the 


: > $ \matter of magazine guns. The imperial 
‘There has been much speculation in the policy perhaps continues to be, as during 


few days in regard to the President’s the ldet Unseen: yeara,.to insare peace by a 
tion upon the Inter-State Commerce bill. display of suitithey stherigth. 
‘As the question of the constitwtionality 


snatural that he should refer fi to the SILVER. 


_ Attorney-General for his opinion, and the} 4 review, marked by the usual care and 
“opposition of Mr. GARLAND to similar pro- | ipartiality of that journal, is published 
‘visions when he was a Senator has been} 5, tho Financial Chronicle for Jan. 22, 
‘feferred to as an indication of a possibly covering available statistics of the produc- 
unfavorable opinion. The Attorney-Gen-]{ tign of gold and silver for the calendar 
eral’s responsibility now is limited to the. year 1886, and for gold the years since 
Yquestion of constitutionality, and even if 1851; for silver since 1877, Two 
his opinions on that: point should be un-f ¢,.+, are brought out in this review; 

avorable it would.not settle the question. |... is a substantial increase in the gold 
Senators who are at least his equals as.con-\| | ,anct during last year, the other is an in- 
stitutional lawyers favored the bill, and | ...4.6 since 1872 in the silver product, and 
there are other lawyers in the Cabinet | 41, chronicle comments with some emphasis 
“capable of judging of the soundness of his | 4. the faét that while this increase in the | 
‘views. Moreover, the President is a lawyer } ,roguct of silver has gone on there has 
imeelf, and while he has not the time toy 1.07 a steady fall in the price. These facts 
ketheinvestigationonhisownaccounthe} », regarded as cumulative evidence 
is pretty sure to come to his own conclusion { 4+ how very little the actual cost of 

“in the end. We have no doubt that the} | auction has to do with the ruling 

‘President will act upon his own view both price of either metal, and those “ who 

of the-constitutionality and the expediency } | 4414 demonetize silver’ are warned that 

‘of the measure, and we have no reason t0 | +14 success of their efforts, or even the 

believe-that he will come to.a conclusion 80 } ¢,:)nr6 to remonetize it, would cause silver 


adverse as to Jead him to veto a measure } +, a1) far below the price it has hitherto 


“which had so large a Gapport in both } touched. That may or may not be true, and 
branches of Congregs and is so much de-4 4). consequences to the commercial world 


“manded for the remedy of admitted evils. } cnt or might not be so disastrous as is in 
‘He may be doubtful of the effect of some y . 14 quarters imagined. But before con- 


‘of its provisior's, as every body: is, but he | dering that question we submit to our 
‘ean hardly find, positive objections to sus-4 ..aers the figures of the Chronicle of the 


"It may relieve the minds of some of our 
‘#Pnglish friends to knew that when an Indi- 
‘ana statesman yesterday referred in the 
“House to the fact that “war had been de- 
 elared,” he got nothing by his bombast but 
‘ghearty Ilangh and a heavy vote against 
“his motion to call up the bill for the reor- 
' ganization of the army. 
eS SN 

The Yellowstone Park bill, which was 
’ passed by the Senate yesterday, has an ex- 
‘célient purpose, and there is probably no 


~* foundation for the suspicion, insinuated by 


‘one of its opponents that the contraction 
" of the limits of the park by a couple of 
miles on the north was intended to aid a 
vailroad scheme. But we should say that 
‘the lawyers of the Senate—who are in a 
good majority there—put a low estimate on 
their profession when they provide for a 
**Commissioner, learned in the law,” to 
reside permanently within the park, and to 
administer summary justice (including fine 
and imprisonment) on violators of the 
regulations, and vote for such an important 
official a salary of $1,500 a year. The 
‘duties of the Commissioner are both diffi- 
- cult and delicate, and any man capable of 
performing them well could easily earn 
four times that anmual income in .places 
more desirable for permanent residence 
than the Yellowstone. : 
CO ig Ke RRR CESARE METROGEL 
No demonstration by members of the 
clergy has probably ever produced in the 
minds of eminently moral persons more 
mortification than the Republican Senators 
must feel over the action of the colored 
Bishop and his twenty-one fellow-pastors, 
who have just thanked Mr. CLEVELAND for 
bis nomination and renomination of Mr. 
MattuHEws to office, and who have con- 
flemned the rejectionof his name by the Re- 
publican Senators as due wholly to:prejudice 
ofrace. Protestations of this sort: from rep- 
‘resentative colored men addressed to a Dem~ 
‘ocratic President must make our Repub- 
Yican Senators feel doubtful of their iden- 
tity. They who have posed, probably 
“with a good deal of sincerity, asthe real and 
only friends of liberty and the negro, who 
hawe sacrificed years of their life to profita- 
‘ble officcholding for the benefit of the 
“down-trodden blacks, who regard the race 


world’s production; for the last six years, 
thefigures for tha United States for 1886 
being based on a comparison of those of 
the ntint with those of Mr. VALENTINE, (of 
Werts, Farco & Co.): 
Gold. 
1881* 2p -n.----- ~$101,861,140 
1882._.....—..---. 98,198,175 
1883.-...- ejecennnee 93,355,805 
1884... 95,768,530 
. 99,573,645 
100,813,310 


Stiver. 
$93,000,000 
98,550,000 
101,750,000 
102,750,000 
107,100,000 
110,600,000 


Total.....-...-$589,570,605  $613,750,000 


*2 $5. 

It will be seen that this table shows a 
falling off in the production of gold for the 
first three years and an advance in the last 
three not quite equal to that falling off. It 
shows a steady advance in the production 
of silver during the whole six years, mak- 
ing the.product of 1886 nearly 19 per cent. 
greater than that for 1881. The fall in 
price in the same time has been-from an 
average of $1.138 per ounce in London to 
an average of $0.985 per ounce, or a little 
less than 15 per cent. Much the larger 
partof this decline, however, is due to the 
year 1886, and to the very low prices from 
Aprilto August of that year. Comparing 
the. average of 1881 with that of 1885, the 
fall was only 6.4 per cent. The general in- 
ference of the Chronicle, however, that the 
price has fallen as the production advanced, 
is correct. 

Whether, as the Chronicle insists, it is true 
“that nothing but remonetization can save 
it [silver] from sinking far below the price 
it has hitherto touched” we must regard as 
an open question. We think that one infer- 
ence is justifiable from the figures of the 
Chronicle—that the price of silver, since the 
degree of demonetization which has taken 
place, has not been proportionate to the in- 
crease in the production of silver. It may 
be added that the partial remonetization in 
1878 bythe United States did not check the 
fall that had set in. But what is much 
more curious is that the tendency toward a 
fall in the price of silver was sharply empha- 
sized immediately after the refusal of Con- 
gress to repeal or suspend the silver coinage 
law of thiscountry. According to the gen- 


| eral predictions, that refusal ought to have | 


produced an advance in the price. - While 
not denying that the degree to which silver 
is ‘‘monetized,” that is to say is coined into 


with such affection that they will not even | full legal tender money, may have a consid- 


gee one of 1ts representatives honored by the 
hated Pemocracy, to be told that they are 
aader subjection to the vulgar prejudice 
against a dark skin, is hard indeed. But 
" they have the consolation of knowing that | 
their course has not been actuated by any | fixed by apy degree whatever of monetiza- 


guch motive, but by the pure and patriotic | tion is an assumption and not a logical or | 


erable influence upon the current price of | 


silver bullion, we are convinced that this 
influence cannot be definitely measured, 
that it is often much exaggerated, that the 
theory that the price can be permanently 


‘desire to work the negro for all he is worth, | necessary conclusion, and that this country 


~~ and to keep him from being deluded by the } 


“treacherous Democrats, dona ferentes. 
LF RS OSTA BETES TE EIN TIO TI 


Asettlement of the conflicting claims of 
AWicaragua and Costa Rica} concerning the 


would not suffer but would gain if a hard 
limit were established to coinage of silver. 

As to the demand for and supply of gold, 
on which nearly all the arguments for the 
monetization of silver rest, we believe that 


line separating the two countries is greatly } their real extent and effect are not clearly 
to be desired, because of the manner in understood, and that they may be at any 


which the dispute affects all plans for 
“maaking an interoceanic canalon the Nica- 


time greatly modified by a development of 
the clearing house principle in such a way 


ragua route. The two countries have re- § as to make legislation based upon their 
_. ‘eently agreed to submit the question to } present condition, or assumed condition, 


President CLEVELAND for arbitration. Be- 


not only useless but mischievous. Thus 


tween Lake Nicaragua and the Pacific the | the London correspondent of the Econo- 
proposed canal wouhi lie wholly in. Nica- } miste Frangais, under date of Jan. 5, calls 


-Bive 


of gold into England were £78,430,000 
and the exports were £82,360,000, and 
he remarks: ‘*These £160,000,000 [$800,- 
000,000] have been kept traveling [exception 
being made of the needs of industrial con- 
sumption] solely to settle the filittuations of 
exchange caused by international commer- 
cial and financial operations. If,” he adds, 
‘there existed between the principal finan- 
cial or commercial centres of the globe a sys- 
tem, not difficult to establish, for the trans- 
fer of property in the precious metals, these 
millions might have rested in the vaults of 
the great banks instead of being lugged 
in one direction with the certainty of being 
shortly lugged in the opposite direction.” 
This is a mere hint of what is a fact of prime 
importance and one that may well be con- 
sidered by all who are urging definite legis- 
lation as to coinage on the assumed facts as 
to the possible use to be made of present or 
probable stocks of gold. 


HOW TO DEAL WITH SHAM 
BORERS.” 


8¢ ,A- 


Mr. McCrrapy, of the Old Dominion | 


Steamship Company, deserves well of his 
fellow-citizens. He has been enabled, by 
the exercise of good sense and of courage, 
to make several very useful precedents. 
When a strike was organized against his 
company he set an example which ought to 
be followed by all merchants and employers 
inasimilar situation. While he was ready 
to hear any grievances that the men in the 
employ of his company had to urge against 
it, he declined to have any dealings what- 
evér with men who were not and had not 
been themselves in his employ, and yet as- 
sumed to represent ‘his employés. This was 
a just and effective way of treating that 
question. He met a threatened boycott 
with the same energy and success with 
which he had dealt with a strike. The 
boycott had been so far effectual 
that various lines of steamships had re- 
fused, under threat of their employés 
and in violation of their obligations as com- 
mon carriers, to receive goods offered to 
them by his line. He brought the timorous 
managers of these lines to a sense of their 
duty by applying for a mandamus against 
them, which was issued promptly, compel- 
ling them to do what they were bound 
to do but had refused to do for 
fedr of a strike that might subject 
them to delay and inconyenience. Now 
he has brought suit against the Executive 
Board of the Longshoremen’s Association, 
charging its members with a conspiracy to 
injure his business, and claiming damages 
against them of $20,000. Of course he 
cannot collect damages from them to the 
extent of $20, but the suit will probably 
divert their minds from desires to injure 
the Old Dominion Company to desires to 
protect themselves from the consequences 
of their own acts. 

The suit he has brought against the Ex- 
ecutive Board seems to show that the sug- 
gestion made in THE TIMEs yesterday of the 
need of new laws to restrain the activity of 
the Master Workman and the Walking Del- 
egate was unnecessary. In fact, however, 
against irresponsible people like those who 
organize hopeless strikes to get money 
for themselves a criminal prosecu- 
tion is far more effectuab than a 
civil suit. A judgment against such 
@ man as QuINN has no terrors for 
him. A _ sentence of imprisonment, on 
the other hand, is something that he can 
understand, and of which he stands in 
wholesome awe. It is to be presumed that 
the Old Dominion Company has taken good 
legal advice, and has satisfied itself that a 
civil suit was more likely to be successful 


than a criminal prosecution. Nevertheless, } 


the boycott against the company seems to 
have been an indictable conspiracy. The 
case is very much aggravated by the 
fact that none of the members of the 
Executive Board has ever been in the em- 
ploy of the company. None of them there- 
fore has any legal interest in the dispute 
between the company and its longshore- 
men. Their intervention in it and their 
attempt to injure the company on ac- 
count of it is therefore malicious in law 
as it is also in fact. That is to say, 
malice is the most creditable motive 
to which their conduct can be as- 
signed. Without much doubt their true 
motive was to have the handling of the 
money contributed to the support of the 
strikers, and to reimburse themselves hand- 
somely out of the same for their own efforts 
inthe cause. It would be gratifying to 
learn that this unselfish zeal was an indicta- 
ble offense, and that a third party could be 
punished for stirring up strife between em- 
ployer and employed, and for taking sides 
in a quarrel with which he had no legiti- 
mate concern. 


MATERIALS FOR HISTORY. 

We explained some time ago the system 
by which the late Mr. B. F. STEVENS pro- 
posed toseoure for the use of students of his- 
tory a practicable catalogue of the vast mass 
of documents relating to the United States 
now in the various public and private ar- 
chives of Europe. This system has been 
presented in proper form to the Department 
of State and referred to Congress, with a 
memorial signed by a great number of well 
known names, and a committee has been 
formed to place its merits before Congress. 
It will require an expenditure limited to 
$100,000. We are confident that Congress 
could not make a better use of that amount 
of money. 

Mr. STEVENS was an American gentle- 
man, well known, not only to the scholars 
of this country, but to the State Depart- 
ment, by which he had been intrusted for 
many years with the duties of dispatch 
agent. He resided for a long time in 
London, and devoted much of his time 
to the study of the character and the loca- 
tion of the documents he proposed to include 
in his catalogue, and spent a good deal 
of money and a great deal of time in that 
work. He gathered entries of 95,000 
separate papers, relating to the period 
of twenty years from 1763, when by the 
treaty of Paris, Great Britain acquired 
title, freed from dispute, to the North- 
western Territories, down to the peace 
negotiations, closing with the acknowl- 
edgment of the independence of the 


mn 1753, This largo pum- 


+ ber 


rok a ‘i ante inebanan ie : 
portion—something more on 
those relating to this period, a fact’ that 
throws light on the vast extent of the work 
undertaken, and equally on its great value. 
It is to be remembered that these documents 
now constitute a great part, probably the 
greater part, of all the accessible preserved 
authentic material for the history of the 
early days of the American people. Mr. 
STEVENS was quite within the truth when 
he said that the work already done, with 
the advantages he had had of intimate 
personal study, large acquaintance with in- 
stitutions and officials, and, above all, the 
assistance of a trained staff of intelligent 
assistants, ‘“‘ would demand several genera- 
tions of single-handed investigation,” and 
is not likely to be ever again performed un- 
der like favorable conditions. 

It is plain that to an individual student, 
however great his capacity or his industry, 
this mass of documents, without an ade- 

ij quate index, would be to all practical in- 

} tents useless. It would be the labor of years 
simply to learn its character and the places 
in which it is distributed, whereas with an 
adequate index, not only would effective 
investigation be made much more con- 
venient, but it may be said that it would 
for the first time become possible. Such an 
index can now be had. The proposition to 
which Mr. STEVENS consented, and which is 
indorsed by the best names in American his- 
torical scholarship, is a very comprehensive 
one. It is thus stated in the memorial just 
sent to Congress by the State Department 
and printed by the Senate as Executive Doc- 
ument 43: ‘ The plan comprises in the first 
instance the indexing or cataloguing of all 
the American documents wherever they exist 
in Europe; and, secondly, the collation and 
comparison of all duplicates, and recording 
all variations from the original manuscripts 
of those that have been printed; and, finally, 
the transcribing with the greatest exacti- 
tude all principal documents that have not 

' been printed.” In this index each document 
is not only described as to its form, the per- 
sons by whom and to whom it is addressed, 
the date, place of origin, present place of de- 
posit, the language in which it is written, 
the facts as to its being signed, original, 
duplicate, &c., but a brief résumé, in Eng- 
lish, is given of each paper, with cross- 
references to duplicates, if any, and state- 
ment as to what parts, if any, are printed, 
and where. This information is given both 
in a chronological and in an alphabetical 
order. 

We repeat that the value of such a mass 
of well ordered and arranged information 
covering the documentary sources of Amer- 
ican history can scarcely be exaggerated. 
It is as clearly within the province and 
within the duty of Congress to obtain it as 
it was to purchase the library of Mr. Manr- 
SON or the papers of BENJAMIN FRANKLIN. 
We cannot be said to have no written his- 
tory. Much excellent work has already 
been done in this direction, but we are sure 
that those who have done the most of it, 
and have done it the best, will most highly 
appreciate the worth of the acquisition now 
open to the Government. We are not pre- 
pared to say that a like opportunity will 
never be offered us, but the chances are as 
a thousand to one against it. 


Sao ‘only 


THE REGULATION OF MEDICAL 
PRACTICE. 

A bill has been introduced at Albany 
which is intended to take the place of all 
existing legislation for the regulation of 
medical practice. Itisin effect a codifica- 
tion of the law on that subject, making 
all the provisions clear and definite and 
remedying such defects as experience has 
shown to exist. The laws on the subject 
at present consist of enactments made at 
various times in the past, and it is not 
always clear how far one act has been 
repealed or modified by a later one, while 
some of the provisions have proved inade- 
quate for the purposes intended. The need 
of a single act which shall displace the con- 
fusion and chaos at present existing in the 
statutes on this subject does not admit of 
doubt. 

The expediency of some system of State 
regulation for the practice of medicine is 
not questioned by any reputable physician, 
or by any intelligent person who is liable to 
be the victim of medical incompetency. 
Any person setting up to practice asa doc- 
tor should be required to show that he has 
been through a sufficient course of educa- 
tion and training to afford at least prima 
facie evidence that he is fitted for the busi- 
ness, and no one who cannot present such 


evidence should be permitted to practice 


upon the ignorant or credulous who might 
be induced to intrust their lives or health 
to his treatment. Of course there should 
be no discrimination between reputable 
““ schools” of medicine, but it should be in- 
sisted that doctors of all schools should be 
duly educated in their professions. There 
isneed of protection for the community 
against mere quacks and pretenders, and 
against those who flourish sham diplomas 
as evidence of their qualifications. 

It is not worth while to review the legisla- 
tion of the past or to point out the defects 
of the present law, as the need of a clear, 
harmonious, and effective measure to take 
the place of existing provisions is generally 
admitted. Efforts to secure it have for sey- 
eral years been embarrassed by schemes for 
State Boards of Examiners, who should pass 
upon all applications and grant all licenses 

‘ to practice. Two years ago three bills were 
introduced for the creation of examining 
boards, ‘but the difficulty of securing agree- 
ment of all ‘‘schools” as to their composi- 
tion prevented the passage of any one of the 

bills. Last year the effort to secure legisla-~ 
tion was defeated by much the same cause. 
There seems to be a very general agreement 
as to the main features of the law required, 
but the State board idea has been a 
stumbling block in the way of securing it. 

The bill which the Legislature is now 
asked to pass was prepared in substantially 
its present form by Mr. PURRINGTON, coun- 
sel for the Medical Society of this county, 
in 1885, when it was found that there was 
no prospect of getting through any one of 
the bills containing the examining board 
feature. It embraced substantially all the 
points upon which the advocates of legisla- 
tion were agreed. It was promptly passed 


by the Assembly, with scarcely any onposi- 


Or, | , co Learns ig iE se 
e-half—of | at hand, it failed of 


Senate. Last year much the same ex- |. 


hat, 
nd 


COT 


perience was encountered. The examiners’ 
bills were allowed the right of way until it 
was found that they could not pass, and 
then this bill was brought forward again. 
It passed the Senate, but failed to reach a 
vote in the Assembly. This year it was 
presented near the beginning of the session, 
and there will be no excuse for its failing 
to receive the consideration due to the im- 
portance of the subject. If it receives that 
consideration it will undoubtedly become a 
law. 

The bill is altogether moderate and rea- 
sonable in its provisions. So far as it re- 
lates to honorable practitioners it makes 
the possession of a diploma implying at 
least three years’ study a prerequisite for a 
license to practice and requires registration. 
It puts no obstacles in the way of any per- 
son reasonably qualified; but it makes it a 
penal offense for any one to practice after 
conviction for felony, or without author- 
ity or registration or under authority 
illegally obtained, and contains effective 
provisions against the purchase and sale, or 
the fabrication or imitation of diplomas, 
obtaining diplomas by false representation, 
practicing under an alias, or falsely person- 
ating a practitioner. Provisions against 
fraud and false pretenses.in medical prac- 
tice cannot be too severe. The law should 
be intended to protect legitimate practice 
and to prevent any other. This is the in- 
tent of the pending bill and it seems to be 
carefully framed for the purpose. There 
ought to be no further delay in passing such 
a& measure. 


THE REVOLT! AGAINST THE AMER- 
ICAN BOARD'S POLICY. 


The history of the quarrel in the Amer- 
ican Board of Commissioners for Foreign 
Missions about the doctrine of probation 
for dead heathen shows that the influence 
and power of that venerable society have 
already been weakened by the policy of its 
officers. These gentlemen asserted that if 
the probation idea should be tolerated the 
“nerve of missions” would be cut. If they 
will now glance at the record of the last 
few months they may see that the “nerve 
of missions,” so far as their organization is 
concerned, is in danger of being severed or 
paralyzed by the very action which, as 
they believe, would preserve it intact and 
increase its strength. 

One effect of their, action has been the 
discouragement and repulsion of many can- 
didates for missionary service. The board 
was sorely in need of additional mission- 
aries to occupy fields already in its charge. 
But it has rejected several young men and 
women who longed to enter those fields, for 
the sole reason that they would not re- 
nounce the opinion—the mere opinion—that 
heathen not enlightened in life would not at 
death be doomed to everlasting torture 
without having an opportunity to accept 
Curist. Some of these have gone to workin 
thiscountry. There are other young men and 
women who were looking forward to mis- 
sionary work under the board, and who 
have not approached the board’s officers, 
having been discouraged by the experience 
of the rejected. Missionary HUME has been 
withheld from his field of labor, and the 
board’s action in his case has drawn to his 
support many of the most prominent and 
influential clergymen and congregations in 
the church upon which the board relies. 
In addition, the revenue of the board has 
fallen off. In the meantime, from the 
board’s point of view, myriads of heathen 
are perishing without light and are going 
to endless punishment for lack of mission- 
aries. 

The board has lost influence and its use- 
fulness has been diminished by reason of 
the defection or dissatisfaction of many 
persons heretofore connected with its man- 
agement, At the last annual meeting the 
Hon. ALPHEUS Harpy, who had for twenty- 
nine years been a member of the Prudential 
Committee and was then Chairman of it, 
resigned and refused to accept a unanimous 
re-election because he could not support the 
committee’s policy with ‘regard to Mr. 
HouME and the applicants who had been 
rejected. Mr. Harpy, who had been a most 
active and munificent supporter of the 
board’s work, explained his position in a 
letter which was accompanied by a letter 
from the venerable President of the board, 
the Rey. Dr. Mark Hopkins, who was 
alarmed by the “serious aspect” of the 
board’s affairs, and who urged the Pruden- 
tial Committee to abandon its perilous 
course. 

The committee’s treatment of Mr. HuME 
has caused a large party in the Congrega- 
tional Church to demand that the theologic- 
al fitness of candidates for mission work 
shall be determined not by the committee 
but by councils of the church. Apparently 
convinced that the board will be ruined if 
its officers shall obstinately continue to ex- 
ercise the powers of a theological court, 
many eminent clergymen are striving, by 
letters, sermons, and personal influence, to 


draw these officers from the path in which - 


they seem determined to walk. Among 
those who urge with great earnestness that 
such cases as that of Mr. Hume and those of 
the rejected applicants shall be referred to 
councils are Dr. Hopxrns, President of the 
board; President DwiGut, of Yale Uni- 
versity ; ex-President NoAH PoRTER, of the 


| same institution; the Pastorsof the Hart- 


ford churches, Dr. NEWMAN SMYTH, and 
other Pastors in New-Haven, and promi- 
nent Pastors in Boston. Their arguments 
are set forth in the press and in the pulpit, 
and in some cases the board’s officers have 
been assailed with all the bitterness that 
sometimes characterizes theological contro- 
versies. 

The latest, and in some respects the most 
noticeable, contributions to the literature 
of this dispute are found in the February 
number of the New-Englander and Yale Re- 
view. In along “open letter’ to the board’s 
Prudential Committee ex-President Noaw 
PORTER takes up the case of Mr. HUME and 
makes ‘tan appeal for justice and Christian 
kindness in his behalt.” Dr. PoRTER says 
that he himself “does not adopt the theory” 
of probation, ‘‘although it has been confi- 
dently held by many Christlike leaders of 
opinion, the latchet of whose shoes he {Dr. 


on in the |. 


| The adoption of the new departures in 
full would not, in his opinion, make Mr. 
HuME a worse missionary. The friends of 
Mr. Hume, of course including himself, do 
not think he ought to change his position. 
He urges that missionaries “should be 
allowed all the liberty of research and of 
thought which is accerded to our preachers 
and Pastors,” and gives warning that “no 
impression can be more disastrous to the 
interests of the American Board than that 
its Prudential Committee are disposed to 
take a narrow or illiberal attitude with 
respect to the theological opinions or specu- 
lations of its missionaries.” Ex-President 
PORTER is an eminent theologian of the 
Congregational Church, and his orthodoxy 
is beyond question. The same humber of the 
New-Englander contains a long article, in 
which Dr. Harris, Professor of Systematic 
Theology at Yale, tries to convince the Prn- 
dential Committee that cases like that of 
HvuME should be referred tocouncils. These 
publications, with the protests that have 
come from many churches, show that the 
revolt against the Prudential Committee’s 
policy grows in force from day to day and is 
already very formidable. 


If it be true, as ex-President PoRTER 
says, that the doctrine “ is manifestly unim- 
portant in its direct relations to the message 
which the Christian church is commissioned 
to bear to the heathen world,” the officers of 
the board have made a great blunder, for 
by insisting upon its suppression they have 
endangered the prosperity and possibly the 
life of an old and successful mission’s agency. 


The Nevada Badge, which is to the army 
what the Hilton Trophy is to the militia, 
has once more, as is known, fallen into the 
hands of Company D, Third Infantry, who 
were its winners also for the year 1885. In 
his general order making the formal an- 
nouncement of this fact, and publishing 
‘also the resylts of the rifle and carbine 
firing for the target year 1886, Lient.-Gen. 


SHERIDAN gives the gratifying assurance 
that the troops as a whole have reached an 
unprecedented degree of skill in marksman- 
ship. The point that he urges for the new 
target year is still greater devotion to skir- 
-mish firing, which he holds to be that from 
which the largest advantages in dctual bat- 
tle would flow. This is a recommendation 


on which our citizen soldiers might do well 
to act. 

Whatever the troubles in the New-York 
Riding Club may amount to they furnish a whole- 
some proof of the danger of amateurmanagement 
in a real business. The Riding Club is acombina- 
tion of a club and a riding school, differing from 
other riding schools mainly in the fact that it is 
exclusive, and that it is managed by a commit- 
tee of its customers. It collects a large entrance 
fee and a considerable sum in annual dues from 
each of its members, who also pay for the board 
of their horses. In spite of this great advantage 
the club is involved in difficulties more or less 
serious, while the private establishments are at 
prospering, and some of them are paying their 
owners very handsomely. The moral appears to 
be that a business so complicated as that of a 
riding school had better be put upon a business 
basis and conducted by men who have a pecun- 
iary stake in its success, than to be managed inan 
amateur way by men whose interest in it is sim- 
ply that of their fellow-members. 


—— er 


ALL SORTS OF ITEMS. 


* Well, what is it, Nora?’ ‘“ Indade, 
mum, the water’s cold.” “‘ What water?” “ The, 
hot water, mum.”—Boston Commonwealth. 


You light a match to make it burn, and 
burn a match to make itlight. The man who 


doesn’t advertise can’t see this.—Gorham Mount- 
aineer. 


The-cost of the cigars and whisky of the 
average man would buy his wifea three. hundrea- 


dollar sealskin sacque, but it doesn’t.—Burling- 
ton Free Press. 


The rack was one of the instruments of 
torture in the olden time. The music rack is 


usually used for the same purpose to-day.—Bos- 
ton Manufacturers’ Gazette. 


It is announced that 22 years ago Sen- 
ator-elect Paddock was a Johnson man. His 


osition in the Revolutionary war has not yet 
een stated.—Omaha Repuolican. 


Norwalk can’t boast of a public toboggan 
slide, buf we come very close to it. A young 


man who formerly lived here has had one built 
in Stamford.—Norwalk (Conn.) Hour. 


If the sense of the ridiculous is one side of 
an irrepressible nature it is very well, but if that 


is all there is in aman he had better have been 
an ape at once.—Dry Goods Chronicle, 


New-York women are said to dress too 
elegantly for the street. There is a melancholy 


satisfaction in knowing that the like was never 
said of a Bostonian.—Boston Commonwealth. 


The paragraphers will all agree that it 
would be a pitty to have Beacon-street widened 
as proposed. Boston has all the Beacon-street it 
~ stagger under now.—Somerville (Mass.) 

ournal, 


The Rev. Dr. R. J. Breckenridge once 
asked his mother if she had not been too strict 
with her boys. Her witty reply was: ‘“‘ Who has 
whip out three better preachers than I 


have ?”—New-York Ledger. 


Some of the Chicago people seem to think 
that the trousers of the day are upon their last 
legs. A knee breeches movement is on foot in 
that city, and it is thought, when balmy weather 
sets x will prevail in social circles.—Macon Tel- 
egraph. 


Mr. Erastus Wiman is about to give the 
Kimball Mission in New-York 50 acres of land on 
ee Island where, he thinks, tramps will go 
and work willingly. But what are 50 acres to a 
tramp, when all the earth is before him +—Kin- 
derhook Rough Notes. 


“It’s been given out that my daughter 
was married,” said a gentleman near Griffin re- 


cently, “ but I want to state there ain’t no truth 
init. Such talk as that will keep the young men 
away. She ain’t married at all, but is jest as 
willin’ as ever.”— Columbus (Ga.) Enquirer. 


Among the written questions put to the 
scholars of the Duffield school during their ex- 
amination yesterday was: “What manufactures 
is Massachusetts noted for 1” When the answers 
came in it was found that one smart youngster 
had written ‘‘Bean-eaters.”—Deirott Tribune. 


A Mackinac Island man was acting as a 
pilot for the St. Ignace mail sleigh recently, and 


moving a short distance ahead of it, when he 
went through the ice and into the water neck 
deep. “ Hold on there John!” he exclaimed, 
without a change of countenance, “ the ice is 
not safe here.”—Detroit Free Press. 


A few days since a family in Lowell 
found a beautifully frosted cake on the door 
step with the advertisement of a local baker. 
While preparing to enjoy 1t some one suggested 
that it might be poisoned, and a slice was put in 
the stove, when it exploded, doing some dam- 
age. A chemist’s analysis showed the cake to 
be poisoned, and the baker denies ever making 
suchacake. The affair is a mystery.— Worcester 
Spy. 


The story of a certain silver butter-dish 
that went journeying from the house of os 
bride-elect to another through a whole year, al 
finally found a resting place on. the sidebourd of 
a cousin of the original sender of the gift mate 
one shudder as to the possible fate of the gifts 


but silyer 


A, *. 5 bandied 


, to hold the doctrine in question. 


equipped “Bower f 


The late Enoch Carter, Esq... 
“Most in advosating the fying out of 
‘Cemetery, and his was :ne first | 
The late George Clark, Esq., w28 


It was a thrifty urchin, albe : 

’ it of be 
years, who fell down on the icy sidewalk. 
cut a slight gash on his tough little palm 
other aay. Some kindly passers-by ; 
bind up his hand and offer the little 
solation. <A gentleman gave him a e 
when the lady who wound h adkere: 
around the injured hand asked him if he aid ma 
feel pretty comfortable, he replied with astow 
ce Paete coat” Met oe ada 
ps hel pat y had a sense 


The old merchants of New-York half 
century ago had a different way of doing bu 
ness from that in v to-day. A me 
who did not promptly pay his debts ec 
locked up in the old ja’ which stoed ou thie 
Hall” a's oquace wick bul cod i 

a 
the to a cupola snd a bell. Up in te. 


or 
eey 
£0 on what was called 
with “jail limite” pain nh 
nailed up in conspicuous spots 
of the city.—Dry Goods Chronwle. 
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A PLUCKY AND VigoRoUS 
Fargo (Dakota) Letter to the Minneapolis Tribvm 

I was witness on Christmas evening f: 
rather striking scene in this town. It was in 
chief hotel—“The Headquarters.” Two 
came tumbling into the office is 
other at a great rate. They were fighting pret 
fiercely. Just at that moment Bish Waiker, 
Nore os Oe nani § oes havi r 

a n nD, i: 
turned from a place where be bed me _ . 
ing. A crowd was gathering zbout the fig! 
~ . se be cage age pipe - alon: 
op see e 

aimaply aro : 
Pith, ea by the: cheaile raggea the 
pits and by the shoulders, and d ; 
apart by main force. Then another geutlem 


came forward and seized the other. The B 
held on 


btors used to sit and sun themae! 
Some of the prisoners were allo 
the 
in 


ted 0 


“bed 


single-handed to prevent the two maddened mex 
When spolen to aiveryait’ ine takiee kaa 
en WF: ‘or E 
Tisk, the Bishop said: “I could not bear. tose 
two men, ven in our Ss D 
mar that ess forever,on the day 


sent angels to announce ‘ peace 
will to men.’ ” on 


te & 
IDDESLEIGHS PRIVATE LIFE. — 
From the London World. 3 a 
Lord Iddesleigh disliked his elevati 
and it is a fact that he entered the House 
Lords with tears in his eyes, but I believe # 
more than once last session he expressed 
belief that he was physically the better for » 
change. He hesitated whether his title shou 
be Kennerley or Iddesleigh, but ul y 
the latter. It was not till nearly six ; 
elapsed that he took the trouble to have the: 
armorial bearings on hie changed, 
Lord Iddesleigh was a man deep Fr 
ous convictions and of true piety. EF 


_ Invariably conducted fami! ers at F 
Lord Iddesleigh was proud oft tho nome of N 


cote, and he dearly loved Pynes, which is agra 
old manor house of red brick, beautifully placed 
= Ht 


Pynes. 
lessons at Upto Chu 
which his third son, the on. hee 
Northcote, is rector, on the Sunday bef 
death. The church was built in 1328, and 
gotm, Whe wae, lool at tee caanns eet ea 
oO was ron 4 
the living: C) or and pa’ ; 


TRUTH ABOUT BLOWITZ. 
From the Lonaon Truth. 

M. Ernest Daudet contributes to - 
Figaro an entertaining sketchof his friend 
unique Blowitz, which settles several di 
points with regard to the persen and ca! 


has been the object of a 


deal of slander 
his adopted country. In bs 


6 first place, M. 


det says it is charged that “ Blowitz” is an aes 


ee os Goa! eg ogg his — patrongmis 
real ppe 8, 8a false, 
being in fact Oppert de Blowitz. 
said that M. de Blowitz is a Jew. * OC 
trary, he is a good Catholic. Third he is* 
scribed asa German, but he was born in Moray 
Consequently he is an Austrian subject by Bit 
and he became a naturalized Frene # 
dark days of October, 1870—a n i. ¢ 
as About pathetically said. Moreover, he 
decorated by Thiers for services in the Nat 
Guard of Marseilles when the Commune brel 
out there, M. de Blowitz’s journalistic expk 
are all familiar, and sufficiently retentissanig; § 
M. Daudet says, to explain the many jealo 
of which he is the object. The delightiuld 
mot of Sarah Bernhardt, however, cannot be 
ted too often. In recognition of an arf 
n the Times about her, she sent him her pic 
with the inscription, ‘Au plus fin d’esprit, 
plus fine de corps.” : 


IDENTIFIED BY A BUTTON. 
From the Toronto Mail, Jan. 28. : 
On the 27th 6f December last the body of 


Fi 
earth, g 


+ 


an unknown manwas found floating in the bay _ 


at the foot of York-street. Mr. McCabe, the un- 


— er, offered to give the 
uw 
deceased’s clothing that he was no casta . 
he therefore determined to embalm the body i 
institute inquiries with a view of discov: 
ends. He advertised in 


the man’s ver 


body 
al. Mr. MoCabe judged by the qaulity % 


papers, but without eliciting the information de- — 
sired. The other day while making a further © 


examination of the clothing of his “subject” Mr, 
McCabe discovered that the buttons were 
stamped with the name of a Montreal firm. 
thereupon sent a specimen of them along with @ 
patch of the material to the firm’s address. His 


scheme was successful. Yesterday morning ihe a 


father of the deceased, a wholesale merchan 
Montreal named 
establishment and claimed the body of his 
Narcisse. Mr. Quintel cannot divine his st 
reasons for being in this city at all, nor can 
account for the drowning. © Was & 
quiet young man. 


IDDESLEIGH’S LAST DAYS, 
From the London World. > 

The statement respecting Lord Idé 
leigh’s health which appeared in this journal 
week was perfectly correct, but knowing 1b 
morbidly sensitive he was on this subject I. 
frained from mentioning, what there is now ® 
harm in stating, that when Lord Iddesleigh ¥ 
in Exeter to attend quarter sessions d 
fortnight he looked so ill and pallid that some 
his friends who chanced to meet him were sé 
ously alarmed. It was observed that the ext 
tion of walking up the hill to the castle was 
much for him, as he literally crawled along, & 
no sooner had he entered the office of Mr. Mich 
elmore, the Clerk of the Peace, than he faint 
and instead of attending the sessions he 
back to Pynes as soon as he had recovered. 
Devonshire friends had for some time . 
with deep sorrow his increasing physical weal* 
ness. 


——— oe 
IMPROVEMENTS IN STATE-STREET. 
From the Boston Butletin, Jan. 29. 
The scheme of a real estate syndicatete 


uintel, called at Mr. McCabe’a > 


erecta large and h..>dsome building occupying : 
most of the sites included in the square bounded ~ 


b , Kilby, < 
chines plore sroused considerable interest o: 
State-street last week. A plan of about eq 
magnitude and importance is the erection of a 
new Chamber of Commerce or Produce Exchange 
on State-street. Other changes in-real estate 
State-street and elsewhere are noted, sho 
that real estate, generally the last to feel the i 
provement in business, has begun to attract 
tention of capitalists and investors. 


ae 


MONEY THE POPE MIGHT CLAIM, ~ 


From the London Daily News. ‘ 

According to the Rifeorma the annuifi 

due tothe Papal Government by the Law 
Guarantee amounted from the Ist Janu 


1871, to the 3lst December. 1885, to £2, 
000, of which, according to the provisions of f 
same law, £1,416,800 have been forfeited 
neither Pio Nono nor Leo XIII. has ever put 4 
any claim. There still remains £645,000 whi 
the Pope might claim. < 


Re 
IN DEATH NOT DIVIDED, . 
From the Hartford Courant, Jan. 29. 
George Lounsbury, of | 


and Congress streets and Ex- — 
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REPORTS FROM THE PIERS 


‘NO VIOLENCE ATTEMPTED BY 


LONGSHOREMEN. 
MosT OF THE DELAYED STEAMERS 


FINISH LOADING AND LEAVE PORT. 


, WITH THE AID. OF NON-UNION MEN. 
The water fronts in this city were reason- 
ably quiet yesterday, perhaps because a stroug 
force of police patroled both rivers and was 
ready to quell any disturbance the strikers 
might attempt. A patrol wagon at Pier No. 39 
and another at Christopher-street were prepared 
¢o take a hundred men to any threatened point. 
The French steamship La Bourgogne sailed 
luring the morning on time. The Pennland, of 
the Red Star Line, and the San Marcos, of the 
Ward Line, started in the afternoon. The Talla 
hassee, of the Savannah Line; the Louisiana, of 
the Cromwell Line; the Alamo, of the Mallory 
Line, and the Cherokee, of the Charleston Line, 
also left their piers during the afternoon. The 
Gallia, of the Cunard Line, which was to have 
sailed yesterday, will leave this morning. The 
Eureka, of the Morgan Line, another vessel de- 
layed by the strike, will sail for N ew-Orleans to- 
morrow. The Erin, of the National Line, which 
wae to have sailed to-day, will not be ready to 


ave until to-morrow or Tuesday. Several 
freight sheauners, advertised to leave yesterday, 
Will be forced to postpone their sailings. 

Amateur longsloremen were at work all along 

e North River. Only two lines had their regu- 

ar force. The Stonington’s men have kept their 

romise not to strike, and the New-York and 

altimore Transportation Company had all its 
pld men, about 20 in number, still at work. 
Many of the longshoremen when ordered to quit 
work, confessed to the Superintendents that 
they had no grievances and were sorry to strike. 
One of them went so far as to tell a TIMES re- 
porter that if the longshoremen were to be used 

uch longer as cat’s paws by District Assemb] 

o. 49, he hoped they would have sense enoug 
to resume Work. 

At the Alexandre Company’s pier about40men 
were loading the City of Puebla. The rain pre- 
vented work on the City of Alexandria, which 
has a cargo of sugar to be discharged. Those 

utting coal on board did about as well as the old 
Bands. The men eat and sleep on the dock. The 
entrances are guarded and kept closed, so the 
new men are not likely to become known to the 
atrikers, and feel. more secure. Coal was being 
unloaded from a barge at this pier for the New- 
York Steam Company. 

The Metropolitan Outside Line to Boston start- 
imock on time. Its steamers are 

in Boston. The new hands at the Anchor 
Line pier have the Devonia’s cargo about half 
unloaded, and have put in some of the return 
eargo. The Superintendentis well satisfied with 
the proficiency they have attained. They still 
need close watching, however. Thenext Anchor 
Line steamer is maporten! Wednesday, when it is 
thought that the men onthe pier will have 
gained experience enough to do more effective 
and rapid work. 

All the Sound lines, with the exception of the 
Bto m, are badly crippled. The policy of 
the River Company is to wait. It has little 

senger trafiic at this season. At the Provi- 
mcamy jas pier deckhands were loading the 
Nashu d the agent said work was proceeding 
eatisf rily. The Norwich Line people expect 
te get the City of Norwich away on time. 8 
city of Worcester arrived in the morning, but 
not much was done toward unloading her. 

The cargo of the National Line steamer Helve- 
tia, which arrived ‘Thursday, has not been 
touched. The City of Para, of the Pacific Mail 
Bteamship Line, is still at the pier, and the men 
A pags slowly discharging her cargo and loading 

er. 

The Morgan Line closed its gates yesterday 
and refused all freight. The pier was so fuil 
that not another bale or box could be taken. 
About 100 men were getting the freight away as 

pidly as possible and stowing it in the Eureka. 
he 1 Paso is discharging her cargo and by 
Monday will be ready to receive some of the 
freight now on the pier. 

The Old Dominion pier was a lively place ali 
day. The Old Dominion was being loaded to 
sailin the afternoon, and the Guyandotte dis- 
charged and loaded to sail Monday. Longshore- 
men with 40 years’ nm gy ed could not have 

ut the freight on bo in better shape than the 
boo new men at work. The Cromwell Line was 

woh, aoa of the freight refused by the 

organ e. 

The longshoremen on the East River front as a 
rule keep away from the piers and behave in 
the most orderly fashion. The Clyde Line took 
back a part of its old force yesterday, and many 
of the ory who are non-unionists also ré- 
turned to work. About 60 green hands, Ger- 
mans and Italians, were secured by the Mallorys 
tm the morning from Castle Garden. The strik- 
ers glowered and shouted at the new-comers, 


‘and one of the latter whd proke from the ranks 


to go to a saloon was not permitted to return. 

The strikers stood at the corner of Burling-slip 

and §outh-street, and when they became demon- 

strative were driven away bythe police. The 

cao hands did fairly well with the light freight, 
ut the heavy stuff staggered them. 

The longshoremen who worked at Piers Nos. 4 
li, and 13, where SENG esnaye tie up, coul 
not be induced to return to work yesterday. The 
dock hands of the New-Haven Steamboat Com- 

y atPier No. 25 quit work during the morning. 
atPher No. 40, the discharging point of the New- 
ork City and Northern Railroad, no settlement 
has been effected and no new men obtained. 
fBome of the steamship officials say that they will 
retain the green hands who have assisted them 
in their trouble, but others are candid —— to 
acknowledge that the cargoes are not skillfully 
towed, and that they be glad when the ex- 
perienced men return. 

A combination of retail coal dealers on Friday 
secured the use of the pier at the foot of West 
Forty-fourth-street and began with non-union 
= to unload five barges ofcoal. They have 

no difficulty, and the guard of policemen has 
not been needed to repel strikers. The firms in 
the combination are not looking for new trade, 
but to supply their old customers at prices not 
much advanced.’ Stove coal is sold at from 
$5 50 to $7 50, according as the customer isa 
new oranoldone. The combination now usin 
this pier includes J. Muller & Son, the Communi- 
wed Coal Company, George V. Thedford, and 
usch, Hildebrand &Co. There is a prospect 
that the other retail-firmsin the western part of 
=~ city north of Twenty-third-street 1 join 


em. 

Col. Hain, Manager of the elevated railroads, 
yesterday afternoon emphatically denied the 
rumor that there was to be a general strike on 
his roads. He said that he h seen no indica- 
tion of one, and did not think his men would go 
out. 

It was like Sunday along the Brooklyn river 
front yesterday. The strikers hung about in 
groups, and induced several hundred non-union 
mento join them. There was no trouble at any 
of the stores, and the managers reported that 
they were getting new men every hour. Several 
felayed steamers sailed during theday. About 
150 men employed by the United States weighers 
in the Eastern District of Brooklyn struck for 
an advance from 30 to 40 cents an hour. They 

oined the 800 who struck last Tuesday, and 
ere followed by 200 longshoremen. 

The representatives the large coal com- 
— expressed themselves yesterday as satis- 

ed with the A geen piven they were making against 
the strike. ey reported that they all the 
men they could employ at work on their docks, 
and that the new men were fast becoming as ex- 
pert as their predecessors. 

Le Grand B. Cannon, President of the Dela- 
‘ware and Hudson Coal Company, said: * Our 
men at Weehawken have done a fine day’s work 
in spite of the rain. They dumped about 3,000 
tons of coal, and would have made it 4,000 if the 
‘weather had been fine. As to the question of 
employing new men, we could get 10,000 men 
if we wanted them.” 

The Pennsylvania Coal Company reported 
that they had handled all the coal they had at 
their docks yesterday, and only the scarcity of 
ears prevented them from doing a big day’s 
work. The dealers who bought of them all de- 
elared that if they were supplied with the coal 
at New-York they could unload it without 
trouble. A Lehigh Volley Coal Company official 
reported that they were handling all the coal 
they could get. They dumped between 2,000 
and 3,000 tons at rth Amboy yesterday. 
With' regard to the local strike, he 
gaid that he believed it would reach a 
more serious condition than at present be- 
fore it resulted, as it woud, in favor of 
the business interests of the city. The Penn- 
tylvania Road had perfected arrangements 
to resume work at South Amboy to-morrow, and 
they hoped to get a goodly quantity of soft coal 

mto New-York on that day. The Berwind- 

hite Company intend to ship soft coal 
% the city from South Amboy to-morrow. 
A start will be made with 100 men, and 
they will be protected against interference. 
The Delaware and Lackawanna Company re- 
ported that work was going on at Hoboken in a 

ost satisfactory manner, and that next week 
as much coal would be handled at their docks as 
ever before. The American Coal Company had 
trouble with a cargo of coal from Baltimore, the 

en refusing to handle it at Jersey City, but a 

rooklyn dealer took it off their hands and soon 
had it unloaded. It is estimated that from 
10,000 to 15,000 tons of coal entered the city 

esterday, and the companies expect to do bet- 
rnext week. The Secretary of the American 
©oal Exchange reported that the stock on hand 
in the city was undoubtedly getting low, but the 
age of retailers had remained unchanged for 

6 past few days. 

The Deane Linseed Oil Works at Elm Park, 
Staten Island, had to suspend operations yester- 
day for lack of coal. This throws 200 men out 
of employment. 

Two gangs of stevedores, comprising 36 men, 
loading the ships Granite State and William 
E. Conor, at the Devoe Manufacturing Com- 
pany’s docks at Hunter’s Point, went on strike 

yesterday at the request of delegates from 
the New-York strikers. The vessels are only 

artly loaded and were to have cleared to-mor- 

ow. Another gang, who were loading the ship 

iverdale at the same dock, refused to quit work. 

he strikers threaten to drive them off to-mor- 
tow if they attempt to work. 

Fears are entcriained of a general strike at the 
Hunter's Point oil works out of sympathy with 
the New-York and Brooklyn men. 

Sheriff Convery, in drafting his additional 
Geputies at New-Brunswick, yesterday, to pro- 
tect the coa) handlers at South Amboy, sent con- 


@iernation to tha hearts of tho business 


men by drawing from among their number. 
When they assembled at the court house 
to start for Amboy, exactly one-fifth of the 
number were sick and carried doctors’ certifi- 
cates with them. There were coal dealers, su- 
erintendents of factories, chief bookkeepers in 
arge manufactories, storeheepers, clerks, and 
printers, all men. whose absence would be very 
annoying. Some of those drafted did not an- 
swer to their names, and one, Theodore Town- 
send, of the firm of Janeway & Carpenter, will 
contest the legality of the summons. 
_o----— 

SYMPATHY FOR THE STRIKERS. 

WILKESBARRE, Penn., Jan. 29.—The dele- 
gates representing the 15,000 organized Knights 
ot Labor in the Wyoming and Lackawanna Val- 
leys, which form District Assembly No. 16, met 
here again to-day in secret session. The resolu- 
tions passed by them this afternoon are as fol- 
lows: 

Resolved, That we tender to the coal handlers and 
the longshoremen now on sirike in New-York and 
Jersey City our hearty Ag gf and such aid finan- 
cially as we can, and that as Knights of Labor in 
true sympathy with their movement we ask them, 
it such has not already been their effort, that they 
proceed to inaugurate a,movement whereby the first 

rinciples of the wise mind of our Grand Master 
Workman T. V. Powderly may be put in operation, 
4. é., arbitration. 

Resolved, That we give to District m  aperme we No. 
49 an earnest assurance that we will watch the 
efforts of corporation agents in their endeavor to 
find blacklegs to take the places of men nobly fight- 


ing for their rights, and will use all such honorable 
means a8 will defeat them. 


WORRYING 1HE OHAIRMAN. 


THE INDIANA REPUBLICANS NOT TAKING 
ANY CHANCES. 

INDIANAPOLIS, Jan. 29.—When the joint 
convention met at noon to-day the pairs were in 
such a confused shape that the Republicans con- 
cluded that they had better not take agy risk, 
and the order was passed to refrain from voting. 
There were eight pairs in the Senate, which re- 
duced the membership to just 34. Just the num- 
ber necessary for a quorum, while in the House 
there were reported pairs for 62 members, leav- 
ing, with 388 mombers present, 22 Republicans, 
12 Democrats, and the 4 Independents. 

An attempt was made to call the roll of the 
House. It was opposed as being contrary to the 
agreement, and then the ballot proceeded. When 
Senator Campbell’sname was called he said, “I 
decline to vote.” 

“ Cali Senator Campbell,” said President Smith, 
imperatively. There was no response, and he 
directed that Mr. Campbell be recorded as pres- 
ent and not voting. All the other Republican 
Senators declined to vote, and President Smith 
ordered that they all be recorded as present bnt 
not voting. The vote of the Senate was then 
announced as follows: Turpie, 24 votes; present 
and not voting, 10 Senators. 

The Speaker directed the Clerk to call the roll 


of the House. None of the Republicans re- 
sponded, and when the first, Mr. Ackman, was 
called Mr. Kellison said: “Mr. § eaker, I sug- 
gest that the record show that he is present but 
not voting.” The Speaker replied: “The gentle- 
man refuses to vote. Itis a matter of his own 
concern; proceed with the call.” Mr. Cates voted 
for Allen, as did Mr. Mackey, but Mr. Glover did 
not vote. The one-sided ballot was continued 
until the Speaker’s name was called. The 
Speaker did not respond, and there was much 
laughter. 

The vote of the House was announced: 
Turpie, 12; Allen, 3. The total vote of both 
houses, as announced by President Smith, was 
then announced: Turpie, 37; Allen, 3; present 
and not voting, 34; total, 74;‘no quorum pres- 
ent. The convention then adjourned. 

The tactics of the Republicans were simply to 
prevent an election by reason of any confusion 
about the pairs. There was 80 neara quorum 
present that one or two votes might easily be re- 
ceived by the breaking of pairs, and the Repub- 
licans did not propose to take any such risk. 
When the Senators returned to their chamber 
the Republicans were very angry at the arbi- 
trary methods of President Smith, who assumes 
to regulate and improvise pairs. Senator Camp- 
bell said that he pg eer to show the President 
that he himse mtrolied his own vote. 
President Smith rose in his place, and said 
that he desired to instruct the Chairman of the 
Committee orf Pairs (French) to telegraph at 
once to all absent and paired members that they 
would be expected in theirseats on Monday morn- 
ing at 10 o’clock. Senator Campbell asked the 
reason forthis instruction, and the President 
said that the Republicans, by their action in the 
joint convention, acted in bad faith in not re- 
sponding to their names. Senator Huston dis- 
claimed for his colleagues any such intention, 
and said that, owing to the confusion and mis- 
understanding in the House over the question of 

airs,and to avoid mistakes, all Republicans 

ad decided to refrain from voting. 

The Chair became annoyed at Mr. Huston’s ex- 
planation and directed him to take his seat. “I 
will not take my seat,” said Mr. Huston, “until 
I am declared out of order.” 

“The doorkeeper will come forward,” said the 
Chair threateningly. When the Chair found that 
Mr. Huston would not be seated until declared 
out of order he so declared him, and the gentle- 
man sat down. Senators Campbell, Johnson 
Winter, and Bailey questioned the authority ot 
the Chair to recall leave of absence, and finally 
the Chair yielded and withdrew the order to the 
Chairman of the committee. 

While to all outward appearance all the fac 
tions in the Senatorial fight are standing firm 
and immovable, yet there is an impression 
that something decisive will happen within 
the next few days. A Master Workman of the 
Knights of Labor said this morning that they 
thought they would not be able to hold Rob- 
inson to én’s support much longer and that 
they would not be at all surprised if he should 
vote for Turpie early next week. The Democrats 
seem to expect him to do so not later than 
Wednesday. On the desks of Republican mem- 
bers this morning were copies of the Evans- 
ville Journal urging them to abandon Harri- 
son and take up Gen. Hovey as a compromise 
candidate, insisting that he could be elected. 
But thus far nothing has been shown to indi- 
cate that any one could obtain more votes 
than Senator Harrison, and untjl that is done 
there will be no change of candidate. 


FORMATION OF A NEW AND 
IMPORTANT STOCK COMPANY. 


ORNAMENTAL VENTILATION TO WATER- 
PROOF GARMENTS, 

The Joseph J. Byers Epanletted Ventila- 
tion Company, with a capital of half a million, 
(5,000 shares at par value of $100 each,) has 
just been incorporated. 

The officers and Trustees are Joseph J. Byers, 
President; George E, Hamlin, carpets, Nos. 342 
and 344 Broadway, Vice-President; Leander T. 
Powell, shoes, Nos. 122 and 124 Duane-street, 


Treasurer/ Louis W. Frost, patent lawyer, No. 
24 Park-place, Secretary; Warren 8. Sillcocks, 
President Celluloid Novelty and Brush Com- 
pany, Nos. 313 and 315 Broadway; Paul Calvi, 
tobacco, No. 83 Front-street; Andrew R. Titus, 
produce, No. 154 West-street—merchants of char- 
acter and standing in the business community, a 
guarantee as to the merits of the invention. 

The object of this ooyeny is to develop the 
sale of waterproof coats and oloaks in rubber 
and ojl rubber with Byers’s Epauletted Ventila- 
tion, which has attained an unparalleled celeb- 
rity in all the different countries covered by his 
pesnate. The cost of this valuable improvement 

eing trifling, its mechanism being of the sim- 
plest kind, and improving the appearance of the 
garment, medical men of all the schools, with- 
out a single exception, giving it their unquali- 
fied indorsement, the tens of thousands 0 al- 
ready wear it in this country andin other coun- 
tries being enthusiastic in its favor, gives this 
company just alluded to,from its Fo ge pros- 
pects of the brightest kind.—The Worla, 


ENGLAND AND RUSSTA. 

St. PetrerspurG, Jan. 29.—The Journal 
de St. Pétersbourg, commenting on the attitude of 
Great Britain with respect to foreign affairs, as 
revealed by the proceedings at the opening of 
Parliament, says it could not expect from the 
Marquis of Salisbury any sounder or more 
equitable view of Russia’s intentions than that 
which he condescended to make in the House of 
Lords on Thursday. Lord Randolph Churchill's 
statement, the Journal says, would enable Rus- 


sia to form an opinion concerning Lord Salis- 
bury’s unswerving pacific policy. 

Referring to Bulgaria, the Journal says it is 
impossible for Russia to treat with the Regency. 
The negotiations between Russia and the Porte 
may, however, the paper thinks, result in an ar- 
rangement, based on Russia’s programme for the 
formation of a Government in Bulgaria with 
which Russia can treat. In any case, the fact 
that Russia has entered into negotiations relieves 
her of responsibility for the consequences of a 
prolongation of the anarchy in Bulgaria. 


ne 
MR. GLADSTONE’S HEALTH. 

London, Jan. 29.—Mr. Gladstone has 
been confined to his bed with a slight cold, but 
he is better this afternoon. He has so far recov- 
ered from his cold as to enable him to carry out 
his intention of spending Sunday with the Prince 
of Wales, and he will leave London at 4 o’clock 
this afternoon for Sandringham, the Prince's 
residence. 


eine 


BLAOK DIPHTHERIA RAGING. 
MADISON, Wis., Jan. 29.—Black diphtheria is 
raging 10 miles northeast of this place. Last night 
Peter Meyers, a farmer, lost five children. The 
schools at Wannakee have been closed and the town 
quarantined. * 
SAN FRANCISCO EXOHANGE. 
SAN FRANCISCO, Cal., Jan. 29.—Drafts on New- 
York—Sight, 25 cents; telegraphic, 30 cents. The 


Clearing House exchanges for the vast week were 
$13,154,566, 
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THE RAILROAD SENATORS 


THEY PUSH MR. BECKS BILL 
OUT OF IIS PLACE. 

THE COMING RESIGNATION OF SEORE- 
TARY MANNING—TWO APPROPRIA- 
TION BILLS PASS THE HOUSE. 

WASHINGTON, Jan. 29.—A savage blow 
was struck in the Senate to-day at the Beck bill 
to prohibit members of Congress from acting as 
attorneys or employes of Government-aided 
railroads, and, although it was not killed 
outright, the measure. received a_ set- 
back which will go far toward preventing its 
passage this year. The bill had the right of 
way as unfinished business after the morning 
hour to-day, and it was laid before the Senate, 
as the rules require, displacing a measure relat- 
ing to the Yellowstone Park, which was under 
discussion. Senators interested in that bill sug- 


ested that Mr. Beck give way for it, but the 

entucky Senator was tired of seeing his 
bill kicked about, and he would not con- 
sent to the proposition. Then Mr. Vest 
moved to stpone consideration of the 
Railway Attorneys’ bill until Monday. The rail- 
road Senators were quick to see the advantage 
which such action would give them, and they 
rallied around Mr. Vest. As aresult the Vest 
motion was carried by a vote 24 to 20, and the 
Beck bill was postponed. The effeot of this mo- 
tion was to take from the bill its position as the 
preferred special order before the Senate, and 
place it at the foot of the calendar, where it 
can only be reached by a vote of a ma- 
jority of the Senators. Mr. Beck took 
no pains to conceal his disgust at this treatment, 
and he told his colleagues that he would: not al- 
low the Senate to escape a direct vote upon the 
bill. He would, he said, antagonize everything 
that came up, and would move every day to take 
up the bill, and insist upon a vote upon the 
motion. The 24 Senators who aided in kicking 
the bill to the rear included Messrs. Bowen, 
Brown, Call, Cameron, Cockrell, Conger, Cul- 
lom, Farwell, Frye, Gorman, Gray, Hampton, 
Jones of Nevada, McMillan, Manderson, Mitch- 
ell of Oregon, Palmer, Platt, Pugh, Ransom, 
Sabin, Sawyer, Teller, and Vest. en of these 
are Democrats. The 20 negative votes were 
thrown by 10 Democrats and 0 Republicans. 


Secretary of the Treasury Manning stated to- 
day that he had not been offered the Presidency 
of the new national bank tobe established in 


New-York, but thereis no reason to doubt that 
such an offer will be formally made to him, and 
that very soon. Mr. Manning adheres to his ex- 
pressed opinion that there is no necessity to talk 
about the subject before he has been invited 
to become a bank President. Among those, 
however, who are especially interested in 
knowing what Mr. Man ’s intentions are re- 
garding a continuance in his present office the 
belief is general that the Secretary will accept 
the bank Presidency and retire from the Cabinet. 
Among other reasons given for this belief is the 
fact that Treasurer Jordan makes no secret 
of his intention of giving up his office 
after Congress adjourns. r. Jordan has 
often declared, when rumors concerning his 
movements have been circulated, that he 
had no intention of resigning so long as 
Mr. Manning remained at the head of the Treas- 
ury Department. Mr. Jordan has not intimated 
that he has changed his mind on this subject, and 
itis therefore] argued that he, at least, will not 
be surprised if the efforts of Mr. Manning’s 
friends to take him to New-York succeed. Presi- 
dent Cleveland could not, of course, insist upon 
> ge} the Secretary in the Cabinet if 
Mr. anning felt that his health and 
other interests required him to _  ac- 
cept a position in which his duties would 
be much Jess burdensome and his salary more 
than double that of a Cabinet officer. Mr. Man- 
ning’s resignation, however, would be received 
by the President with the utmost regret, and ac- 
cepted with equal reluctance. Many of Mr. 
Manning’s friends are urging him to take the 
bank Presidency on] the ground that he shouid 
notrisk a repetition of the attack which pros- 
trated hima yearago. They know that some of 
the hard work which fell to Mr. Manning before 
that attack is now performed by the Assist- 
ant Secretaries, but the duties left are 
still heavy and exacting, while the anxiet 
due to the responsibility resting upon the h 
of: the Treasury Department would of itself be 
@ burden to a man of much greater physical 
strength than the Secretary. A report reached 
here from Albany to-day to the effect that as 
soon as Congress adjourned Mr. Manning would 
sail with a party of friends to Cuba and the Ba- 
hamas, with the intention of returning by way 
of Florida. Mr. Manning says that he never 
heard of such a proposed trip before, 


There is no decrease ‘in the interest felt by 
everybody connected with Congress or the Gov- 
ernment in the fate of the Inter-State Com- 


merce bill, now awaiting the approval or disa 
proval of the President. A great many reports 
concerning what the President will do find their 
way into circulation, but itis safe to say that 
with Sa exception of the President him- 
self nobody now knows whether the bill will 
be signed or vetoed. Attorney-General Garland 
is texpected to lay before Mr. Cleveland his 
views as to the constitutionality of the measure 
early in the coming week. ere are a good 
many persons who argue from opinions ex- 
pressed by Mr. Garland when he was a Senator 
that he will find constitutional objections to the 
bill, which will be followed by a general confer- 
ence on the subject. Others believe that 
if Mr. Garland does think the bill un- 
constitutional he will avoid a flat statement of 
that fact, and leave the matter entirely to the 
discretion of the President. Hosts of communi- 
cations are being received by Mr. Cleveland, 
and very many of them come from railroad men 
and their law advisers, who want the President 
to veto the bill, Most of the friends of the meas- 
ure feel confident that Mr. Cleveland will not re- 
fuse his assent to a bill which received vote 
enough in pms, Syed to pass it over a veto, an 
which there can be no doubt is demanded by the 

reat mass of the people. Nothing has ocourred 
thus far to break own this confidence. 


It has long been the general feeling among 
army officers that a large percentage of deser- 
tions are caused by bad cooking. Commissary- 


General MacFeeley has shared this opinion, and 
in his annual reports for some years he has rec- 
ommended an appropriation forthe employment 
of a skilled corps of cooks. He has always as- 
serted that the complaints of the men were 
not due to the bad quality of the food, 
but to the manner in which it was prepared and 
served. It has been customary to select an en- 
listed man to serve as company cook, and he 
has usually never worked in a kitchen before. 
His fellow soldiers are the sufferers from his ig- 
norance. Secretary Endicott warmly indorsed 
the recommendation of Gen. MacFeeley, but Rep- 
resentative Bragg hada provision for the em- 
ra of cooks stricken out of the Army bill 
which has just passed the House, and Gen. 
MacFeeley fears that the army will be 
obliged to content itself with badly cooked food 
for another year. Gen, MacFeeley thinks that if 
the stomachs of the enlisted men are properly 
cared for there will be Rens grctwagen'y 3 few deser- 
tions, and that money saved out of the appropri- 
ation for the apprehension and conviction oft de. 
serters would repay the Government for an 

outlay for cooks. The War Department will 
make an effort to have the item for cooks rein- 
serted in the bill before it reaches the President. 


For several months it has seemed to be impos- 
sible for the Republican Senators to meetin 
caucus upon any subject without getting snarled 


up in wrangles more or less bitter. They tried 
it again to-day with the usual result. They 
wanted to reach some sort of an agreement as to 
how many and which of the mass of measures 
now on the calendar should be put torough 
before the end of the session and as 
@ consequence, which should be allowed to die 
for want of attention. They adjourned without 
doing what they set out to do. Nearly every 
Senator present was interested in some bill 
which he wanted every other measure to axe 
way to and nobody was willing to yield.” 
‘Senatorial courtesy” plays a less important 
rad in a caucus than in the Senate, and after 
cepacing with each other for an hour or more, 
the Senators gaveitup and quit. They will try 
again ne#t week. 
** 

In the Senate to-day the bill amending the law 
establishing the Yellowstone Park was taken 
up, and, after considerable discussion, was 


passed, with an amendment providing for an 
appeal from the Commissioner to the District 
Court of Wyoming Territory in casea involving 
a ne as the penalty of conviction. The 
bill, after detining the boundaries ofthe park, and 
placing it under the sole and exclusive jurisdic- 
tion of the United States, withdraws from settle- 
ment all the lands embraced within its limits. The 
Secretary of the Interior is authorized to estab- 
lish rules for the management and care of the 
pak and a detail of troops is provided for. The 

illing of wild. animals and birds, except those 
dangerous to life, and fishing with seines, nets, 
or traps is prohibited under pain of fine and im- 
prisonment. Ten small portions of land, not to 
exceed 10 acres for each tract, are permitted for 
the establishment of hotels, but such leases shall 
notinclude the geysers or other objects of curi- 
osity or interest. The President is to appoint a 
Commissioner, “learned in the law,” who is to 
reside in the park, have jurisdiction over all vio- 
lations of the law, and to try summarily and fix 
the punishment of any person charged with mis- 
demeanor in the park. The munificent salary of 
$1,500 a year is ——— for this Cominis- 
sioner “learned in the law.” 

In the House to-day the Post Office Appropria- 
tion and the District of Columbia Appropriation 
bills were passed. a8 

The big flag of the Gridiron Club floated all day 
from the pole on top of Chamberlin’s, and to- 


night the members of the club sat down to an 
exceedingly enjoyable dinner in that well known 
establishment. It was the first of the regular 
monthly dinners given since the new officers of 
the club were installed, and it indicated 
that the reputation of the Gridiron will not sufter 
during 1887. Among the guests who contributed 
liberally to the jollity of the dinner were Senators 
Stanford, Palmer, and Mitchellof Oregon, Sen- 
ator-elect Hiscock; Representatives Crane, But- 
terworth, Scranton, Wallace, Norwood, Grover, 


* Adains of Ilingjs. and Henderpon of Lowa, » » ) supporting oxders of the Rook. ; 5 
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THE FINANCIAL WORLD.. 


London gave Wall-street a bad knock 
right at the opening of the week’s business. The 
now famous Daily News’ dispatch that Germany 
was about to make certain demands upon 
France which could only be construed as a chal- 
lenge for war, caused a semi-panic in the London 
market, and American stocks went down in the 
general throwing over which followed. Next 
day came the sudden rebound under the influ- 
ence of the numerous official denials that there 
was any truth in the statement; and so powerful 
again was the influenceof London that the auota- 
tions for stocks came in before the opening from 
1 to 4 per cent. higher than the closing prices the 
day before. Our market opened up to that level. 
It has not, however, maintained it. London 
has been badly hit; hit something as we were 
by the December smash, and the vim seems 
to have been quite taken out of the bull 
speculators over there. The high rate at 
which exchange is maintained tells in 
itself the story of constant selling from the 
other side; and the dealers say that not only has 
the market for stocks gone, but the investment 
demand for bonds has come to a complete stand- 
still. The great strike has also assisted to keep 
exchange stiff. To those notin the business 
it may be necessary to explain that the 
strike of the Jlongshoremen and _ other 
laborers along the water front, by seriously re- 
tarding the export of goods to Europe, dimin- 
ishes the supply of bills which would be drawn 
against the goods exported—technically, the 
making of exchange; but the importation poth 
of securities and goods continues undiminished, 
and the demand for exchange to pay for this re- 
mains the same. The next step will be to pay 
in actual money, that is, export gold. Some of 
the leading exchange houses say that whether 
the strike is settled or not, we shall be 
exporting gold in ten days or two weeks. Such 
facts have not contributed to support the stock 
market, which is very wearisome in its dullness, 
and sags slowly, 80 that some stocks are getting 
down again to near where they struck their low- 
est in December. They went down then with a 
sudden dive, and rebounded; but now they are 
down in a slow, drifting way which leaves the 
average trader in doubt whether the next decid- 
ed movement is to be upward, or whether the 
market will not take another dive. The prepon- 
derance of opinion is that lower prices are com- 
ing, and it is not wholly improbable that the 
coming week may witness the beginning of the 
movement. 

The market was rallied sharply one day on 
dispatches from Washington that the President 
was likely to veto the Inter-State bill. A good 
deal of the strength it has now undoubtedly 
comes from the lingering belief that he may do 
this, just as many people clung to the hope that 
the bill would not pass up to the very moment 
when the vote in the House was announced. 
The clamor raised by the thoroughly scared rail- 
road men might make one suppose that a fright- 
ful calamity was impending over the country, 
and that only the President’s veto stood be- 
tween it and ruin. Attorney-General Gar- 
land’s opinion in respect to unconstitu- 
tionality has been cited, with the omis- 
sion, however, that his objections were 
raised to quite a different bill to this one. Seo- 
retary Bayard is also cited as being opposed to 
the measure on the ground of unconstitution- 
ality; but Mr. Bayard is an old-fashioned State 
rights Democrat of the extreme type, andif the 
bill had cut from it all the clauses to which rail- 
road men most object, his objections would re- 
main in full force. The United States Supreme 
Court, however, has settled that matter in its 
October decision in the Wabash case. It then 
said that the States had not the power, and the 
United States did have the power, to regulate 
inter-State commerce by the railroads. A great 
many of the leading railroad men began to 
sell out their stocks when first the conference 
committees agreed to their report, for the men 
they keep at Washington to advise them came 
on here and counseled them to sell, because it 
was morally certain the bill would pass. They 
are mostly out of stocks and comparatively 
quiet. But the railroad managers, Vice-Presi- 
dents, Superintendents, and the like, whose pri- 
vate pecuniary interests are threatened by the 
proposed legislation, are as clamorous as ever. 
They have reason to be. Here is General Man- 
ager Soandso, much lauded as a wonderfully 
smart man. He is certain the bill will ruin the 
whole railroad system. He reels off the 
usual threadbare statistics and platitudes. 
In 1832 there were only so many miles 
of road in the country; in 1845 there 
were 80 many more; ten years later 
so Many more, and now over one hundred thou- 
sand miles of road, uniting all parts of this great 
country in bonds of prosperity, transporting the 
products of the West to the seaboard, populating 
the distant regions of the far West, building up 
the great industries of the East, and all put in 
jeopardy by this outrageous piece of demagogic 
legislation. Butisit the imperiled interests of 
the country the smart General Manager is think- 
ing off Notmuch. He is thinking of that pri- 
vate contract he has with a certain gram firm, of 
the special rates he has made for his brother-in- 
law’s barrel factory, of his big scoop in those con- 
tracts with the Standard OiF Company, which 
alone paid the expenses of his wife and family’s 
Fall trip to Europe. The prohibition of rebates 
and secret rates in the Inter-State Commerce 
bill fill him with disgust, and what is most exer- 
cising him now is what scheme he can contrive 
to get around it when the bill becomes a law. 
This represents one class of powerful objectors 
to the bill. Anotheris the speculative Director, 
who sees various troublesome thingsin it for 
him; and other objectors are gentlemen of high 
character, who being accustomed to old ways, 
naturally dread a plunge into the unknown. 
Among the latter may be mentioned President 
Depew, who has declared within a day or two, 
that the signing of the bill by the President will 
be followed by the greatest stampede in the 
stock market which has been scen since the last 
panic. 

If the stampede comes, it will at least make 
business for the brokers, who are beginning 
again to complain of dull times. Meantime, 
while waiting for the President’s action, a local 
matter calls for a wordortwo. It is confessed 
that the five-cent fare on the elevated roads is a 
financial failure. The expectations indulged in 
as to the enormous increase of revenue have 
been disappointed, and certain of the people 
who are stuck with the stock atjhigh prices 
have been talking about putting up the fare 
agam to 10 cents,at least on the west side 
lines. It would be risking the raising of a 
big row to do ft, but the position of the people 
referred to is desperate. The plans had Seen 
made to float out of their stock when it was 
rushed up to 175, and everything looked favor- 
able forit up to the day that price was reached. 
From the time when the stock was about 140, 
things seemed to go swimmingly, no one ap- 
peared to be opposing the manipulation; on the 
contrary, assistance in bidding up the price and 
making a market tor the stock camefrom all 
sides. Mr. Field was delighted. He went about 
congratulating his friends and had much to 
say in pity of the misguided people 
who, had sold it short, among them being 
Mr. Sage, who had sold calls on the stock at 162, 
“T told him how it would be,” said Mr. Field. 
Thus it went until formal announcement was 
made that on the next day, which was a Satur- 
day, the stock would be closed at 175 bid. 
Everybody knows whathappened. The moment 
that price was bidon the Saturday morning, an 
avalanche of long stock came down on the pool, 
and it closed that afternoon not at 175$but 172. 
Still it was not too late. The fatal mistake was 
made on the Monday morning following, 
when Mr. Chapman, the pool _ broker, 
was confronted at the opening by ten 
or twelve brokers all with orders to sell, 
and waiting for him to make a bid. Old 
operators have said that the only safe course for 
Mr. Chapman to have pursued was to have stood 
up boldly, taken every share offered, and bic for 
more. If this had been done, sellers would have 
peen bluffed off, and selling orders canceled. 
For some reason he weakened, showed the white 
feather, and in less than the same number of 
minutes the price of the stock fell nine points. 
It has never recovered the blow. It was hit 


again hard in the December smash, and now is 
held about 155 with no business doing in it, 
every one afraid of it, and no bids for it but the 
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MR. OHILDS STILL INDISPOSED, 
From the Philadelphia Record, Jan. 29. 
Mr. George W. Childs, on the advice of 
his physician, has not appeared at his business 
office since the occurrence of the accident. He 


has been for some time at his Wootton resi- 
dence, and will remain there for probably ten 
days more, when it is expected he will be able to 
resume his duties. 

— te 


ROSSINI’S ASHES. 
From the London World. 
The ashes of Rossini will be fetched from 
Paris next week by the Deputy Mariotti, com- 


mwanded by the King of Italy to take them to 
Florence, there to be buried in Santa Croce. A 
subscription has ‘been opened to erect a monu- 
meut to the illustrious composer, the King him- 
self heading the list with 5,000f., (£200.) 


ET 
THE DANGER FROM SMALLPOX 
is infinitely less than from these sudden and 


extreme weather changes. Benson’s Plasters— 
and Benson’s only~promptly cure coughs and 
colds and prevent pneumonia. Refuse quack 
plasters, new and old. Ask for Benson’s and 
take no others.—Eachange, 


—- 


Cure. for the Deat. 

PECK’S PATENT IMPROVED CUSHIONED Ear DRUMS 
perfectly restore the eae and perform the work 
of the natural drum. Invisible, comfortable, and al- 
ways in position. All conversation and even whis- 

ers heard distinctly. Send for illustrated book, with 
estimonials, FREE. F. Hiscox, 853 Broadway, N. 
Y.—A dvertisement. o 


REDUCED PRICES.—Unlaundered Dress Shirts, 
46c. each; Dress Shirts to measure, 6 for $9; Ring- 
wood Wool Gloves, 27c. A fancy Merino 
Undershirt and Drawer, ake h; former price, 

1 25; Linen Collars, 10c.,/15c. each; Cuffs, 15c., 

Oc. pair. J. W. JOHNSTON, 260 Grand-st., N. Y. 
—Advertisement. ‘s 


Eloped. 


I read in the papers a wonderful tale 

Of a beautiful maid and a student of Yale, 

Whe fied from their parents, in desperate mood 
Resolved to be married, let come what there would. 


For the student’s proud father was haughty and rich, 

iene <4 maid earned her living by stitch upon 
stitch; 

But the young man cared naught for opinions or gold, 

So long as he won her “to have and to hold.” 


But the maiden was lovely, and young, and a belle; 
The list of her conquests no mortal might tell; 
Electric the lights in her blue eyes that played, 
And like snow was the skin of this beantiful maid. 


But most lovely of all were her milky-white teeth, 
When 2 A ac how they glistened her red lips be- 
neat 
For she brushed them with SOZODONT morning 
and night 
Till they rivaled white pearls in their lustre and 
ght. 


SHE WHO WOULD BE 


the Queen of Beauty must look to her teeth, for a 

yam mouth is indispensable to female loveliness. 

rush your teeth carefully with fragrant SOZO- 

DONT and you will be charmed with the result, for 
it is without equal as a dentifrice. 
— 

Albert Lewis, M. D.,'7 Beach-st., New-York. 
Hours 11 tol and 3 to8 P. M., Sundays, 10 to12. 
Diseases of nervous system a specialty for last 40 

years. Our readers may safely consult the Doctor 

with the assurance of receiving honorable treat- 
ment, reliable opinions, and common-sense advice. 


Sure Cure for Catarrh. 

Dr. Stinson’s Agreeable Catarrh Cure cures where 
all other treatments fail. Gallon package, $1. Drug- 
gists. Kill warts and corns with Kill Corns. No 
pain. 10c. Y 

So 

Use Angostura Bitters, (the genuine only,) the 
world-renowned appetizer and invigorator. ave it 
always in your house. 


Clark’s Restaurant, 23d-st., oppenies Sth-Av. 
Hotel. Banquet hall suitable for large dinners, re- 
ceptions, theatre parties. 


If your business cares oppress you use Thur- 
ber, yland & Co.’s RESTORATIVE WINE OF 
COCA. No other wine of coca can compare with it. 


Hygeia Water is distilled water and makes no 
dangerous calcerous or earthy deposits of any kind 
in the human body. 


a 


Boker’s Bitters since 1828S acknowledged | 


to be by far the best and finest Stomach Bitters made, 
whether taken pure or with wine or liquor. 


———— 


Like a Sunbeam z. 
Is the Amber Cake of RIEGER’S Soap 2,180. 
od 
Read Article “‘Why Is This Thus?” in next 
Tuesday’s World, page 3. 
a. oe 


Lundborg’s Rhenish Cologne. 
a 


Earl & Wilson’s E. & W. brand of men’s 
collars and cuffs are the best. Sold everywhere. 


MARRIHND. 


HARTSHORNE—HARRISON.—On Wednesday, 
Jan. 26, by the Rev. bs. 2 R. Brush, MARGARET 
BENTLEY, daughter cf the late Stephen D. Harrt- 
son, of Jersey City, N.J., and WILLIAMS. Ha 
HORNE, of Newark, N. J. 


HOLDEN—WILLIAMS,—At St. Mary’s Church, 
Alexander-av. and 1424-st., on Wednesday after- 
noon, Jan. 26, by the Rev. Albert 8. Hull, assist- 
ed by the Rev. H. F. Auld, Miss BESSIK WILL- 
1AMs to EDWARD H. HOLDEN, both of Morrisania. 


 pIED. 


BANNISTER.—On Friday, the 28th inst., ANNIE, 

eldest daughter of James and Ellen H. Bannister. 

Friends are invited to attend the funeral serv- 

ices at the house, 416 Bergen-st., Brooklyn, on 

Sunday, the 30th, at 4 o’clock P. M. Interment at 
convenience of the family. 


BREMEYER.—At Linden, N. J,, Jan. 28, at the 
residence of her daughter, Mrs. R. I. Vander- 
voort, ANNA M., wife of the late George W. Bre- 
meyer. 

Notice of funeral hereafter. 


CLARK.—At Great Bend, Jefferson County, N. Y., 
GEORGE W. CLARK, formerly of this city. 
Funeral Monday, Jan. 3i. 


CROOKS.—Of pneumonia, Saturday, Jan. 29, Ram. 
SAY CROOKS, in his 58th year. 
Notice of funeral hereafter. 


DENNIS.—Entered into rest, Friday, Jan. 28, 1887, 
CHARLOTTE BUEL DENNIS, daughter of the late 
Aaron C. and Desier B. Dennis. 

‘ Funeral 10 A. M. Monday, from No. 1,005 Mad- 
son-av. 


te pec) + in this city, Jan. 28, DAVID W. 

DRAKE, in the 52d year of his age. 

Funeral services from his late residence, 62 
East 79th-st., Sunday, Jan. 30, at 2 o’clock P. M. 

GERRISH.—Suddenly, on Jan. 29, WILLIAM SCOTT 
GERRISH. 

Funeral services at his late residence, 133 East 
84th-st., on Monday at 5 o’clock P. M. Interment 
at Goshen, N. Y. 

HOPKINS.—In this city, Friday, Jan. 28, Mary 
WARNER, wife of Stephen T. Hopkins ana daugh- 
pred of the late William H. Munn, Esq., of this 
city. 

Poneral services from her late residence, 70 

West 55th-st., on Monday, Jan. 31, at 10 o’clock. 

LAIRD.—On Friday morning, Jan. 28, at 8 A. M., 
Mrs. ANNE, widow of James Laird, in the 80th 
year of her age. 

uneral services on Monday, Jan. 31,at 1 P. 
M., from the residence of her son-in-law, Robert 
Mitchell, 257 West 39th-st. 


LOCK E.—On Saturday, Jan. 29, JOHN B. LOCKE. 
Friends are invited to attend the funeral serv 
ices at his late residence, Warburton-av., Glen- 
wood, on Tuesday, Feb. 1, at4 P. M. Train leaves 
Grand Central Depot, 42d-st., at 2:55; returns at 
4:45. Interment at the convenience of the family. 


LOCKE.—On Saturday, Jan. 8, MARY ANNE LOCKE, 
wife of the above. 


OGDEN.—At the residence of her son-in-law, Toss- 
will E. Harrison, 264 St. James-place, Brooklyn, 
ELIZA 8S. OGDEN, widow of Géorge Ogden, of 
Pittsburg, Penn. 

Funeral services Sunday afternoon at 3 o’clock. 
Interment private. 


POLLOCK.—On Friday, 28thinst., THomMAs C. Pot. 
LOCK. 

Funeral services from his late residence, 317 
Carlton-av., Brooklyn, on Monday ne 31st 
inst., at 8 o’clock. Interment private. Please 
omit flowers. 


SHEPARD.—At Flushing, L. L,on Saturday, Jan. 
29, aged $2 years, THOMAS SPENCER SHEPARD, 

Funeral from Reformed Church, Flushing, L. 
I., on Tuesday, Feb. 1, at 12 o’clock. Train for 
Bridge-st. leaves Long Island City at 11:35. 

SOPER.—On Friday, Jan. 28, 1887, GEO. F. SOPER, 
aged 38 years. 

Funeral Monday at 11 A. M., at his late resi. 
dence, 326 Clifton-place, Brooklyn. Friends are 
invited without further notice. Interment at 
Woodlawn. 

SUTTON.—At Croton Lake, First month, 28th, 
MOs8kE8 SUTTON, in his 90th year. 

Friends are invited to attend the funeral at his 
late residence on Third day afternoon, Second 
month, Ist, at 1 o’clock. Train leaves Grand Cen- 
tral Station for Mount Kisco at 10:30 A. M. 


THURNAUER.—On Friday, Jan. 28, of pneumonia, 
ADOLPH THURNAUER, in the 51st year of his age, 
Funeral services will be held at his late resi- 
dence, 107 East 59th-st.,on Monday, Jan. 31, at 
9:30 A. M. Please omit flowers. 


WAYLAND.—On the 27th inst., at her residence in 
Saratoga Springs, MARY S. WAYLAND, daughter 
ot the late Hon. Samuel Young and widow of the 
Rev. John Wayland. 

Funeral from her late residence at 11 o’clock on 
the 3lstinst. Friends of the family are respect- 
fully invited to attend without further notice, 

WILMSHURST.—At his residence, 70 State-st., 
Brooklyn, on 27th inst., of congestion of the 
lungs, ZAVARB WILMSHURST, associate editor of 
the Insurance Times, aged 63 years. 

Funeral at St. Luke’s Chapel, Pacific-st., near 
Bedford-av., on Sunday at 2:15 P. M. 

WoOOD.—At Mount Morris, N. Y., Jan. 28, RoBERT 
Woop, aged 45. 

Funeral at the residence of his father, Henry 
Wood, Mount Kisco, N. Y.,on Monday, $lst, at 
2P.M. 


RTS- 


YOUNGS.—On Friday morning, January the 28th, 
GRAHAM, son of the late Thomas F, Youngs. 


‘ ny @! Tt nr ~ 
SPECIAL NOTICES. 
“ELECTRIC SERVICE.” 

Can be attached to any kind of heating apparatus 
ever made. Rooms kept at any temperature de- 
sired, thereby saving fuel, discomfort, ill health, the 
cracking of woodwork, furniture, pictures, &c., the 
thermometer in the room automatically governing 
the temperature. Invaluable in residences, churches, 
hospitals, schools, conservatories, &c. Testimonials 
and illustrated catalogues sent to any address on 
application. NATIONAL ELECTRIC SERVICE 
COM PANY, 686 Broadway, New-York. 


34,70 45 BUST MEASURES IN SEALSKIN 
garmense; rices markeddown,. C. C. SHAXYNE, 
CF, 103 PEMGC-Ahe ~ 
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SPECIAL NOTIOES. 


AMERICAN ART ASSOCIATION, MANAGERS, 


cee 


ON EXHIBITION, BEGINNING FEB. 1, 
AT THE AMERICAN ART GALLERIES, 
THE IMPORTANT COLLECTION 
OF 
VALUABLE PAINTINGS, SCULPTURE, 
ORIENTAL PORCELAINS, ENAMELIS, . 
SWORDS, JADE AND IVORY CARVINGS, — 
LACQUERS, BRONZES, CRYSTALS, 
SCREENS AND CABINETS, 
EUROPEAN CERAMICS, 

CLOCKS AND CLOCK SETS, 
ANTIQUE*AND MODERN FURNITURE, 
TAPESTRIES, &c., &c. 

Belonging to the estate of 
ROBERT GRAVES, Esq., deceased, of Brooklyn, 
TO BE SOLD BY AUCTION, WITHOUT 
RESERVE. 

By order of Administratrix, beginning with the 
Paintings, 

ON WEDNESDAY, THURSDAY AND FRIDAY 
EVENINGS, FEB. 9,10, AND 11, 

AT 7:30 O’CLOOK, 

AT CHICKERING HALL, 
CONTINUING MONDAY ‘AND TUFISDAY APT. - 
ERNOONS, FEB. 14 AND 15, 

AT 2:30 O'CLOCK, 

AT THE AMERICAN ART GALLERIES, 

6 East 23d-st. (Madison-square.) 

Catalogues containing 30 Kurtz Phototype Iitus- 
trations forwarded upon receipt of price, 75 cents. 
Full particulars cheerful.y furnished by the 
AMERICAN ART ASSOCIATION, Managers, 
6 EAST 23D-ST., M4 DISON-SQUARE. 


ADMINISTRATOR'S POSITIVE SALE. 


BY ORDER OF GEGRGE G. WILLIAMS, ESsa., 
Temporary Administrator of the estate of 
CATHERINE M. McCOSKRY, DECEASED, 


TO-MORROW (MONDAY) AFTERNOON AND 
EVENING AND TUESDAY EVENING, 
JAN. 31 AND FEB. 1, AT 2 AND 7:30 O°CLOCK, 
AT: ORTGIES’ ART GALLERIES, 

845 AND 847 BROADWAY. 


: MODERN PAINTINGS 
BY FOREIGN AND AMERICAN ARTISTS, 
ORIENTAL AND EUROPEAN. 
CERAMICS AND BRONZES; 


| COLLECTION OF ELEGANT PLATES, SEVRES, 


DRESDEN AND MINTON; CLOCKS, ART 
FURNITURE, AND OTHER OBJECTS. 
LIBRARY OF MISCELLANEOUS BOOKS, 
All belonging to the above estate, and to be sold 
WITHOUT RESERVE BY AUCTION, 
Thomas E. Kirby conducting the sale, 


Catalogues may be had at the office of Manley~A. 


Raymond, Esq., attorney for the estate, 156 and 158 
Broadway, and of 


ORTGIES & CO., Auctioneers. 


ART. 

EXHIBITION OPENS MONDAY MORNING, 
SALE BEGINS WEDNESDAY, FEB. 2, CON. 
CLUDING SATURDAY, FEB. 5, 1887, 
Commencing each day at 2:30 P. M., at 
THE BARKER ART GALLERY, 

47 AND 49 LIBERTY-ST. 

Again we have the pleasure of Paped ig a 
GRAND COLLECTION OF 
MODERN PAINTINGS, 


by the. most favorable known home and foreign, 


artists, 
IN ALL ABOUT 300 WORKS, 
being portions of eight distinct 
PRIVATE GALLERIES, 
which for sundry reasons the owners wish to dis- 


; pose of, 
In this exhibit it will be observed that the work of 
TWO HUNDRED AND FIPTY-THREKARTISTS 
are represented, 

which is an assurance that there must necessaril 

be a very wide range of subjects and treatment, ny A 
ficiently 80, we think, to meet the individual require- 
ments of almost all admirers of art, while the value 
and general excellence of the collection as a whole is 
alike equal in point of ——— and character to our 


ust 
“HIGH-CLASS EXHIBITIONS.” 
Among the more important pictures we wish tomake 
especial mention of the master work of 
MR. I. SPIRIDON, 


entitled 
“LE DEPART POUR LA CHASSE,” 
upon which the artist has received 
. TWO GOLD MEDALS. 
A selection of names from the list of artists will be 
published later. Gallery opens for exhibition at 9 
A. M. and closesat6 P.M. \ 
Call or send for eoeioge (no charge) 


BARKER & CO. GEO. IL. BANKS, AUC NEER, 


WALL PAPERS. 


WARREN, FULLER & LANGE, 
MANUFACTURERS, 

129 East 42d-st., Grand Central Depot, 
Offer at retail their Spring productions and impor. 
tations, which are unequaled for novelty of designs, 
variety, and moderate cost, including hangings. 


ESPECIALLY DESIGNED BY 
THE ASSOCIATED ARTISTS. 


Also a large and choice selection of Japanese,, 
French, English, and German goods recently 
imported. 


TO ADVERTISERS. 

WHAT BOOK is examined millions of times an- 
nually like our City Directory? The PU 
CHASERS’ GUIDE in this book is the place for 
your card if you advertise for results. Try it once 
-— you will continue it. Send postal for agent to 


THE TROW CITY DIRECTORY Co., 
No. 11 University-place. 


TRIS WILL CERTIFY THAT FOR YEARS 
I have been suffering with night sweats and a 
very violent cough, and could not be relieved from 
any physicians. I was almost despairing of myself 
when a friend advised me to try Adamson’s Cough 
—. as pare Powe ae —s. favo tay I feel 
much better, and tnere rospect for m - 
fect recovery.—Mrs. J. Knowlton. No. 186° Rast 
104th-st. KINSMAN’S, corner 25th-st. and 4th-av. 


HAMILTON VOCALION ORGANS, 

Warerooms, 28 East 23d-st. A. H. Messiter, Esq- 
organist of Trinity Church, says: ‘* The beauty an 
purity as well as novel character of its tones produce 
&@ most effective combination with voices or other in- 
struments, whilst the amount of power, astonishing 
in itself, is especially valuable for churches and con- 
cert rooms where space is a consideration.” 


F ies LOOK AROUND, THEN GO TOC. Cc. 

SHAYNE, 103 Prince-st., and buy your Sealskin 

arment. You w and genuine 
rgains, 


POST OFFICE NOTICE. 

(Should be read daily by all interested, as changes 
may occur at any time.) 

Letters for forsign countries need not be 8 
addressed for dispatch 1 3 any particular steamer, 
except when it is desired to send duplicates of bank- 
ing and commercial documents, letters not specially 
addressed being sent by the fastest vessels available. 

Foreign mails for the week ending Feb. 5 will close 
(prom fly in all cases) at this office as follows: 

SUNDAY.—At6 A. M. for Europe, per steamship 
Gallia, via Queenstown, (letters for France, Switzer- 
land, ately. a and Portugal must be directed 
“ er allia.”’ 

ONDAY.—At 2:303A. M. for Nassau, N. P., per 
steamship City of Monticello, from Jacksonville; at 
3 P. M. for Belize, Puerto Cortez, and Guatemala, 
per steamship Wanderer, from New-Orleans, 

TUESDAY.—At 8:30 A. M, for Ireland, per steam- 
ship City of Chicago, via Queenstown, (letters for 
Great Britain and other European countries must 
be directed “ per City of Chicago;’’) at 10 A. M. for 
Central America and South Pacific ports, per steam- 
ship City of Para, via Aspinwall, (letters for Costa 
Rica, Guatemala, and Mexico must be directed “ per 
City of Para;’’) at 10 A. M.for Scotland direct, per 
steamship Devonia, via Glasgow, (letters must be di- 
rected ‘per Devonia.’’) 

WEDNESDAY.—At9 A. M. for Jamaica, Sava- 
nilla, &o., per steamship Ailsa; at 9 A.M. for Eu- 
rope, per steamship Saale, via Southampton and 
Bremen; at 3 P. M. for Costa Rica, per steamship 
Foxhall, from New-Orleans. $ 

THURSDAY.—At 1 A. M. for the West Indies, via 
St. Thomas and Barbadoes, for Brazil and_the La 
Plata countries, via Brazil, _— or Finance, 
from Newport News; at 10:30 A. M. for Europe, per 
steamship Republic, via Queenstown; at LP. for 
Bermuda, per steamship Orinoco; at 1 P, M, for 
Vera Oruz, Campeachy, Chiapas, Tabasco, and Yuca- 
tan, per steamship City of Alexandria; at 1 P. M.for 
Nassau, N. P., and Santiago, Cuba, per steamship 
Cienfuegos; at 2 P. M. for Progreso, Mexico, per 
steamship Thornhill; at 3 P. M. for Truxillo and Ru- 
atan, per steamship Maria P., from New-Orleans; at 
8:30 3 M. for St. Pierre-Miquelon, per steamer from 
Halifax. ¢ 

FRIDAY.—At 2 P. M. for by Craz and Pro- 

, per steamship Panama, via Havana. 

oat MEDAYAtLI A. M. for Venezuela and Cu- 
racoa, per steamship Caracas; at 11 A. M. for Nor- 
way direot, per steamship Thingvalla, (letters must 
be directed “per Thingvalla;”) at 11:30 A. M. for 
Europe, per steamship Aurania, via Queenstown, 
(etters for France must be directed “ per Aurania ;’’) 
at 11:40 A. M.for France direct, r steamship La 
Bretagne, via Havre, (letters for Great Britain and 
other European countries must be directed “per La 
Bretagne;”) at 12 M. for Scotland direct, per steam- 
ship Belgravia, via Glasgow. letters must be direct- 
ed “per Belgravia;”) a 12 M. for the Netherlands 
direct, per steamship Edam, via Amsterdam, 

must be directed “per Edam;”) at 12 M. 

ium direct, per steamship Nederland, via Antwerp, 
Retters must be directed ‘‘ per Nederland;’’) at 2 P. 
M. for San Domingo, Cape Hayti, and Turk’s Isl- 
and, per steamship Samana. 

Mails for China and Japan per steamship City of 
Sydney (from San Francisco) close here Feb. *5 at 7 
Pp. M. Mails for Australia, New-Zealand, Sandwich, 
Fiji, and Samoan Islands, per steamship Mariposa 
(trom San Francisco) close here Feb. *5 at 7 P. M., 

or on arrival at New-York of steamship Aller, with 
British mails for Australia.) Mails for the Society 
Islands per ship Tahiti (from San Francisco) close 
here Feb. *21at7 P.M. Mails for Cuba, by rail to 
Tampa, Fla.,and thence by steamer. via Key West, 
Fia., close at this office daily at 2:30.A. M. 

*The schedule of closing of transpacific mails is ar- 
ranged on the presumption of their uninterrapted 
overland transit to San Francisco. Mails from the 
East arriving on time at San Francisco on the day of 
sailing of steamers are dispatched thence the same 
day. HENRY G. PEARSON, Postmaster. 
Post OFFICE, NEW-YORK, N. Y., Jan. 28, 1887. 
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Sealskin fe ne prices marked down, © 
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SPECIAL NOTIONS. ‘ 


WILLIAM P. MOORE, AUCTIO + 
MOORE'S ART GALLERIES, ean 

290 STH-AV. 

SALE TO-MORROW 
of the great collection of 

WATER COLOR PAINTINGS, 

and continuing 
TUESDAY, WEDNESDAY, THURSDAY, 

FRIDAY, 
2 O'CLOCK EACH AFTERNOON, 
8 O'CLOCK EACH EVENING. 


Mme. JULPLRERELUOUS HAIR. 


AN. 


s : pcre ee 
remedy for femoving roatouie ane permanently” : 


an annoying DISFIOU Ra Ne from 
New-York. 


BLAI®s PILLS.-GREAT ENGLISH GOUF 
and rheumati ¥ P 
pile - a Daneny Oval box, 34; round, 


4 


SEALSKIN GARMEN 

: ‘TS AND FASHION¢ 
able Furs; ces . 
Farrier, 103 pence marked down. ©. C. SHAYNEg 


NEW PUBLICATIONS. 


THE ART AMATEUR. 
THE BEST PRACTICAL ART MAGAZINE, 
Established 1879. 
Pe February number just out, 350.; ¢4 & year. 
or sale on the New-York and Broo! 
sees becaeateet 


and other first-class nowsd, 


ENTS: 
THE A. T. STEWART COLLE . 
weer RG UNDI AND cwndias ad 
LEAGUE k HIBITION. (Hus — 


BOSTON CORRESPOND 
THEO. D'S PARIS LETTER. matin: 


R. H. HALSTEAD PI 
peices ond CTURE SALE, with 


reat 
DOUBLE-PAGE CRAYON DRAWING. By EK, 


out, 
PRACTICAL DECORATING AND FURNISH- 
ING: The Color Scheme of afl min Tate 


Mrs, T. M. Pate og E 
a Simple of 
= ents. 


wood n — for a mantel: 

LAR A CHURCH PeMBROIDERY: 
Chalice Veils oe illustrations)—Church Vestments 
with chasuble design)—The Donegal Industry— 
2 ~~ — 5 rohan rk Ke Embroia- 

8, Mono s— Y 
s ure stchen,¢ Gn ote th Scannell’s Outline 
- NEW.” The Collector’ 

Wisdom, by Henri P. Du Bois—Literary Notices ot 
French Art Journals and new American Publicae 
WAMATEUR PHOTOGRAERY. "Sy Se 
wie 4 HY. By George G. 


Ww 
FRUIT PAINTING IN OILS. B .H. 
“ LY he mal PAINTING IN olts” 5 ng ns 
a ° 
PRACTICAL LESSONS IN CHINA PAINT~ 
Vass with designs for Figure, Fruit-plate and Squard 
RT NOTES AND HINTS—Valuable Table of! 
Oil, Water and Mineral Colors for us gure 
Painting—“ On the Use of Water Colors.” gate: 


MONTAGUE MARKS, Publisher, 
Union-square, 


HOUGHTON, MIFFLIN & CO.’S 
NEW BOOKS. 


A NEW BOOK BY MRE. BROWNING. 

PARLEYINGS WITH CERTAIN PEOPLE oF 
IMPORTANCE IN THEIR DAY. to wit: Ber 
nard de Mandeville, Daniel Bartoli, Christopher 
Smart, George Bubb Dodington, Francis Furini, 
Gerard de Lairesse, and Charles Avison. Intro- 
duced by a Dialogue between Apollo and the 
Fates; concluded by another between John Fust 
and his Friends. By Robert Browning. 1 vol, 
16mo, $i 25; also uniform with the crown Sve 
edition, gilt top, $1 25. 


THOMAS H. BENTON. 


Vol, XIV. of American Statesmen Series. By The@e 
dore Roosevelt. 16mo, gilt top, $1 25. 

Mr. Roosevelt’s intelligent and adequate biog= 
raphy of this distinguished statesman, whose long! 
and eventful political career covered a most impord 
tant period in American politics, cannot fail to be off 
great value and interest. 


A MILLIONAIRE OF ROUGH-AND-READYg 


AND DEVIL’S FORD. 


Two characteristic new stories by Bret Hartey 
Little Classic style. 18mo, $1. 


\ 

** For sale by all booksellers. Sent by mail, poste 
paid, on receipt of price, by the publishers, 

HOUGHTON, MIFFLIN & CO., Boston. 


11 East 17th-st., New-York. ‘ 
NEW NOVEL BY DR. HAMMOND. t 


—_—- 


ON THE SUSQUEHANNA. 
A NOVEL. 
BY WILLIAM A. HAMMOND, 
Author of “Lal,” “Doctor Grattan,” “Mr. Old- 
mixon,” &c. 12mo, cloth. Price, $1 50. r | 


“On the ince teeeenel is anovel of real life as it, 
exists in the picturesque region of Middle Pennsyly 
vania—a region hitherto neglected by writers . 
The local coloring, rsonal and topo-~ 
grephice). is such as could have been given’ 
hrough a minute ac tance with the ple in. 
that part of the coun in which the action takes - 


place. The plot is absorbing and well maintained te 
the end of the story. . 


D. APPLETON & CO., Publishers, 1 
1, 3, and 5 Bond-st., New-York. 


V—_—— OO eee 
40 000 BOOKS SELLING CHEAPE 
. THAN EVER.—AL the a sg ed nov 
in sets; Roper, Trautwine & Haswell’s Engineers 
Handbooks; “Every Man His Own Mechanic,”* 
Macaulay’s England, $1 a set; stationery; ail the 
oets and encyclopedias ; thousands of juvenile books,’ 
ibles, and Prayer Books; Seasides half price; pl 
books; 10,000 steel engravings, 10 cents each, wort 
$1; thousands of school books, 5 cents and 10 cen 
each; and I will pay the highest cash price for n 
and old books in small or large quantities. You wilk 
never see books sold so cheap again. Open evenings: 
LOVERING’S New-York Book Exchange, 28 
Broadway, opposite Stewart's. 
—_—_—_—_— 


RELIGIOUS NOTICES. 


AM SOULS’ CHURCH, 4TH.AV., CORNE 
20th-st.—Sunday school, 9:45 A. M.; sermon b: 
the Pastor, Rev. eodore C. Williams, 11 A. M.~ 
‘“‘Unitarianism in America.” Lectures Tuesdaysy 
3:30 P. M., 239 4th-av.; Feb. 1, “ Andrews Norton, 
theScholar.” Public cordially invited. 


Aa REFORMED CATHOLIC SERVICES, 
Masonic Temple, 6th-av, and 23d-st., evening, 
7:30, Father O’Connor preaches on Father Mc. 
Glynn’s bold definance—“‘] will not go te Rome.” 
Catholics specially invited. Admission free. 


AT THE MEDICAL COLLEGE, 23D-ST, 
and 4th-av., at 3 P. M,. Bishop Snow, of Mount 
Zion, will unfold the Fes paso relating to Christ's 
second coming. Christians speciaily invited to hear. 


LL SOULS’ CHURC 48TH-ST., WEST 
f 6th-av.—Rev. James B. Wasson will preach a& 
11 A. M.; prayers at 4:30 P. M. ' 


A RELIGIOUS SOCIETY CAN RENT 
A FURNISHED HALL, 1,266 and 1,268 Broadway. 
nn ee 


BURCH OF THE HEAVENLY REST, 

above 45th-st._Sunday, Jan. 30, the Guild of St. 
Paul will hold their annual service in the above 
church at 7:30 P. M.; seats free. The sermon will 
be delivered by the Rev. D. Parker Morgan. 


C HORAL LIT SERVICE, 4:15, CHURCH 
of the Holy Spirit, Madison-av., 66th.st.—An- 
them, Barnby’s sacred cantata, ‘* Rebecca.” Gearge 
F. Le Jeune, organist, and vested choir; other serv~ 
ices, 8,11, 7:45. Strangers welcome. 


Crna CHURCH, 5TH-AY., 
35th-st.—Rev. Dr. Shipman, Reotor. 
services at 11; evening prayer at 7:30. 


HURCH OF THE MESSIAH, CORNED 
34th-st. and Park-av.—Services 11 A, M.; sermom 
by Rev. Robert Collyer. 


DISCIPLES OF CHRIST, 
West 56th-st., near Sth-av., 
Preaching Sunday morning and evening by the 
' 


CORN 
Mornin; 


Pastor, the Rev. B. B. Tyler. 


ped cst ital tS OA NE OE SETAE ee CE SN 
FRE POINTS HOUSE OF INDUSTRY, 153 

Worth-st., William F. Barn: Superintendent.— 
Service of song every Sunday at 3:30 o’clock. The 
service is almost wholly by the children of the insti~ 
tution. Public co y invited. ‘ 


RST SOCIETY OF SPIRITUALISTS, 
a era Hall, sth-av., corner 23d-st.—Mra. 
Brigham lectures morning and evening; evening sab« 
jeot—** Andover and Rome;” seats free; all invitedg 
conference at 2:30. 


IRST BAPTIST CHURCH, PARK-AY. 

corner 39th-st.—Preaching x the Pastor, Rev 
I. M. Haldeman, at 11 A. M. and 7:45 P.M. Strange: 
cordially invited. 


(+ OR THE TIME IS COME THAT JUDG 

ment Must Begin at the House of God,” su 
ject Sun ¥ evening at 7:45 at Catholic Apos 
Church, 417 West 57th-st., west of 9th-av. 


OCIETY roe ETHICAL CULTURE.—DR. 

Stanton Coit will address the society at Chicker~ 
ing Hall, corner Sth-av. and 18th-st., on Sundayy 
Jan. 30. Doors Be = at 10:30, closed at 11:1 
Sudject—“ Ethical Culture as a Religion for thé 
People.” The public are cordially invited. 


UNDERLAND P. GARDNER, OF FARMIN 

ton, N. Y., & Minister of the Religious Society 
Friends, will attend the mecting at 15th-st. an 
Rutherfurd-place this morning at 11 o’clock. T 
publio co; invited. < 


hr. OOO 
T. THOMAS’S puor GEO. WM, WAR- 
ren, Director.—A few eS voi 


contraltos;) members taught 


Thomas’s Church W: 
and Saturdays, between 3 4P. te 


ST. STEPHEN’S CHURC 
46th-st., north side, between 5th COP en ava. 
The Rev. A. B. Rector. 
Service on Sunday at 1] A. 


OCIETY 
worship at 


0 tba 


ector. 
and 4 P. M. 


OF -FR DS.—-MEETING FO 
Friends’ House, 14s 


py te om i n 


Fe 


agg 
cheeks, chin, arms, &c, 4 
Call or address tg SULTAN 48 Bast D0th ate 


es 





PICTURE SHOWS AT CLUBS 


‘THEIR VALUE 10 ARTISTS AND 
3 PURCHASERS. 

UNION LEAGUE AND CENTURY EXHIBI- 
TIONS—THE N&W-YORK’S NEW HOME 
—CLUB GOSSIP. 

The clubs which give exhibitions and re- 
ceptions are becoming quite formidable rivals 
of the Academy of Design and the American 
Art Association. Many artists consider it more 
desirable to have their pictures exhibited at the 
Union League and Century Clubs than at either 
of the institutions mentioned. The course of 
the committee at the Union League se- 
cures only works of merit for their 
monthly exhibitions. The committee visits 
tho studios of the artists who respond to the 
invitation to contribute and makes a selection 
of their new works, not leaving it to them to 
send what they may think the best. Few of the 
exhibitions each season are entirely of Amer- 
ican works. There is always one devoted to 
foreign works. The others are of old as well as 
new pictures, though there is never a second 
exhibition on the walls. Itis not surprising that 
there is always such a demand for the tickets for 
the art exhibitions at the Union League, and 
that the artists are so proud of exhibiting their 
works there. The same careful system is not pur- 
sued in any df the other clubs, itis true, but the 
artists, recognizing the courtesy, are always 
careful to make a selection of their new 
works. Artists who do not evince the 


proper appreciation of the courtesy and send in- 
aifferent specimens of their ability are generally 
quietly ignored in the future by the art com- 
mittees of the progressive clubs which give art 
exhibitions. There are a number of liberal art 
patrons in the Century Club, and an exhibit 
there at one of the monthly receptions generally 
secures a purchaser for a good work. It is said 
by some artists that more pictures are sold as a 
result of the exhibition at the Union League 
than anywhere else. The progressive clubs can, 
under the circumstances, perform a very impor- 
tant function in the art world by these exhibi- 
tions if they exercise the proper care in the se- 
lection of the works, and take pains to secure 
a few good pictures rather than a large number 
of judiferent ones to cover their walls. There 
is quite a competition among the clubs 
to obtain pictures for these exhibitions, each 
wishing to afford the first view of a new work. 
Preference, it need not be said, is always given 
to the Union League because of its standard and 

reputation. The Lotos used to give monthly art 

exhibitions, but finding it difficult, in view of the 
competition of the Union League and Century, to 
obtain new and good works, the display has been 
limited for several years to two or three during 
the season. The Union League has an art gal- 
lery, and the preparation for the exhibition does 
not in the least inconvenience the members. 

The Century is not put to much trundle 
either by its monthly art exhibitions, as it 
devotes only two rooms tu the display, and the 
ictures are hungon adjustable frames placed in 
ront of the bookcases and pictures on the walls. 

The exhibition at the Lotus, however, means 
considerable inconvenience to the members and 
a great deal of work for the art committee. The 
parlor floor is devoted to the display, and the nu- 
merous collection of works owned by the club has 
to be removed and stored to make places for the 
new works, which again have to be taken down 
andthe others returned. The committee pro- 
poses to adopt the adjustable frame system of 
the Century, which will considerably lighten 
its labor and lessen the inconvenience to the 
members. There are, however, many artists 
and a strong art taste in the Lotos, and the 
coliection of pictures contributed to the 
club is numerous and valuable. The Lotos 
entertains its lady visitors on the —— 
following the Saturday night art exhibition wit 
a collation in its dining rooms and ‘the music of 
astring band in the hallway. There is always a 
supper, too, at the Century. When an entertain- 
meut was combined with the picture display, as 
was waginmecin the custom at the Lotos, the 
artists complained that there was no oppor- 
tunity to see the paintings, and consequently 
the system was abandoned. The same sys- 
tem will be adopted, however, by the Manhat- 
tan Athietic Club, which will give art ex- 
bibitions and ladies’ day on Feb. 10, when 
there will be also an informal entertain- 
ment. The Century and Union League oc- 
sasionally purchase pictures, the latter 
those of historical value and the former 
trom annual appropriations to foster and encour- 
age art. Few of the progressive clubs take pains 
to dispose of the pictures exhibited on their 
walls. One of these is the Canadian Club, occu- 
pying the old house of the &t. Nicholas Club on 
East Twenty-ninth-street. This club offers its 
walls to artists for the exhibition of their works, 
gives them cards to admit their patrons to see 
the pictures, and publishes a catalogue with the 
address and yee. As yet the exhibition has 
not amounted to much, but can easily, and doubt- 
less will be made very attractive, as the system 
will receive hearty encouragement from the 
artists. The Canafian admits ladies on Saturday 
afternoons to see the pictures. The other club 
that proves 2 good friend to the exhibiting artist 
is the Mendelssohn Glee Club, which always 
gives an exbibition incidental to its concerts, 
and through the efforts of a prominent mem- 
ber all the pictures are generally sold. 

As predicted iast Sunday, the New-York Club 
decided at its Directory meeting during the 
week to lease the mausion on the cerner of 
Fifth-avenue and Thirty-fifth-street and expend 
$100,000 in improvements, which will be very 
extensive and are nut yet fully determined upon. 
Untilrecently the club had been slowly but 
ay failing into the “sere and yellow leaf,” 
but the prospect of a removal and an increased 
membership has imparted a new life to the old 
institution. It is likely thatthe geneess rogress- 
ive régime will recommend ladies’ days and 
entertainments in the new house, 

A table @héite has been started at the 
Racquet Club, of which only a few of the mem- 
bers frequent the club house. There will be no 
entertainment this season in consequence of the 
“= nga of Mr. Travers, who always paid the 

ilis. 

The central point in the Manhattan Club is the 
billiard room, the platform seats around which 
afford spectators an excellent opportunity to 
witness the playing. Thereis the same advan- 
tage provided in the billiard room at the Union 
League, and the room is a general resort, There 
are not any crack but many good playersin the 
Union League. The Manbattan boasts of the 
shampion amateur player, Mr. Dugro, and when 
he or Mr. Dan Starr is playing the “gallery” is 
always crowded. Lotos and Union men often 

o down and play with the members of the 
Sfanbattan, though the rigid rules of the Union 
i ata @ return of the compliment in that 
club, 

There is each increasing year an inclination on 
the part of the ‘old boys” to raliy together on 
cold evenings in the cluphouse on East Tenth- 
street of the Veteran Firemen’s Association. 

It is proposed in the Knickerbocker Club to 
run steam pipes, along the windows so that the 
“stuffed dudes” can occupy their customary 
placesin cold weather. The window occupants 
of the Dnion Club “sun” themselves regularly, 
undaunted by the cold weather. All the elu 
houses are heated by grate fires, and consequent- 
ly the favorite window seats are cold retreats in 
the Winter. 

The Authors’ Club will in future devote initia- 
tion fees to a sinking fund. The committee has 
under consideration the annual election of an 
honorary member. 

The Mohican Club is arranging togive another 
* High Jinks” dinner in a fortnight or so. 

The Press Club will give a Saturday Night 
early in the month. 

Tbe Kit-Kat Club held a social meeting last 
evening, and, as usual, had a goodtime. Their 
motto is “The ornament of a house is the 
friends who frequent it.” They never neglect 
the opportunity, however, to produce some 
clever pictorial and decorative ornamentation. 

The Republican Club is making extensive 
pireeensions for its dinner commemorative of 

incoln’s birthday and regret that they are not 
able this year to give it in theirown house. 

It is agreed on all sides that the University 
Club is the most frequented inthe city. The 
new dining room has proved a great attraction. 

The Canadian Club proposes an exhibition of 
water colors and sepia sketches of scenes along 
the route of the Canadian Pacitic Railway. Mr. 
Kneeland, one of the artist members, has taken 
charge of the art exhibition and will extend 
every facility to artiste. Mr. Erastus Wiman, 
the President, announces that he will as Vice- 

. President of the Montreal Carnival Committee 

ive any information about the apprecchina Ice 

Jarnival. He makes the club his headquarters. 

The progressive element prevails in the Cent- 
ury Club, and there is likely to be an increase 
in the membership of 100. There has been a 
conference since the election between the con- 
fervatives and the progressive element, and the 
social monthly reunions will be all the pleas- 
anter. Theregular monthly reunion and exhi- 
bition occurs next Saturday evening. 

The St. Nicholas Club is arranging for @ re- 
union in the interregnum before Piingsten Mon- 


day. 

The Manhattan Athletic Club has prepared a 
series of attractive entertainments for Feb- 
ruary, beginning with the ladies’ reception and 
art exhibition on the 10th. It is proposed to 
give social and athletic entertainments through 
the season as well as wlub dinners. There is a 

eat rivalry between this club and the New- 

fork Athletic. 


re 


FATAL RAILROAD COLLISION. 

DECATUR, Ala., Jan. 29.—A collision occurred 
on the Louisville and Nashville Railroad 15 
miles south of Decatur today between 
a freight and an express train. It is 
estimated that at least 10 perewen were killed, two 
of whom are Mr. McDermott andason of the bag- 
ond agent at Decatur. Only meagre particulars 

ave been received, as the collision oocurred in 
Blount County, distant from a telegraph station. 
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AN ALLEGHENY FIRM FAILS. 
PITTSBURG, Jan. 29.—Judgments aggregating 
nearly $44,000 have been entered against Spratt, 
Johnson & Co., manufacturers of agricultural im- 


plemente in Allegheny City. The attachments were 
ned at the instance of the Union National Bank 
ot i: = x4 ie seever Fall " Steel on we 
n the han he Sheriff, anc 
‘wil be served immediately, ao ‘ 


CONTAGIOUS DISEASES. 


THE WEEK’S REPORT SHOWS FEW 
DEATHS FROM SMALLPOX, 


The following cases of contagious diseases 
were reported last week: Typhoid fever, 13; 
scarlet fever, 47; cerebro-spinal meningitis, 5; 


measles, 453; diphtheria, 109, and smallpox, 23. 
The deaths from diphtheria numbered 33, from 
measles 54, and from smallpox 3. The week be- 
fore there were 651 cases of measles, and 68 
deaths, and 128 cases of diphtheria, with 49 
deaths, 

Many new cases of smallpox were reported 
yesterday, but seven of them proved to be 


false alarms. A child who died at No. 307 
East Ninety-seventh-street, a man who applied 
for admission at the Roosevelt Hospital, and 
Mrs. Christenson, who died Friday night in 
West Eightieth-street, were recorded as having 
smallpox. John Sullivan, whe absconded from 
No, 945 Sixth-avenue, surrendered himself at 
the Reception Hospital and was sent to North 
Brother Island. 

Yesterday 263 persons were vaccinated at 
Sanitary Headquarters. Dr. Taylor went to 
Mount Vernon during the day and in a few min- 
utes upset the diagnosis of Dr. D. B. Hunt and 
Dr. G. C. Weiss in regard to Helen Tallman and 
her nephew, Edmund Tallman, who on Wedunes- 
day night were driveu from No. 151 West Sixty- 
second-street to Oakley’s boarding house at 
Mount Vernon and there quarantined. The 
child’s ailment was a ease of measles, and Migs 
Tallman suffered from an eruption akin to acne. 
Dr. Taylor, on his return to Sanitary Headquar- 
ters, said if was aclearcase of “over precaution.” 
Frank Dougherty, who lives at Rockaway and 
East New-York avenues, Brooklyn, was re- 
moved to the Flatbush Hospital yesterday suf- 
fering from smal!pox. His sister Margaret, 10 
years of age, died of the disease yesterday atter- 
noon. A nurse atthe Flatbush Insane Asylum 
named Schaffenberg was removed to the small- 
pox hospital and all the patients in his ward 
were vaecinated. 

The sanitary authorities deny the sensational 
charges which have beer made against the sys- 
tem of discipline in vogue at the North Brother 
Island Hospital. Dr. E. H. Janes, who has 
charge there, said that only one case had been 
traced to infection from the island. Ten years 
ago a patient concealed a pair of slippers and 
took them to Sullivan County, where a number 
of his family sickened of the disease. The 
nurses and attendants do not leave the hospital. 
They are under the strictest discipline and 
have to observe the most stringent san- 
itary rules. All clothing not of great 
value is burned, Valuable clothing is not 
given up until after frequent fumigations and 
airings, and it is generally kept a long time after 
the patient leaves the island. Nurses do not 
come to New-York and mingle in gatherings. 
Last Summer, when there was no smallpox on 
the island, two nurses attended church in Port 
Morris, but they explained whothey were before 
they went into the church. There is no case of 
escape or elopement on record. The nearest ap- 

reach to one was several years ago when a 
urgiar in the Tombs simulated the rash of small- 
ox with croton oil. He was detected on the isl- 
and and tried to escape, but was caught. 


ee 
MOTIONS OF SO-CALLED FIXED STARS. 
Prof. Boss, of the Dudley Observatory, 
has just submitted his annual report at a meet- 
ing of the Trustees in Albany. In it he says that 
during the year past comet observations and 
calculations as well as special star observations 
have occupied the attention of the observers in 
the intervals taken from the preparation of man- 
uscript for the zone publication, As that work is 


near completion it is proposed to enter upon the 
newly projected investigation next Summer. 
This new work is of a much more ambitious 
character than any which has been undertaken 
at the Dudley Observatory heretofore, and per- 
haps of greater scientific importance than any 
single undertaking of an astronomical nature 
ever projected in this country, The execution 
of the entire plan may require 20 years of con- 
tinuous labor with the present financial re- 
sources of the @pbservatory, which are far 
inferiog to those of other similar institu- 
tions in the United States. But it will also 
be divided into sectious, so that results may 
appear from time to time and the value of the 
separate investigations be secured as fast as they 
are completed. The principal feature of the 
work will be a critical and independent inquiry 
in regard to the motions of certain of the so- 
called fixed stars, This investigation at the 
present time is of fresn interest, since on account 
of the forbidding character of the great labor in- 
volved very little has been done by astronomers 
in regard to it since the death of Argelander, who 
is regarded as the most distinguished astrono- 
mer of the last generation. It is known that 
certain stars are endowed with motions far ex- 
ceeding in velocity any which are known in the 
solar system, but practically nothing is as yet 
known in regard to the iaws of these motions, 
and since Argelander’s time no astron- 
omer has undertaker to gather even the 
exising evidence in regard to them which is 
scattered in hundreds of bulky volumes issued 
from time to time by the leading observatories 
of Europe. The evidence, which is mostly of a 
fragmentary nature, should be collated and sup- 
plemented by a special investigation through 
the most retined and searching observation of 
which astronomical science is at present capable. 
Growing out of this problem aré numerous oth- 
ers relating to the structure of the universe of 
worlds which lie beyond the solay system. Upon 
these probleins it is proposed to bring to bear 
all the light which is afforded by the combined 
labors of astronomers during the last 150 years, 
which constitutes the period of exact researches 
relating to the stars, and to add as much as may 
be found practicable with the resources of the 
Dudley Observatory. A successful completion 
of this task as a whole is to be hoped for, but 
cannot, of course, be promised. 
——- — 
THE NEW-ENGLANDER’S LAMENT. 
From the Springfield (Mass,) Republican. 

There is no one thing that a New-England 
man misses so muchin New-York as a plate of 
good old-fashioned baked beans. Itis estimated 
that there are 100,000 strangers here every day, 
and a large number come from the Eastern 


States. And yet with the constant call day after 
day for baked beans the hotel men and restau- 
rant keepers have made no progress toward sup- 
plying the demand, Outside of half a dozen 
places, there is nowhere in the metropolis 
that this famous dish can be had, There 
are, of course, thousands of eating-houses 
where baked beans are regularly served. But 
they aresuch beans! They are cooked in huge 
shallow pans, are as white as milk, and when 
they are dished out they look as if they had been 
“squashed” in a mortar. There is never any 
pork in them, no juice, and they are as tasteless 
as water. They arealways served with a great 
slab of boiled becf or ham, and to a person who 
has been accustomed to the good old Massachu- 
setts dish they area delusion and an absurd 
oke. Still this is all New-Yorkers know of baked 

eans. They eat them now and then and sup- 
pose they are tasting the real thing, and in their 
ignorance wonder why the fabled sustenance of 
Boston is so popular. Taking into consideration 
the great number of New-England people here 
it seems as if there was a fortune in store for the 
man who would come to New-York and give the 
people a taste of the good old-fashioned Boston 

aked beans, 

ee 


LOUIS NAPOLEON'S APPOINTMENTS. 
From the London Figaro. 

Even the Republicans are admitting that 
the last Emperor Napoleon was not so black as 
he was painted, at all events not in some par- 
ticulars. Itis allowed that in the distribution 
of much of his patronage he rarely troubled 
himself about the politics of the candidates 
whose names were submitted to bim. Between 
1849 and 1870 itis calculated that at least 18 
out of every 20 appointments to offices of im- 
portance were given by him to men of Legiti- 
mist, Orleanist, or Republican views. Apropos 
of this liberality of the Emperor, the Empress 
Eugénie once made an often-quoted remark, or, 
as Frenchmen would call {t,a mol. ** Bonapart- 
ist!” she once exclaimed in the privacy of a 
circle of Court intimates; ‘* we are not Bonapart- 
ist at this Court, you know. As to the Emperor, 
he is a Socialist; as to me—well, I ain a Legit- 
imist, and M, Rouher, there, cannot deny that 
he is an Orleanist. Yes,” she added, after a 
moment’s pause, * Persigny is the only real 
Bonapartist [ know at the Tuileries.” 

od 


USED A VIGOROUS ARGUMENT. 
James T. Hewlett, a well known resident 
of Babylon, Long Island, was arrested Friday 
night and arraigned yesterday on a charge of 
attempted arson, preferred by his wife. Hewlett 


and his wife separated some months ago, the 
latter remaining in her own bouse on Prospect- 
street. Hewlett annoyed her nightly. Friday 
morning Mrs. Hewlett found an infernal ma- 
chine under one of the windows of her house, 
and she suspected her husband of having put it 
there, The examination was adjourned till to- 
morrow. Much excitement has been caused by 
Hewlett’s arrest. 
— 
A PANIO-STRICKEN AUDIENOE. 

Troy, N. Y., Jan 29.—About 10:30 to-night, 
during the performance at Rand's Opera House 
one of the women on the stage discovered fire in the 
acener and cried “ Fire.’ The theatre was 
packec to the  dvors. The immense = an- 
dience began & punic-stricken rush for the 
several exits, but before all had escaped 
the auditorium was filled with smoke. By the 
heroic work of the theatre employes, police, and 
firemen every person in the audience escaped with- 
out injury. The fire had started below the stage 
and worked upward, where a stream was thrown on 
it by the atage hands and the flames were extin- 
guished. The damage is slight, mostly by water to 
a stock of dry goods in a atore on the lower floor. 


PROMOTION IN THE COURTS. 
CINCINNATI, Ohio, Jan. 29.—Gorv. Foraker has 
appointed Mr. William H. Taft Judge of the Supe- 


rior Court vice Judge Harmon, resigned. The ap- 
ointment will be ivr one year, Mr. Taft, it is un- 

Verstood, will accept. Ho is a son of the Hon. Al- 
naeee Taft, whe formerly served upon the same 
ene 


RAILWAY MANAGEMENT. 


POOL LINE ARBITRATION. 

CurcaGo, Jan, 29,~-Arbitrator Stevenson, 
of the passenger department of the Central 
Trathc Association, has just filed bis decisions in 
anumber of cases submitted to him for arbitra- 
tion. Inthe case of the Louisville and Nashville 
demand for a differential from Louisville to 
Eastern points, by way of the Bee Line, New- 
York, Pennsylvania and Ohio, and Baltimore 
and Ohio Railroads. on account of the transfer 
in Cincinnati from the Louisville and Nashville 


station to the stations of the above-named lines, 
Mr. Stevenson refuses the demand, on the ground 
that the argument therefor is insufficient. 

The claim of the Lake Erie and Western for as 
low a differential rate from St. Louis over the 
Chicago and Alton Road and Bloomington as is 
granted to any other line out of St, Louis is de- 
nied. 

A request of the New-York, Pennsylvania and 
Ohio for a differential rate of $1 50, first class, 
and $1, second class, Cincinnati to New-York, is 
thus disposed of: ‘ In view of the fact that the 
train service and running time of the New-York, 
Pennsylvania and Ohio have been materially 
changed and are not now as good as they have 
been in the past, and the consent of the Pitts- 
burg, Cincinnati and St. Louis being virtually 
given to the differential rate of 1 50 
in favor of the New-York, Pennsylvania 
and Ohio on first class business, and, as it would 
not in any serious manner be detrimental to the 
Bee Line interest, I think it proper to and 
hereby do award it the differential rate of $1 50 
between Cincinnati and New-York, as against 
the Bee Line and New-York Central and Pitts- 
burg, Cincinnati and 8t. Louie, and Pennsyl- 
vania Railroads, As the seconc class business 
is clearly controllable, and as no differential 
fares on second ciass business have heretofore 
been awarded, I do not feel justified in granting 
the differential rate of $1 as asked.” 

The claim of the Niagara Falls short line for 
the same rates to Boston by way of Albany 
and Rotterdam Junction asia granted the Chi- 
cago and Atlantic, also by the Niagara Falls 
short line for a less rate to New-York than is 
given the Michigan Central and Michigan 
Southern by way of Buffalo, and the Pennsyl- 
vania Railroad by way of Pittsburg, is dented. 

The claim by the Michigan Central and Lake 
Shore Roads for the same rate to Boston and 
New-England points over theirown lines and 
the Rome, Watertown and Ogdensburg Railroad 
as is granted the Chicago and Grand Trunk is 
denied, on the ground that it would ‘be impracti- 
cable to grant it. 


—_—-~———-—— 


STILL CUTTING RATES, 

CHICAGO, Jan, 29,—Though the Chicago 
Committee of East-bound Freight Traffic has 
solemniy agreed that east-bound rates must be 
maintained, not one of the roads voting for the 
resolution has attempted to carry itout. A few 
of the roads which claim to be short of cars, be- 
cause they are using them at other points, refuse 
to take much business at cut rates, bub the real 


reason for their doing so is that they are ahead 
of their allotted pool percentages from this 
city, and consequently find it more profit- 
able to take busmmess at cut rates from 
outside points than to run further ahead 
at this point and have afterward to 
pay over, in settlement of balances, large sums 
of money. The roads short of their allotted per- 
centages are trying to get “ even” by taking all 
the freight that offers at a twenty-five-cent basis, 
and conspicuous among these is the Lake Shore, 
which during the last week has done a much 
larger business than any of the other roads, 

Not alone on grain and provisions are the rates 
seriously cut, but on high classes of freight the 
cutting is still more severe, Itis alleged that 
the Merchants’ Dispatch is making contracts on 
high classes of freight at a cut of 
ahout 20 cents, and other fast freight lines 
are said to be doing likewise. The non-pool 
lines, which were able to secure conelderable 
busines, while the pool lines were making an 
attempt to maintain rates, are now unable to se- 
cure hardly any business at a twenty-five-cent 
basis, and some of them are making a twenty- 
cent rate to secure a portion of the truffic. 


a os 
WANTING THE HOUSATONIC. 
New-Haven, Conn., Jan. 29,—The offer 
made by the Housatonic Valley Railroad Com- 
pany for the purchase of the city’s interest in 
the Derby Railroad, in connection with a 
scheme to extend it to connect with the Housa- 


tonic Railroad at Hawleyville or thereabouts, 
has created much comment, and it was_in- 
creased to-day by an offer made by J. B. Sar- 
gent, the hardware man, to ‘give $25,000 more 
than of the Housatonic Company. He prom- 
ises to improve the road in many particulars, 
but does not state for what reasons he would 
like to purchase it. It is considered only 
a bluff to induce the Housatonic Valley 
Company to raise its first offer of $175,000, be- 
sides paying up the first mortgage bonds and 
giving the city a first mortgage on the road for 
the balance of its interest,. which amounts to 
nearly $800,000. In connection with this 
scheme, which jis thought to be under the direc- 
tion the New-England Koad, it is stated that 
thisrumor may be all wrong and thatitis a 
scheme of the Naugatuck Road to gain an en- 
trance into this city, making it its headquarters, 
instead of Bridgeport, and thus doing away with 
paying tolls to the Consolidated, over whose 
road the Naugatuck cars are run from Stratford 
to Bridgeport. 


——_—_2-—-—— 


QUESTIONS TO BE ANSWERED. 

CHICAGO, Jan, 29,—Commissioner Midge- 
ly, of the Southwestern Association, has written 
a letter to the managers of the roads in that or- 
ganization, suggesting a meeting Feb. 3, to de- 
termine the plan of action to be pursued in ‘View 


of the passage of the Inter-State Commerce bill. 
These questions, he says, may be profitably con- 
sidered at such a meeting: 

Organization.—What form of combinations can be 
most effectually maintained and what methods of 
enforcing such agreements is it expedient to adopt? 

Rates.—How shall rates on competitive busin. ss 
be made and whatrelation shall they sustain to local 
charges or the proportion received on long distance 
business carried over two or more roads? 

In what manner shall schedules of through rates 
be issued, and will their publication by the associa- 
tion and exposing them for public inspection at cer- 
tain stations fulfill the Jaw’s requirements? 

What circumstances, if any, would justify making 
rates different from those named in the regular 
tariff, and when made what publication thereof is re- 
quired? 

Construction,—How shall the phrase “under sub- 
stantially similar circumstances and conditions” be 
regarded as authorizing carriers in special cases to 
charge more for a longer than a shorter haul? 

Does the competition via Missouri River boats or 
routes to the Southeast or the Gulf come within the 
latitude implied in the above phrase ? 

What arrangements should be made for a con- 
struction of the law by the commission? 


JERSEY CENTRAL’S FEEDER. 
PHILADELPHIA, Jan: 29.—The New-Jer- 
sey Central Railroad Company has sécured a 
controlling interest in the Cumberland and Mau- 
rice River Railroad, an important feeder to the 
West Jersey system, running from Bridgeton to 


Port Norris, and will assume control of its man- 
agement Tuesda By a connection with the 
New-Jersey Southern, the Central Road now has 
a line from the Delaware Bay to New-York. The 
negotiations were carried on so quietly that the 
West Jersey officials were unaware of the Cen- 
tral’s move until the Port Norris Road had 
slipped from their control, To counteract it, it is 
said, they are endeavoring to secure a right of 
way for a branch line to run from Manamuskin 
Station, below Port Elizabeth, to the opposite 
side of Long Beach, to draw trailic from the 
Port Norris Road. 


— ee 
THE MANHATTAN ATHUETES. 


The Manhattan Athletio Club had a ring 
fitted up in the front parlor of their clubhouse at 
No. 524 Fifth-avenue, last evening. A, Lauter- 
wasser and J, H. Hoffman wrestled three bouts, 
and Lauterwasser won two falls out of the three, 
The event of the evening was a glove contest 
between A. Flelshmann and Joe George. Fleish- 
mann won seven rounds of three minutes each, 
The sparring was with very soft gloves, and the 
greatest good humor was manifested by the con- 
testauts. 

The club's ladies’ day will be Feb. 10. An 
artiste’ loan exhibition of paintings will begin in 
the clubhouse Feb. 10 and Jast three days, 
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SHOT BY HIS BROTHER-IN-LAW. 

“dward Curtis, a negro living at No. 605 
Dean-street, Brooklyn, quarreled with his 
white washerwoman last night, and dur- 
ing the altercation bis brother-in-law, Owen 
Johnson, interefered. Curtis struck him in 
the face, and Johnson left the house. He re- 
turned in half an hour with a revolver, and shot 
Curtis in the left breast. He escaped, and Cur- 
tis was cared for by an ambulance surgeon, but 
refused to go to a hospital. The surgeon thought 
the wound would prove fatal. 

———— 
THE OLDEST GRADUATE AT DINNER. 
From the Rochester Union, Jan. 28, 

The Yale Alumni Association of Western 
New-York had a dinner last night at the Buffalo 
Club, in Buffalo. An interesting feature of the 
occasion was the presence of the oldest living 
graduate of Yale as the guest of the association. 
This gentleman, the Rey. Mr. Hunn, is in his 
ninety-eighth year. He sat through the entire 
dinner, and was an example to the younger men. 
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POPULAR ELECTIONS OF SENATORS. 

From the Indianapolis Sentinel, Jan. 27. 

The fact that only four votes were cast in 

the State Senate against the resolution urging 


Congress to submit.a constitutional amendment 
requiring United States Senators to be elected 
by the people shows that King Boodle bas no 
sway in Indiana's proud Capitol. 
_—_—— rE 

Fire broke out at 8:20 P. M. yesterday on the 
third floor of No. 45 Lispenard-street and caused a 
loss of $2,500 to T. B. Varkwegen, denier in em- 


broideries, About $500 damage was done to the 
building, 


Times, Sunday, January 30, | 
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MISS VAN ZANDVS BOOK, 


ABOUT ANARCHISTS IN GENERAL AND 
SPIES IN PARTICULAR. 
CuicaGco, Jan, 29.—Silly Nina Van Zandt, 
who wants to marry Anarchist August Spies, 
has written a book, and will publish 
if at her own expense in a few days. 
Tho subject of the book is Anarchists 
in general and Spies in particular. It 
opens with a long preface and an autobiography 
of Spies, including his address before the court 
which declared him a murderer, Then follow 
letters from Spies to Miss Van Zandt and 


her replies, the whole making about 150 pages, 
with a cover bearing portraits of the two. A 
letter from Spies, taken trom proof slips of the 
book, indicates its character, In this letter Spies 
declares that the members of the Board of Trade 
furnished the means to prosecute biw, and that 
the basis of the prosecution was the demonstra- 
tion made by the Socialists at. the opening of 
the new Board of Trade Building. hen the 
Anarchist says: 


“You find an analagous case, ay dear, in Jndas’s 
history, You who are well versed in the Scriptures, 
as I believe, will probably remember the crucifixion 
of a young, bright, generous, and noblie-hearted Jew 
by the name of Jesus, and in connection with this 
incident you will likewise remember that a fow 
days prior to to his ‘legal’ murder he 
had entered the Temple of Jerusalem, which he 
found occupied by the Board of Trade men of that 
city. Let me also call to your attention what 
he said and did on this occasion. I quote from Mat. 
thew: ‘And Jesus went into the temple of God 
and cast out all them that sold and bought 
in the temple and overthrew the tables of the money 
changers, toankers,] and said untothem: “My house 
shall be called the house of prayer. but ye have 
made it a den of thieves.”’ And when tho Jeru. 
salem Board of Trade saw their ‘respectable busi- 
ness’ thus exposed by this ‘ foreign, half-distracted 
wild-oyed, ranting agitator,’ and when they saw that 
his words were listened to eagerly by the people they 
summoned their hireling Pharisees and Scribes and 
found a charge of conspiracy, ‘drnmmed up’ some 
charges against the ‘lawless fiend’ and crucified 
him as a ‘convicted felon’ you will readily see the 
analogy of this ia our own case.” 
a  etig = 
CROWN AND LION ON OUR COINS, 
From the Waterbury American, Jan, 26. 

“Two big copper cents, issued in 1817,” 
says the Philadelphia Call, ‘‘are among the 
rarest in the coin collection of the Philadelphia 
Mint. These have the liberty head wel) defined, 
but on the top of the head, over the liberty cap, 
is a small protuberance, which, under a micro- 
scope, appears as a¢rown! This was cut in the 


die by an English engraver, who thus covertly 
set the British crown over the American liberty 
head.” It is more commonly known thatthe 
back hair of the maiden who represents Liberty 
on our standard silver dollars is done wp in the 
semblance of a lion’s head when viewed upside- 
down. As it is also the work of an English 
artist, the lion may be taken for a British lion, 
The engraver, however, was considerate enough 
to put the animal under Liberty’s cap, which 
acts in a measure a8 acage or an extinguisher, 
although the tierce creaturo shows a disposition 
and an ability to get out and roar at almost any 
time, the maiden’s attention being attracted in 
another direction. The glance at the coin by 
those lucky enough to possess one will readily 
show the desperate situation in which British 
cratt has placed our bravo but reckless divinity, 
and the effects may be seen before relief is af- 
forded in our present strained relations with 
Great Britain through our selfish neighbor, Can- 
ada. Tho efforts of this Democratic Administra- 
tion to coax these dangerous coins back into the 
vaults of the Treasury, by substituting hand- 
some American paper for them, will be now 
seen to have been highly patriotic and precau- 


tionary. 
ee 


A LIBRARY FOR NEW-ORLEANS. 

NEW-ORLEANS, Jan, 29,—For years before 
his death the late Charles T. Howard had in con- 
templatiou the erection of a great public library 
in this city asa gift to the cause of education, 
which he proposed to place under the mapage- 
ment of the Tulare University. He had caused 
plans to be prepared by the late Henry Hobson 


Richardson, the distinguished Boston architect, 
a wyative of Louisiana, but the fatal 
accident which occurred to Mr. Howard 
at his place in Dobbs Ferry on the 
Hudson, some two years ago, prevented the ex- 
ecution of his plans for the time being. Quite 
recently, however, his daughter, Miss Annie F. 
Howard, determined to carry out the wishes of 
her father without further delay. and Mr. Frank 
T. Howard, her brother, has veen directed to 
proceed at once with the enterprise. A site for 
a building has been purchased at the corner of 
Comp and Delord streets, opposite Lee Circle, 
and the erection of a library building of 97 by 
185 feet will be commenced in April, 
The edifice is calcnlated for a_ library 
of 150,000 volumes, and will be opened 
with 50,000 on the shelves. According to Mr. 
Richardson's designs the structure will be one of 
the handsomest in the South. The Howard fam- 
ily will provide for the maintenance of the 
library, while Col. William Preston Johnston, of 
Tulare University, will have general control, 
The library building will be situated opposite 
that purchased for the Tulare College for Girls, 
for which Mrs. Newcomb, of New-York, recently 
made provision, and which will be ready for oc- 
cupancy next Fall. 
—_—oO 


JOHN B. GOUGH'S MEMORIAL. 

A monument to John B. Gough has recent- 
ly been completed and erected in Hope Cemetery, 
Worcester. It is asarcophagus from Westerly 
granite, classic in design, and is placedinan 
elevated position, the lot being one of the high- 


estin the cemetery. The die, which is concaved 
and polished back and front, has cut ip sunken 
letters the following epitaph—on the front: 
JOHN BARTHOLOMEW GOUGH, 
Born at Sandgate, Kent, England, Aug. 22, 1817. 


For 37 years the Jight and crown of his home at 
* Hillside,” 


Finished ina moment while yet speaking at Frank- 
fort., Penn., his public message of 43 years, 
and called to higher service, 
Feb. 18, 1886. 


He that overcometh the same shall be clothed in 
white raiment; and I will not biot out his name 
out of the book of life, but I will confess his name 
before my father and before his angels, Rev, iii—5. 


I can desire nothing better for the great country 
than that a barrier lugb as heaven should be raissd 
between the unpolluted lips of the children and the 
intoxicating cup; that everywhere men and women 
should raise strong and determined hands against 
whatever will defile the body, pollute the mind, or 
harden the heart against God and his truth, 


JOHN B, GOUGH, 
On the back, 


Departed at ‘“ Hillside,” Jan, 13, 1868. at sunrise 
for the city that hath no need of the sun.” 
NANNIE E. WHITCOMB, 
Born May 30, 1862, 
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A SERVANI’S LETTER, 

From the Pittsburg Chronicle-Telegraph, Jan. 26, 

Mrs, Margaret Ertzman, a woman residing 

at No. 2,308 Carson-street, South Side, was 

brought before United States Commissioner Mec- 

Candless this morning on the charge of opening 


aletter addressed to Katie MeNaughtin, a do- 
mestic who lived with her until a short time 
ago, Mrs. Ertzman was ‘arrested this morning 
on the information given by the girl. When be- 
fora the Commissioner she stated that the girl 
had left her house some days ago without in- 
forming her where she had gone. Tho letter 
came, and Mra, Ertzman saw that it was from 
the girl’s brother, and hoping froin it to discover 
where Katie had gone she opened if, Afterward 
she found where Katie was and sent the letter 
to her. Katie was angry about the matter, and 
came over and made an information against 
Mrs. Ertzman. The Commissioner was satisfied 
that Mrs. Ertzman did not open the letters with 
any intent toinquire into the private affairs of 
the girl, and aiter hearing the testimony dis- 
charged her. 
mR 


THE HAWARDEN RENT AUDI, 
From the Pall Mall Gazetie, Jan. 12. 

The rent audit on the Hawarden estates 
will be hold this evening at the Glynne Arms 
Hotel. Mr. Gladstone bas usually availed him- 
self of the annual gathering of Hawarden ten- 
autry to address them on agricultural and kin- 
dred topics, On inquiry at the castle this morn- 
ing our correspondent was informed that tho 
right honorable gentleman would not attend on 
this oceasion. The chair will be taken by Mr, 
William Henry Gladstone, Mr, Gladstone’s eldest 
son. 

NUNS IN REVOLT. 
Naples Dispatch to the London Daily News. 

There has been asmall revolution in the 
convent of the Ursulines at Cividale, Triuli, 
Some of the nuns dethroned the Abbess, who 
had reigned for 14 years, and set up one of their 
own choice in herstead. The Archbishop of Un- 
diné has repaired to the nunnery to “ restore 
order.” 

a Ge 
MAX MULLER AT WORK AGAIN. 
From the London World. 

Iam glad to hear that the statement last 
week concerning the ill health of Mr, Max Miil- 
ler was somewhat exaggerated. I am assured 
that he is as well as can be expected, and en- 
grossed in his work. 

- $$$ 
OPPOSED T0 LICENSE, 
From the Ogdensburg Journal, Jan. 28. 

There is a good deal of “‘no-license” inter- 
est being infused into the town meeting canvass 
now going on in Northern New-York, and a 
strong elfort will be made to elect no-license 
Excise Boards. 


The large steam mill at Vanceborough, Me., 
used by the Vanceborongh Wooden Ware Company, 
was burned last night. Lose about $40,000, 





FURNITURE. 
VOLDING BEDS; LARGE ASSORTMENT; 

varlor suits great variety, at manufacturers’ 
prices. OSTERMAN. Manutacturer, 101 4th-ay, 
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1887.—Criple Sheet 


SITUATIONS WANTED. 


e FEMALER, 
THE UP-TOWN OFFICE OF THE TIMES, 


The ONLY up-town offico of THE TIMBS is at 
No, 1,269 Broadway. Open daily, Sundays in- 
cluded, from 4 A. M. to 9 P. M. Subscriptions re- 
ceived and copies of 


THE TIMES for sale, 
ADVERTISEMENTS RECEIVED UNTIL 9P. M. 


N EXPERIENCED HAIRDRESSER DE- 
siresa few more heals by the week or month: 


best city reference given. Address J,, Box 206 
Times Office. 


er rrr re 
ARE FOR APARTMENTS,—BY RESPECT. 
able colored woman to take care of apartments, 
Call at 156 West 17th-st. 


HAMBERMAID.—BY COMPETENT WOM. 

an as chambermaid and sewing; thoroughly un- 
derstands her business; best city reference. Ad. 
dress M. K., Box 361 Times Up-town Office, 1,269 
Broadway. 


((HAMBeRMAID AND DO SEWING.-BY A 

respectable Zope woman; private family; will- 
ing to assist with other work; be ig and obliging; 
city reference. Address T.8., Box 275 Times Up. 
town office, 1,269 Broadway. 


‘HAMBERMAID.—BY A YOUNG GIRL AS 

chambermaid and waitress; two years and four 

monte reference. Call at 348 East 33d-st., one 
ghtup. 


HAMBERMAID OR PARLORMAID.—BYA 
roe, Wee; four years’ city reference. Ad. 
dress J. M., Box 356 Times Up-town Office, 1,269 
Broadway. 
C BAMBERMAID AND WAITRESS.—BY A 
young girl 22 years old, in 4 small private family; 
four years’ reference from last place, Address E, 
8., Box 404 Times Up-town Office, 1,269 Broadway. 


HAMBERMAID. —BY A _ COMPETENT 

young girlas chambermaid and do sewing: best 
city reference. Address M, G., Box 374 Times Up. 
town Office, 1,269 Broadway. 


‘NHAMBERMAID,.—BY A YOUNG GIRL AS 
first-class chambermaid; present employer can 
be seen.” Address Chambermaid, 760 3d-av., Adver- 
tisement Office. 
C HAMBERMAID.—BY A YOUNG PROTEST. 
/ant girl of good disposition: willing and oblig- 


ing; no objections to care of children. Address 
8, W., 517 pl . 


HAMBERMAID.—BY A COLORED GIRL AS 
chambermaid and assist with waiting; good ref- 
erence. Callat 125 West 31lst-st. 


OOK,—A LADY DESIRES FOR AN EXCEL. 

lent French cook and a trustworthy person, 9 
place from the present time until the lst of May, 
when she returns to the lady she has lived with for 
three years. Call or address Room 21, St. Maro 
Hotel, West 39th-st. 


OOK.—UNDERSTANDS ALL KINDS OF 
cooking; in first-class private family; French 
and American bread, uty: &c.; city reference, 


Address M. M., Box 367 Times Up-town Office, 1,269 
Broadway. 


O0OK.—BY AN ENGLISH WOMAN; UNDER. 

stands all kinds of French, English, and Ameri. 
ean cooking: by day or week; best city reference. 
Address C. J., Box 355 Times Up-town Office, 1,269 
Broadway. 


QOK.—BY FIRST.CLASS FRENCH COOK 

in private family where kitchenmaia is kept; 
best city reference. “Address L. P., Box 363 Times 
Up-Town Office, 1,269 Broadway. 


LL I LL, TB 
COok.-By PROTESTANT GIRL AS VERY 
‘ soot once; pone be psec biscuit ae is ayot 
eference; willing and o hg; no cards. Calla 
115 West S0th-st. first floor 


Crear A GOOD COOK; EXCELLENT 
baker and willing to help with washing; in pri. 
vate Zamily 4 country preterred; best city Tefsrence, 
Call at 418 West S0th-st., front basement. 


OOK.—IN PRIVATE FAMILY As PLAIN 

cook; by a clean, respectable woman; no washing, 
Seen on Monday, 10 to 1 o'clock, at 70 Weat 51st-st., 
present employer's; ring basement bell. 


00K.—AS COMPETENT FAMILY COOK; 

understands bread, biscuits, soups, meats, des. 
serts, poultry. &c.; best city reference. Call, two 
days, at 203 Lexington-av.; fourth bell. 


CLoa—s* A GOOD COOK TO GO OUT BY 
the day; can get up lunches and (dinners very 
fine; terms moderate. Address J. K., Box 372 
Times Up-town Office, 1,269 Broadway. 


(00K, &o— BY GIRL TO COOK, WASH, 
andiron; best city reference. Call, Monday, at 
443 West 56th-st,, two flights, 


O0OK.—A LADY WANTS A PLACE FOR HER 
first-class cook, Call, Monday, at 307 Lexing- 
ton-av., present employer. 


O00K.—BY A YOUNG GIRL TO DO COOK. 
ing: good city reference. Address M.C., or call, 
on Monday, at 463 West 33d-st, 


O00K.—BY YOUNG COLORED WOMAN AS 
first-class cook; sleep home; best reference. Call 
at 4/3 7th-av., first Roor, trons, 


OOK.—BY. A RESPECTABLE WOMAN TO, 


cook, Wash, and iron in private family; city ref- 
erence. Call at 330 East 36th-st., top floor. 


OOK, WASH, AND IRON.—BY RESPECTA. 
ble woman in English family; no cards, Call at 
490 6th-av., third fluor. 


OOK,.—BY RESPECTARLE COLORED WOM- 
an as a first-class cook in a private family; refer- 
ence. Call at 249 7th-ay., top floor. 


Cc 00K.—BY RESPECTABLE COLORED GIRL 
4 as tirat-class cook; best city reference. Call, two 
days, at 156 West 17th-st. 


J\RESS AND WRAP MAKER, —EXPERI. 

enced; go out by the day; terms moferate; city 
i Address Marion, 212 West 37th-st.; ring 
twice, 


RESSMAKER.—BY° FIRST-CLASS GER. 

man_ dressmaker to go out by the day: perfect 
cutter, fitter, and stylish draper; best city reference; 
price moderate. Address M. T., 1,439 Broadway. 


Tp ReeneA RES, — OU Le LIKE A FEW 
more engagements by the day: cuts, fits, and 
drapes; $1 50 per day. Address Miss Q., 131 East 
3lst-st., third bell. 


ERsten Bee ree CLASS; ACCUS. 
tomed to first-class work; perfect fitter; at $2 
per day. Address M. S,, Box 405 Times Up-town 
Office, 1,269 Broadway. 


| RESSMAKER,.—BY A COMPETENT DRESS 
and cloak maker; warranted first-class work: 
reasonable prices. Call or address Dressmaker, 159 
West 61st-st. 


RESSMAKER.— BY EXPERT DRESS. 
a7 maker; first-class city references; would like 
more engagements by day; evening dresses a spe- 
cialty. Address Mme. Wolte, 171 West 45th-st. 


I RESSMAKER.—WOULD LIKE A FEW 
more days’ work; family sewing done cheap. Aad. 
dress M. P,, Box 270 Times Up-town Office, 1,269 


Broadway. 


RESSMAKER.—FIRST CLASS; GO OUT BY 
.* the day; will make over dresses; terms, $1 per 
day. Miss Rice, 691 6th.av. 
RESSMAKER.--WISHES A FEW MORE 
customers; prices reasonable; suits made with 
short notice. Call at 12 East 23d-st. 


RESSMAKER.—FRENCH: TO GO OUT BY 
day or work at home, Apply to O. G., 808 6th- 
av., top bell. 


RESNMAKER.—WOULD LIKE SEWING IN 
families by day or week; colored, Address M, A, 
W., 300 West 40th-st. 


RESSMAKER.—FRENCH; CAN CUT AND 
tit; goout by the day; in private family; best 
reference. Call at 803 6th-av., second bell. 


OUSEKEEPER.-—BY MIDDLE-AGED LADY 
with experience and no means; would lke to 
have management of house or flat; private or board. 
ing: opunity preferred, Address Sanborn, 70 West 
st-st. 


OUSEWORK, &c.-BY A REFINED AND 

capable young woman; permanent home ina 
Christian family; can_take entire charge of house. 
hold duties; iron; excellent sick nurse; highest ref- 
erences. Address Miss Prentice, 84 2d-ay, 


OUSEWORK.—BY A RESPECTABLE GIRL 

4in a small family todo housework; is a good 

plain covk, washer, andironer. Cali, for two days, 
at 218 West 36th-st,; ring bell twice, 


OUSEWORK.—BY YOUNG GIRL TO nO 

general housework; good city reference, Ad- 
dress A. F., Box 366 Timea Up-town Office, 1,269 
Broadway. 


ADY’sS MAID AND SEAMSTRESS,—BY AN 

experienced German; take entire charge of ward. 
robe; neat sewer; like to travel toe Europe with 
lady; city reference. Address Box 272 Times Up- 
town Office, 1.26” Broadway. 


Laer MATD.—FIRST CLASS; BY A_RE- 
spectable girl; thoroughly understands dress. 
making and hairdressing; best and Jong city refer. 
ences, Address A. M,, Box 356 Times Up-town 
Otfice, 1,269 Broadway, 


ADY’s MAILD AND SEAMSTRESS,—PY AN 

4experienced German; takes entire charge of 
wardrobe; meat sewer; good city reference, Ad- 
dress V. S. G., Box 273 Times Up-town Office, 1,269 
Broadway. 








LAvcaking English,) desiring to travel, as maid to 


alady or family. Address her present employer, 148 
Montague-st., Brooklyn, 

AUNDRESS,—FIRST CLASS; IN PRIVA’LR 
4family; thoroughly understands her business; 
three years’ city reference from lastemployer. Ad. 
dress J. W., Box 271 Times Up-town Office, 1,269 
Broadway. 


N URSE,—BY A COMPETENT WOMAN,WITH 
i Nlong experience in taking care of old and invalid 
ladies; understands the care of wardrobe «nd pack. 
ing; no objection to travel. Can be seen at present 
employer's, 17 West 16th-st. 

IN UBSE.-4 LADY WISHES A SITUATION 
as infant's nurse for reliable, competent woman; 
can take entire charge. Address T., care Mrs, 
Box 368 Times Up-town Otlice, 1,269 Broadway. 


NUESE— BY A COMPETENT PROTESTANT 
Swiss French nurse for young or growing chil- 
dren; good sewer; first-class city reference. 
address C, P., 262 West 40th-st. 
TURSE.—BY A GERMAN-AMERICAN GIRL 
as nurse to child or children; can teach German 
and English; best city reference. Address J. R., 
Box 352 Times U p-town Office, 1.269 Broadway. 
URSE.—BY YOUNG AMERICAN GIRL TO 
1 take care of grown children in private family; 
willing to assist with chamberwork, Call at 982 
6th-av.; ring three times. 
N URSE.—BY PARISIENNE GIRL INA PRI. 
1 vate family to take charge of children; best city 
references. Call, Monday, at 21] West 31st-st.; ring 
four times; fourth floor, back. 


TURSE. — BY YOUNG FRENCH GIRL, NOT 
LNiong in this country, (speaks no English,) as 
child’s nurse, Call or address French, M. J., 145 
West 28th-st. 

TURSE.—BY A SCOTCHWOMAN AS COM. 
4 petent nurse to children; best of city reference; 
can see last employer. Call 323 East 39th-st. 

NEAMSTRESS AND TAKE CARE OF ONE 
Grown Child.—By an Englishwoman. Call at 344 
East 48th-st.. top 1ooke 





Dey 


Call or 





Y 
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SITUATIONS 


FEMALES, 


& FAMSTRESS.— BY DAY; UNDERSTANDS 
dressmaking; sews with and finishes after adress- 
maker; in private families; several years’ city refer- 
ence, Address M, C,, Box 365 Times Up-town Offico, 
1,269 Broadway. 


EAMSTRESS AND UPHOLSTRESS.—CAR- 

pets, curtains, slip covers, mattresses; all other 
upholstery work: first-class work; moderate prices, 
Address Upholstress, Box 368 Times U p-town Office, 
1,269 Broadway. + 
6s EAMSTRESS,—BY COMPETENT FRENCH 
person; middie aged; ent and fit; understands 
gresereaking: willing to do light chamberwork; 
lrst-class city references. Address Seamstress, 162 
West 32d.-st, 


S EAMSTRESS AND CARE OF GROWING 
Children.--Speaks Englishand French. Address 
Seamstress, 148 West 17th-st. 
WAITRESS. --BY A YOUNG WOMAN AS 
first-class waitress or do chamberwork and sew. 
ing; best reference, Address EB, T., Box 274 Times 
Up-town Office, 1,269 Broadway. 
oS eS OO OO erro 
Wwa ITRESS,—BY A COMPETENT YOUNG 
girl as waitress; understands salads and wines; 
Dest city reference. Address M. Me., Box 375 Times 
Up-town Office, 1,269 Broadway. 


nav hr dat nat se ee Sa SS A a eI 
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‘ Py 00: 
Call or afldress, Monday, 036 Bast 54 these, reference. 


sca Oe et 
ASHING.— BY FIRST-CLASS COLORED 
Jaundress, with unsurpassed facilities and good 
rears aay ype Haak penne 3 by the dozen, week, or 
month; largé families’ washing aspecialty. Addres 
Mary E. Gordon, 128 West 30th-st. " ° y 


ae Men cetniint Eaten th BEE Citta Be anata RISE Bia ER 
ASHING.—BY A COLORED WOMAN TO 
take washing home; pigip clothes, 75 cents per 
dozen; fine clothes, 61 perdozen. Address E. G., 
330 West 53d-st, 
WASHING.-BY RESPECTABLE COLORED 
woman to take families’ washing by the dozen or 
month; reference. Call or address Mrs. U. DE, 
217 West 35th-st., Room 4. 
W ASHING.~BY A FIRST-CLASS PRIVATE 
family laundress to take washing and ironing 
home or go out by day; good reference. Call at 124 
East 32d-st. 


ASHING.—BY RESPECTABLE COLORED 
woman some family or gents’ washing to take 
yews: reference. Call at 328 West 25th-st., first 
oor. 


YTASHING.—BY A GOOD LAUNDRESS TO 
go out by the day or to take work home; best 
reference. Call at 437 West 56th-st., third floor, 


MALES. 


TTENDANT—TO AN INVALID OR SICK 

gentleman; valet. or ag traveling servant, by a 
well recommended young man: single; good massage 
operator and can shave. Address B. J., Rox 3689 
Times Up-town Office, 1,269 Broadway, 


UTLER—COOK.—BY MARRIED COUPLE; 

man as thoroughly competent butler; good valet; 
wife as¢dirst-class English cook; both are thoroughly 
experienced; first-class city reference; city or coun. 
try. Address J. &., Box 276 Times Up-town Office, 
1,269 Broadway. 


UTLER AND VALET.—IN PRIVATE FAM- 

ily; by a Frenchman; understands his duties 
thoroughly; no objection to the country; best city 
references. Address 8, C,, Box 364 Times Up-town 
Office, 1,269 Broatiway. 


UTLER AND VALET,—BY A THOROUGH. 

4 reliable young man; understands his businéss 
in all its branches; best city references. Address 
W. P.; Box 274 Times Up-town Office, 1,269 Broad. 
way. 

UTLER OR VALET.—BY FRENCH SWISS: 

underatanids baying all business for private 
house and everything for gentlemen’s use; five years 
Danseweener s good city references, Address Butler, 

“a, 


UTLER,—THOROUGH; WHERE SECOND 

manis kept; English; age 35; over two years’ 
excellent city reference from last employer. Address 
8, A., care of Depew, 377 4th-av. ; 


UTLER.~-BY A THOROUGH ENGLISH 

butler; has the very highest references: would 
like to go to Washington, Address A. B,, Box 403 
Times U p-town Office, 1,269 Broadway. 


UTLER.—BY INTELLIGENT DANE (26) 

as butler or valet in private family; city refer. 
ences, Address E. A., care of Michael, 8th-av., be- 
tween 70th and 71st sts. 


eee + + See 
OACHMAN.—BY A GENTLEMAN FOR HIS 
coachman; single; strictly temperate; medium 
size; first-class grees: careful, experienced city 
driver; thoroughly understands the care of horses, 
harness, and carriages; understands gardening, 
milking, care of furnace; will be generally useful; 
one peodenete, Address Sherwood, 953 Broadway, 
oom 4, 


OACHMAN AND GROOM.—BY A SINGLE 

young man who thoroughly  nderstands the 
proper care of horses, fine carrifges, &c.; careful 
city driver: first-class city reference. Address, for 
two days, J, W., Box 389 Times Up-town Office, 
1,269 Broadway. 


CQACe MAN AND USEFUL MAN,—ENG. 
lish; married; no family; expert with horses; 
careful driver; leaving on account of not bringing 
horses to city; good references; last employer can 
be seen. : Call or address Coachman, 209 West 3lst- 
st., second floor, 


OACHMAN.—BY A RESPECTABLE YOUNG 

man, who thoroughly understands the care and 
management of horses; of long experience; is willing 
and obliging; no objections to the country; four 
years’ city and country reference from last om- 
ployer, Address D. W. Murphy. 82 Greenwich-av. 


CoacHMan, GROOM, AND USEFUL MAN. 
‘'—By a young, single man; untlerstands thor- 
oughly the care of gentlemen's road and carriage 
horses; first-class city driver and practical rider; 
city or country; reference. Address Willing, Box 
257 Times Up town Office, 1,269 Broadway. 
QACHMAN.—BY AN EXPERIENCED, RE- 
Hable, sober, industrious man; willing and obii- 
ging; 18 years’ first-class city reference from pres- 
ent employer; can be seen till engaged; employer 
can be seen. Calloraddress J. M., private stable, 
Weoat 72(-st., between Boulevard and West End-ay, 


OACHMAN AND GROOMM-—BY A YOUNG 

man; single: Protestant; disengaged on account 
of gentleman giving up; good city driver; willing 
to make himself useful in the house; honest, sober, 
and careful; first-class reference; last employer can 
be seen. Call or address J. K., 40 West 10th-st, 

OACHMAN, GROOM, AND GENERALLY 

Useful.—By a young man: single: understands 
his business in every respect; first-class reference 
ee last employer, Address Coachman, 326 East 
3lst-st. 


OACHMAN.—-BY A SINGLE MAN WITH 

eight years’ best city reference from last em- 
ployer; thoronghly understands the business; is 
willing and obliging. Call or address J. J., 1,082 
4th-av., harness store. 


OACHMAN,.— BY A FIRST-CLASS MAN; 

thoroughly understands care horses, carriages, 
harness, and furnace; 12 years’ city reference; Jast 
em pores can be seen; no objections to country. Ad- 
dress L. C. W., 208 West 20th-st. 


OACHMAN,—BY A RESPECTABLE YOUNG 

man; single; thoroughly understands his busi- 
ness; willing and obliging; good reference for a 
number of years from last employer, who can be 
seen. Address D. J. C,, 6 West 35th-st. 


OACHMAN AND GROOM.—BY A SINGLE 

young man; country preferred; understands 
horses and harness perfectly: best reference from 
Jast place. Address M. G., Box 357 Times Up-town 
Oflice, 1,269 Broadway. 


C OACHMAN AND GROOM.—BY A FRENCH- 

man 37 years old; thoroughly understands his 

business in every respect; good, careful city driver; 

gpd references, Address Henry, Box 320 Times 
}p-town Office, 1,269 Broadway. 








OACHMAN AND GROOM.—BY A YOUNG 

man; age, 27; thoroughly understands care of 
herses, fine harness, carriages, &c.; can do garden- 
ing; good milker; best of references, Address H. 
C., 7 West 9th-st., stable. 


NOACHMAN AND GROOM.—BY YOUNG 
man; single; thoroughly understands proper care 

of gentlemen’s carriage and read horses; practical 
rider and driver; six years’ reference; last employer 
can beseen, Address Coachman, 114 West 30tb-st. 


OACHMAN.—BY A MARRIED MAN; NO 

incumbrance; thoroughly understands the prop- 
er care of fine horses, carriages, and harness; city or 
country; good city references; last employer can be 
seen. Address T. R., 157 East 57th-st. 


OACHMAN.—BY A PROTESTANT MAN AS 

coachman; gardener; useful man; understands 
horses; milk; attend furnace; careful driver; best 
references. Address Henry, 44 4th-av. 


(* OACHMAN AND USEFUL MAN,—SINGLE; 

/ good careful driver: city and. country reference: 
country preferred. Call or address W. L., 132 West 
49th-st. 


OACHMAN.—BY:- A. RESPECTABLE MAN; 

sover and willing; good city driver; best refer- 
ence; obliging. Call or address 26 East 836th-st., 
private stable. 


C OACHMAN.—BY A YOUNG MAN WHO 
‘thoroughly understands all branches; goad city 
driver: six years’ reference from last employer. Call 
or address C, M,, 993 Gth-av. . 





OACHMAN.—BY A YOUNG MAN; FIRST. 
class city and country reference; five years’ ref- 
erence from last place; last employer can be seen. 

Address Db. O, K., 1,566 Broadway. 

OACHMAN AND GROOM.—BY A SINGLE 
young man; can milk, care furnace; strictivy tem- 
erate; first-class city reference from last aud 

jormer employers, Address E., Box 208 ‘Times Office. 





'OACHMAN,—A GENTLEMAN WISHES T‘ 
place his coachman, whom he cau thoroughly 
recommend; city or country. Call or address, for 
one week, £. C., 62 East 28th.-st. 
C GACHMAN.—BY A YOUNG MARRIED ENG- 
‘lishman; good references. Apply by letter to 
Messrs. Lee & Co., 20 Ferry-st. 
C OACHMAN.—ENGLI*-H;SINGLE;M EDIt M 
/height: age 26; city references. Address F red- 
eric, 590 Sth-av, 





OACHMAN.—BY COMPETENT AND EX" 
perienced French coachman, with good refer 
ences, Address A'te Marchand, 1,203 Broadway. 
\OACHMAN,—BY A YOUNG COLORED MAN; 
seven years’ first-class city reference; willing and 
obliging. Call or address J.C., 960 3d.av., second bell, 
RAUGHTSMAN DESIRES POSITION; 
highest references. Address O. G. Box 189 
Times Office. 


avcseeepnnpcainivenpisiree dijereetertareire tener Set TT AS TT TD 
NARDENER.—BY A SINGLE GERMAN AS 
Pacer escascer) thoroughly understands his 
business in all its branches; best city reference, Ad. 
dress J, D., Box 361 Times Up-town Office, 1,269 
Broadway. 


achat dhidien,_ SA nye Bere 
ARDENER.—BY A MARRIED MAN; LONG 
oRatines inthis country in greenhouses, grap. 
eries, &c.; six years_in present place. Address 
A. W., Box 187 Times Office. 


\ jM._BY A YOUNG MAN AS GROOM 
pg Se ty or to care for road horses; thorough- 
ly understands all pertaining to the business; 


as 


| 


| fwo years’ best city references from last employer + 


4 Call or address Groom, 137 West 60th-s5t 


SITUATIONS WANTED. 
MALES. 
AN COOK.—BY A THOROUGHL - 
oan cook in every respect; heen y chniaouee aed 
ae oe a a3 festanrans: first-class city safer. 
1,269 Broadway: ph, Box 267 Times Up.towh Office, 
ECOND MAN.—BY A YOUNG FRENCHMAN, 
S JUSt arrived from Paris; apeah® ne Beate a 
second waiter in @ privatefamily. Addreas 0. M 
Box 360 Times U p-town Office, 1,269 Broadway, 
SEFUL MAN.—BY COMPETENT YOU 
man; understands the proper pot bY Samane oan ; 
milk and attend furnace; wilting to make himse 
generally useful; late employer can be seen in city; 
i Up 


hoo 


reference, Address 4 ‘ 7 
town Office, 1,269 Bradawey” Box 354 Timea 


en apepean ncn RS te es aecuaeeemcumeeem eee 
TSEFUL MAN.—BY A YOUNG MANIN ° 
/ vate family as useful man and assist with tar 
ing; ~ rm apa wo ag Hai 3 brags, glass, &c,; wil ng 
anid o ing; city reference. Addr +H. 
219 Hast 37th-st. Wal SoBe He 


ALET.—THOROUGH: TO ONE OR TWO 
gentlemen or an invalid or otherwise: English; 
over two years’ excellent city reference from last 


employer. Address S., Box 269 Timea 
Office, 1.269 Broadway. Up-town 


"AITER.—BY YOUNG DANE, SPEAK 
qocieneh On CaTp'N! BPUsE, ane a 
references. ress V. N., mes 

Office, 1,269 Broadway. Up-town 


Vy AITER.—BY A YOUNG MANIN PRIVATE 

family or hoarding house; prefers a fred home 

gad than wages; referouce. Address J. B,S.,760 » 
-av. 


SN Ts 
y AITER.—BY YOUNG COLORED MAN as 

experienced waiter in private family; best city 
reference. Address E. D., Box 373 Times Up.town 
Office, 1,269 Broadway. 


cwrnev cone pseasinivesanbreeopsionad-oe-resilaniiie oanataiaannativniaianammel natin 

800 WILL BE PAID TO ANY PARTY 

procuring a situation for a married man, 

45 years old; not afraid of work; sober and honest, 

Address, in confidence, M. J. C., Box 357 Times Up- 
town Oftice, 1.269 Broadway. , 


HE ONLY UP-TOWN OFFICE OF THE 
TIMES is at No, 1,269 BROADWAY. ween 
3lst and 324 sts. 4 


Se 
ny Pil 
HELP WANTED. 
FEMALES, 
A — PROFESSOR LIVINGSTONE’S, 
. 918 BROADWAY, 
the only place in New-York where ladies can learn 
tho entire art of French dresscutting by the new 
French combination of squares. Pupils pey half on 
eutering; the balance is payable when they can cnt, 
trim. drape, grade, baste, and deeign without guess 
work or refitting. T am unable to supply the demand 
for dreasmakers using my axa : good situations 
guaranteed or money refunded. Beware of imitat- 


ors, My only place of business is 915 Broadwey. 
Send for cheutar of full particulars. ~ 


ANTED—A COMPETENT COOK FOR A 
family of four adults ouly: must fally under- 
stand her duties in every particular; wages, $20 per 
tmonth; man to attend furnace and laundress two 
daya in the week. Address ah EY ha ae Post 
Office Box 1,385 New-York. with full references 
dear last employer as to character, Gualitiestions, 
eatness. and sobriety, ag auswers without refer- 
ences will not be noticed. 


ANTED—A FRENCH GIRL; ONE SPEAK- 
ing jittle or no English preferred, as nurse; 
ay sewer and to assist with light chamberwork. 
sa os #6 West 72d-st., Monday morning, between 
an > 


ANTED—TWO GIRLS; EXCELLENT COOK 

and washer, competent waitress and chamber- 
maid; none but those with city reference from last 
place need apply at 125 East 57th-st. 


ANTED—NEAT, HONEST, CAPABLE COL- 


ored cook: washing: private family. C: 
Monday, at 170 Weat dt 1-Bt. . ~~ 


MALES, 


ON COLL CLA AL ALL ALLO 
COMPANY “B,” FIRST REGIMENT, NW. ¥.. 

(Independent Temperance.)—Recruits wanted; 
expense nominal, Cant apy Monday or Thursday 
nee or address J. WM. LEE, Captain, 138 West 
234d-st. 

ANTED-—AN ENGLISH BUTLER. WHERE 

second man is kept: must be ajaata ope have 
personal reference; wages, $40. Address, stating 
name and address, and that of last employer, H. 
I. J., Box 362 Times Up-town Office, 1,269 Broadway. 


ANTED—YOUNG MAN IN REAL ESTATE 

business; intelligent, active, and paresverieg ; 
able and willing to learn; none other desired, BEA 
ESTATE, 4th-st. and 2d-av, 


WASTED-A YOUNG MAN ABOUT 13 
zane old in an office; must write a hand; 

quick and correct: reside with his parents. Address, 

with references, JEWELER, Box 180 Timea Offiae. 


INSTRUOTION. 


CIUPyY sCHOOL>”. 


GERMAN CONSERVATORY OF MUSIC, 
i ae p 
7 WEST 42D-8T., 3 DOORS OF 5TH.AV. 

Chartered under the laws of the State of New. 
York. Faculty: Piano—Titus D'Ernest. the re 
nowned concert pianiat: L. G. Parma, from_the Ber 
lin Conservatory; Charles Heller, from 5tu 
Conservatory; P. Atmos, formerly with Court Pian- 
ist Dr. Theo. Kullak; Vocal—Julias E. Myer, teach- 
er of Mme. E. Thursby; Alberto Galtnaberti. for 
merly with Verdi, Paris; P. R. Leo, Vocal Technol- 
ogy; Moricio Liberti, panne pee ot 6 Milano» Violin 
Revs de Besse, formerly with Prof. Leona 
Paris; E. Fred Archer, organ; Dr. W. Muhifeld, 
Berlin, harmony; Orchestral instruments by the 
best soloists. 

Students are educated from the beginning to the 
most finished point of culture, : 

Terms, from $10 quarter up, inelnding music. 

Send or call fer circular. 

N. B.—Teachers’ and Students’ Bureau for the 
graduates of this conservatory. 

CHAS. T. CLARK, Sec. L. @. PARMA, Dir. 


THE MODERN LANGUAGES 


Most quickly spoken. GASTINEAU'S MEISTER 
SCHAFT SCHOOL OF LANGUAGES, 17 West 
42d-st., opposite reservoir. Full corps of trained 
native instructors. Conversational treatment 
throughont. Classes day and evening. Free trial 
lessons. BROOKLYN BRANCH, 196 Joralemon-at 


GRAND CONSERVATORY OF MUSIC, 


44—WEST 23D-sT.—46. 


The leading school of Music, Elocution, Dramatic 
Art, Foreign Languages, Drawing, and Painting. 
Free alvantages equal to six leasons per week, Fo) 
particulara address E. EBRKUARD, President. 


BUSINESS EDUCATION, BOOKKEEP- 
ING, writing, arithmetic, correspondence, spell- 
ing, phonography, typewriting, commercial law; 
Ladies’ Department; day, sree, PAINE'S COL- 
LEGE, 62 Bowery: up-town, 107 West 34th-st 


ae aan donandiaednigran mare ienamiipaaamapinmnamain 
HOMPSON’S BUSINESS COLLEGE, 20 
4th-av. (Established 22 years.) Bookkeeping, 
writing, arithmetic, languages, telegraphy, phonog- 
raphy, ty pewriting; individual instruelion day and 
evening; ladies’ department; circulars, 


@ HORTHAND AND TYPEWRITING IN- 
Wstitute, 744 Broadway. Practical instruction. 
Typewriters bought, sold, and rented; bargains of- 
fered. 


RIVATE INSTRUCTION, GERMAN 
Hey A ond English, by Prof. ©. C. BAUER, 224 
East 23d-st, 


paced te 
ARD.—GUITAR. MANDOLIN, VIOLIN, PI- 
ano, Singing. WATSON’S, 15 Kast 14th.” Pri- 

vate lessons ouly. Reliable teachers. Circulars. 


ECITATION ROOMS TO LET—23 WEST 
234-st.; also, 627 Madison.-av., (near 59th-st.) In- 
quire of the Berlitz School of Languages, 


hacen ne ne eS LEE 
ISS M. F. CAMPBELL’S KINDERGARTEN 
MIN Primary School, No. 8 East 47th-st, 


COUNTRY SCHOOLS, 


ILITARY ACADEMY, BOYS, YOUNG 
iM men, Burlington, N, J,; Female Seminary, young 
ladies, misses, Haddontield, N. J,; moderate charges. 


TEACHERS. 


RAR LL LA ALLL 
Hest: AGENCY, 12 EAST 17TH-ST., 

wants lady partner for prominent oity school; 
German governess, French nursery governess; Te- 
commends superior teachers, tutera, governessas, 
musicians, lecturers. 


—TUTORS, GOVERNESSES, PROFESS. 
Pico, i all branches; cireulars choice 
schools supplied to parents; modern languages 
spoken. MIRIAM COY RIERE, 31 East 17th-st. 


LASSES AND PRIVATE LESSONS BY 

Parisian B.S 8, diplomée: conversational 
method; ‘terins reasonable. B,, Box 237 Times Up- 
town Offiee, 1,269 Broadway. 

VISITING GOVERNESS DESIRES MORE 
jes vila; morning hours: $10 per mouth, RK 
Miss E., Box 316 Times Up-town Office. 1,26 
Broadway. 


LADY HIGHLY RECOMMENDS A VISIT- 
ing governess§ who has taught in her family for 
five years; teaches English, French, German, muasie, 
and Singing. Address ki, M, W., 22 Kast 88d-at. 











(CLERGYMAN’S DAUGEH. 
children or Compania 


YOUNG LADY DLE 
iter) as governess to sma n OF CON 
no objection to traveling; highest references, 
dress D., Nyack, N. . 


Asians tette Rh aT eS 
SOUNG PARISIAN LADY, TEACHER OF 
b of Setech branches, has hours disengaged. 
TEACHER, 217 TULay, : 
{ATANTED—POSITION AS VISITING GOV. 
W phan Address Teacher, Box 205 Times Office, 
CIPANISH LANGUAGE.—PROP. CORTINA. 
PAN (Madrid,) importer of Spanish books, noy- 
els, dictionaries, &c., sold; low prices, 111 W. 34th. 


PUBLIO NOTICES. 
sieiguulstutalaeetae bo tocdan da es FE 
‘FICK OF THE EXCISR, 54 BOND-8T., 
O*FICE OF THR BOARS CF Jou tan 90, taut. t 
JOTICE IS HEREBY GIVEN THAT ON 


and after the 15th day of February, 1887, the 


fees for excise licenses issued will be as follows: 
For a first class hotel, $250, 

For a second class hotel. $200, a 
To sell strong or spirituous liquors, wines, ale, an 
beer, in quautities Jess than five gallons at a time, 
to be drank on the premises, (known as & saloon 


license,) $200, 
To sell ale, beer, and wines only. to be drank on 
To sell ale and beer onjy, to be drank on the prem- 


the premises, $50. 
isea, $30. 

For storekeeper’s license, to sell strong or spirit- 
nouns liquors, wines, ale, and beer, in quantities less 
than five gallons ata time, not to be drank on the 

remises: 
4 For one whose sales are $10,000 or more per an- 
num, $250, . 

For one whose sales are ¢5,000 or more, and less 

har ,000, per annum, $1900, 

’ Shy whee sales ar cesar or more, but less 
than $5,000, per annum, 5 

For one whose sales are $2,500 or lesa per annum, 


- CHAS. H, WOODMAN, 
WILLIAM 8. ANDREWS, 
JOHN VON GLAHN, 
Commissioners of Excise 
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‘was then being m 


‘with Ins political opponents. 


NEW PUBLICATIONS 


THE CONCLUSION OF THE 


GREVILLE MEMOIRS. 


THE GREVILLE MEMOIRS. (Third dy A 
Journal of the Reign of Queen Victoria trom 
1852 to 1860. By the late Charles C. F. Greville, 
Esq., Clerk of the Council, In two volumes. 
London: LONGMANS, GeREN & Co. New-York: 
WORTHINGTON COMPANY. 


The third and last installment of the 
“Greville Memoirs,” which is now pub- 
lished, contains perhaps less of original in- 
formation than the previous ones, but it con- 
tains much that is original, and has besides 
to do with matters which are of more inter- 
est than the subjects of the former parts. 
The French Empire, the Imperial Court, the 
Crimean and Italian wars are themes 
aearer to us and in themselves more inter- 
esting than Court intrigues and changes of 
government. 

There is a good deal in the present vol- 
ume that is new about the personal char- 
acter of the Queen. She seems to have had 
somewhat the same distrust of Lord Palm- 
erston she has since had of Mr. Gladstone. 
Greville has recorded the following inci- 
dent illustrating this. Lord Aberdeen’s 
Government did not wish to be dragged 
into war with Russia by the improper 
action of the Grand Council of Turkey. A 
dispatch of remonstrance was accordingly 
drawn up, to which Palmerston, who 
was strongly anti-Russian and in favor 
of war, acceded with some reluctance. 
But before the dispatch had gone, 
Palmerston wrote to Clarendon, ob- 
jecting to it altogether. This was extremely 
embarrassing, and Clarendon informed the 
Queen of what had ocourred. The Queen 
said: “I advise you not to attach much im- 


portance to this communication. I know 


Lord Palmerston from much experience, and 
it is probably only an attempt to bully, 


“which, if you take no noticeof it, you will 


hear no more of.” The result justified the 
Queen’s sagacity. Clarendon sent the dis- 


patch, and so informed Palmerston, who 
-naturedly replied that, as it was gone 
t was useless to say any more about it, and 
that perhaps no harm would come of it. 
The Queen told Lord Clarendon the fol- 
lowing story of Palmerston, as showing how 
exclusively he was absorbed in foreign 
politics. She had been much interested in 
and alarmed concerning the strikes and 
roubles in the North of England, and asked 
lmerston for details about them. She 
peated her inquiries from day to day, find- 
fag that he knew nothing of the subject. 
One morning she said to him: “ Pray, Lord 
Imerston, have you any news?” to which 
e replied, ‘No, Madam, 1 have heard noth- 
ng, but it seems certain the Turks have 
crossed the Danube.” } 
There seems to be no doubt, according to 
Mr. Greville, that Prince Albert was durin 
the latter part of his hfe to all intents an 
urposes Ring. Lord John Russell gave 
. Greville a history of the steps by w’ “ch 
this came about. The Queen soon after: 
marriage asked Lord Melbourne whether 
e Prince ought to see all the papers and 
ow everything. Melbourne consulted 
rd John and others aboutit, and it was 
that it was quite proper. The prac- 
ice of his being present at her inter- 
views with Ministers began under Peel. 
John told Greville (January, 1854) 
that the Queen had expressed her annoy- 
ance at the clamor against tne Prince which 
ade, and had said that, if 
ehe had had the Prince to talk to and em- 
loy in explaining matters at the time of 
fhe bedchamber quarrel with Peel, that 
affair would not have happened. Lord John 
d she must have been advised by some- 
ytoactasshe did. She replied with 
great candor and naiveté: “No, it was en- 
tirely my own foolishness.” The “bed- 
chamber quarrel” was the result of the re- 
— of edb Sag to part with the ladies of 
bedchamber, whom Peel deemed it 
mecessary to replace by ladies not connected 
The conse- 
uence of this refusal was that Peel was un- 
le to form a Government in succession to 
fhe Whigs, which he had been called upon 
to 


0. 

nder date of Dec. 7, 1856, Greville has 
an interesting touch about Lord Palmer- 
ston. He says that it is time to begin to 


‘eontemplate what isto be done in the case 


of the death or the breaking down of Lord 
imerston. (Palmerston had at this time 
fore him nearly ten years of life and offi- 
cial weeps fi e was, however, 73, and the 
diarist says it is time to consider what is to 
done in the event of his death, “ al- 
though his wonderful constitution and su- 
perbuman yigor of mind and body make 
every body forget his age and regard the 
posetaly of his demise. with the sort of 
neredulity which made the courtier of 
Louis XIV. exclaim on the death of that 
tonarch, ‘Aprés la mort du Roi on peut 
tout croire.’” This calls to ming the allu- 
sion to Palmerston in Mr. Frederick Locker’s 
very pretty poem, “‘ Piccadilly :” 
* From Primrose balcony, long ages ago, 
* Old Q.’ sat at gaze—who now passes below ? 
A frolicksome statesman, the Man of the Day; 
A laughing philosopher, gallant and gay; 
ever darling of fortune more manfully trod, 
Fall od B ie-weead full of fame, and the world at 


an the thought reach his heart and then leave 
it more chilly— 

Old P. or old Q.—I must quit Piccadilly ?” 
The volume, of course, contains a great 
deal that is interesting about Napoleon LII., 
the man who was for a period of 20 years, 
er one-fifth of the anes f the most con- 
spicuous figure in the wor d. There is much 
fuformation about his marriage. The 
eral belief has been that this was a love 
match, as it no doubt was. But Greville 
informs us that before the marriage was 
fixed upon, bug while the courtship was in 
88, 2 proposal was made on behalf of 
the Em rfor the hand of the Princess 
Adelaide of with the Queen -was at the 


en- 


time staying with the Queen in England. 
Lord Malmesbury was the author of this 
idea; the Emperor regularly proposed to 
the Princess through her father. The Prince 
replied that he would not dispose of his 
daughter's hand without her consent, and 
geferred the proposal to her. The Queen 
behaved very well, and abstained from 
@iving any advice or expressing any 
opinion on the subject. While the answer 
ef the Princess was awaited, Lord Cowley, 
the British Ambassador in Paris, became 
concerned regarding the obvious progress of 
affairs between the Emperor and Mlle. di 
Montijo. He accordingly begged Walewski, 
the French Ambassador in London, who 
happened to be in Paris, to exert his in- 
uence to stop these demonstrations. 
alewski spoke to the Emperor, who 
took him by both hands and said: 
cher, je suis pris,” and then told him that 
fhe had resolved to marry Mlle. di Montijo. 
n Walewski’s representiag to him the 
state of the other affair, he agreed to wait 
for the answer of the Princess Adelaide. If 
the Prigcess refused him he would then 
marry Eugénie; if she accepted him, he 
would of course marry her. The next day 
the answer came. It was very civil, but 
“vas to the effect that she was not equal to 
the position on account of her youth and 
inexperience. The same day the Emperor 
jproposed to Mile. di Montijo. | 
The above account was received by Gre- 
ville directly from Lord Cowley, and might, 
of course, be supposed to be authentic. But 
Greville cites it as an example of the pro- 
verbifl inaccuracy of history. The account 
appears to have been true with one impor- 
tant exception. A few days later Cowley 
gave Greville the correct version, undoubt- 
edly correct, because the Queen had told it 
to him, It was this: Morny first suggested 
it to Lord Malmesbury and requested him to 
ropose it. Malmesbury wrote to the Queen. 
Rhe was annoyed, considering that the pro- 
gai placed her in an awkward position, 
and that it should not have been mentioned 
to her at.all. The Queen set her face against 
the match, although the girl, if left to her- 
self, would have accepted the offer. It was 
at this point that the former story was un- 


8, 

Greville tells another matrimonial secret. 
in the early part of 1854 Prince Napoleon 
paid @ visit to Brussels, the object of which 
was to get King Leopold to use his influence 
to bring about a marriage between himself 
and the Princess Mary of Cambridge, the 
good-natured and od “fat Mary,” the 
present Duchess of Teck. Palmerston was 
wreatly interested in this match and wrote 
many letters to urge it, having been in con- 
stant communication on the subject with 
Walewski and the Emperor himself. The 
Princess Mary would not listen to it. The 
viegotiators did not commend themselves by 
saying that the match’ would be preferable 
to one with “any little German Prince.” 

Greville also learns in a tance direct way 

. of what passed when the Emperor proposed 


to Mlle. di Montijo. Mlle. di Montijo ex- 
pressed her sense of the greatness of the po- 
sition, to which Napoleon replied: “‘Itis only 
fair that _I should set before you the whole 
tragh and let you know that if the position 
is high it is also perhaps very dangerous 
and insecure.” He told her of the possibil- 
ity of his being any day assassinated by her 
side. He represented the fleeting character 
of the popular tayor, the unfriendliness of 
the great powers, and, what was most for- 
midable of all, the existence of disaffection 
in the army. This last danger, however, he 
said he could avert by war, and that he 
would not shrink from bringing about war, if 
there was no ether means of self-preserva- 
tion at hand. Greville thinks such language 
“calculated to engage and attach any 
woman of high spirit and generosity.” It 
will, however, awaken in the mind of the 
unromantic reader a feeling of satisfaction 
with republican institutions. 

It seems that the Emperor, in communicat- 
ing to the pation the fact of his marriage, 
called himself a “‘ parvenu,” which, accord- 
ing to Greville, Sisplensed the French peo- 

le, who did not like being told that they 
had thrown themselves .at the feet of a 
*“parvenu.” The diarist also tells us that 
the Queen seemed to be intensely curious 
about the Court of France, and that Napoleon 
was equally curious about the etiquette of 
the English Court, and was desirous of imi- 
tating it. 

It is amusing to note the progress of Napo- 
leon in edging himself into an equality with 
other royalties, as recorded in the diary. In 
1854 Prince Albert paid a visit to the Em- 
peror in France. When the two parted the 
<mperor said he hoped it would not be the 
last time he should have the pleasure of see- 
ing his Royal Highness, to which the Prince 
replied that he hoped not, and that he was 
charged by the Queen to express her hope 
that he would pay her a visit at Windsor 
and give her an opportunity of making the 
Empress’s acquaintance. The Emperor re- 
re that he should be very glad to see 
the Queen at Paris. ‘“‘ This insouciant recep- 
tion,” says Greville, “ of an invitation which 
a few months before he would have jumped 
at is very unaccountable, but it meant some- 
thing.” He adds: ‘‘There seems to be no 
disposition at present to give him the Gar- 
ter, which is supposed to be the object of his 
ambition, and which Walewskiisalwayssug- 
gesting.” 

The Emperor, no doubt, knew that he 
could wait. The visit of the Emperor and 
Empress to London, on which occasion the 
Emperor received the Garter, took place in 
April, 1855. Greville’s account of the 
prodigious success of the visit brings to 
mind the remarkable vicissitudes of their 
careers. He describes the enormous multi- 
tudes and hearty acclamations which 
greeted them, and says that none of the 
sovereigns who had before visited England 
had been received with such magnificence 
by the Court and with such curiosity and 
delight by the people. He says that 
Napoleon talked to the Queen a great deal 
and did his best to please her anc 
succeeded. The Queen thought the Empress 
very natural, graceful, and attractive, and 
the Emperor frank, cordial, and true. Na- 
poleon, when invested with the Garter, took 
all sorts of old feudal oaths of fidelity and 
knightly service to the Queen and made her 
a little speech to this effect: ‘‘ I have sworn 
to be faithful to your Majesty and to serve 

ou to the best of my ability, and my whole 


“future life shall be ale proving the sin- 





} 


cerity with which I have thus sworn and 
my resolution to devote myself to your serv- 
ice.” Greville writes under date of April 
20: “It was a beautiful sight last night 
when the royal and imperial a went to 
the opera in state; the streets lit by gas and 
the houses illuminated and light as day, 
particularly opposite the Traveler’s Club, 
where I was.” 

The Emperor's visit was returned by the 

ueen in the following August. There was 
the usual Queen’s weather. Greville learned 
from’Lord Clarendon the incidents of the 
visit. Napoleon again made himself most 
agreeable to the -apealy He had a perfect 
knowledge of women and knew how to in- 
gratiate himself with them. The Queen 
told Clarendon: “It is very odd,‘ but the 
Emperor knows everything | have done and 
where I have been ever since I was 12 
years old; he even recollects how I was 
dressed and a thousand little details it 
is extraordinary he should be acquainted 
with.” She had never been before on such 
a@ social footing with anybody. She be- 
came very intimate with him and even dis- 
cussed with him that most delicate subject, 
the confiscation of the Orleans property, 
telling him what she thought of it. He told 
her that he knew that all this wealth was 
being used in fomenting intrigues against 
his Government, to which she replied that 
even if this were so he might have content- 
ed himself with sequestrating the property 
and restoring it when he was satisfied all 
danger on that, score was atanend. Gre- 
ville’s account of the Queen’s conduct at 
this time throws a most favorable light 
upon her good sense and good feeling. She 
made no secret to the Emperor of her inti- 
mate relations with the Orleans family and 
spoke with equal frankness to them of her 
friendship with him. 

Greville says that nothing could exceed the 
Queen’s delight with her visit. The Prince 
of Wales and Princess Royal accompanied 
the Queen and Prince Albert. The pred- 
ilection of the Prince of Wales for Paris 
seems to have existed at that early date. 
When’ the visit was drawing to a close, 
the Prince said to the- Empress that 
he and his sister were both very 
reluctant to leave Paris, and asked 
her if she could not get leave for them to 
stay a little longer. The Empress said that 
she was afraid this would not be possible, 
as the Queen and Prince Albert would not 
be able to do without them. To which the 
boy replied: ‘‘Not do*without us? Don’t 
fancy that, for there are six more of us at 
home, and they don’t want us.” 

Greville was in Paris at the time of the 
birth of the Prince Imperial. He mentions 
the coincidence that the confinement was 
as difficult and dangerous as that of Marie 
houise, with the same symptoms and cir- 
cumstances, and that the doctor accoucheur 
(Dubois) was the son of the Dubois who had 
attended the other Empress. He says: ‘‘ We 
passed the day in momentary expectation of 
hearing of the Empress’s confinement. No 
news arrived, but at 6in the morning we 
were awakened from our beds by the sound 
of the cannon of the Invalides, which gave 
notice of ason. Will his fortune be more 
prosperous than that of other royal and im- 
perial heirs to the throne whom similar sal- 
voes have proclaimed ?” 

Under date of June 1, 1856, Greville ex- 
presses his concern as to pap pe gh of 
war with thiscountry. The difficulty was 
with regard to the subject of foreign enlist- 
ment. Lord Grey had just told him that he 
had had a long conversation with Dallas, 
our Minister, whose tone was anything but 
reassuring as to the prospect of peace. 
“Yesterday I met Thackeray,” he adds, 
‘““who is just returned from the United 
States. He thinks there is every probabil- 
ity of the quarrel leading to war, for there 
is a very hostile spirit, constantly increas- 
ing, throughout the States, and an evident 
desire to quarrel with us. He says he has 
never met with a man who is not persuaded 
they are entirely in the right and we in 
the wrong, and they are equally per- 
sunaded if war ensues that they will 
give us a great thrashing; they don’t 
care for the consequences, their riches are 
immense, and 200,000 men.would aaeeat in 
arms ata moment’s notice.” Greville ex- 
presses his gratitude that the Crimean war 
is over, and his opinion that, in case the 
British ships and soldiers had been engaged 
with Russia, nothing could have prevented 
the Americans from seizing the opportuni- 
ty to bring the dispute to a crisis. We flat- 
ter ourselves that in this remark he shows 
that he does not understand the American 
character. 

_On Noy. 18, 1857, heis again apprehen- 
sive of trouble with us, this time on account 
of the abrogation of the Clayton-Bulwer 
treaty. Hesays that President Buchanan, 
“who hates England with a mortal antipa- 
thy, threatens to repudiate the Clayton- 

julwer treaty upon the pretense that we 
have not abided by its conditions.” He 
fears the eftect of concession to the United 
States upon this point upon the position of 
England before the world, His apprehen- 
sious were unfounded; Mr. Buchanan did 
not seek to abrogate the treaty. 

The book contains many miscellaneous 
things that are amusing. There is a good 
story of the awkwardness caused at the 
headquarters of the allies during the Crim- 
ean war by Lord Raglan, an old soldier of 
the Napoleonic wars, continually referring 
to the enemy as “ the French.” The picture 
of Victor Emmanuel is really graphic. 


great, strong, burly, athletic man, brusque 


in his manners, unrefined in his conversa- | 
tion, very loose in his conduct, and very ec- | 


centric in his habits.” He had behaved 
badly in Paris, terrifying or amusing every- 
body by his style of talk. In London, how- 
ever, he was more careful. 
became a great hero with Exeter Hall and 


the Low Church party, &ll the religious soci- | ly 


eties hastening to present addresses to this 
debauched and dissolute fellow. 


Pee ee 





He straightway | , : 
j y | the same States gave a net Republican plurality 


sor he is described as looking more like a 
chief of the Heruli or Longobardi than a 
modern Italian Prince; the Duchess of 
Sutherland declared that of all the Knights 
of the Garter she had seen, he was the only 
one who seemed as if he would have the 
best of it with the dragon. 

It is impossible to read these mémoirs 
without becoming interested in the charac- 
ter of their author, Greville. He is an ex- 
cellent type of ah Englishman of the first 
half of this centur®\. He lived ata time 
when birth as good as his was an assurance 
of success in life. On his father’s side he 
was one of the Earl of Warwick’s family ; 
the Warwick arms and motto, ‘* Vix ea nos- 
tra voce.” by the way, adorn the cover of 
these volumes. His mother was a daughter 
of the Duke ef Portland. He was, moreover, 
an unusually good specimen of his class; 
the Grevilles as a family have been and are 
remarkable for distinction of appearance. 
But he was besides a man of character and 
judgment. He was, of course, much trusted 
in public affairs, as would have been the case 
from the position he so long held ns Clerk of 
the Council. But he was trusted also in 
private affairs; very old people in London 
will tell you that, if a difficulty existed 
which seemed to threaten a duel, there was 
scarcely any one who would be consulted 
with such confidence as Greville. He is 
said to have been @ stately and accom- 
plished man, and he certainly had to the 
full the notion of the men of his class and 
day that an English gentleman with birth, 
character, a handsome person, and a sufti- 
ctent income was the most admirable of. the 
works of creation. In his account of his 
acquaintance with Napoleon III., and of his 
dining at the Tuileries, it is evident that 
he regarded himself as at least the social 
equal of the Emperor—all this, however, 
it must be said without any unbecom- 
ing gence hn He had besides a cer- 
tain scornfulness which belonged to him 
as an individual rather than as a member 
of a class. Napoleon III. he considered 
mesguin, (mean;) Washington Irving was 
“vulgar.” His standard of manners and 
appearance was nodoubt high. Anold lady 
has told the present writer that she was 
once staying in the same country house with 
Greville and Lord Clarendon. One day at 
breakfast Greville had been*speaking of 
some person favorably, when Clarendon 
said: **That must be an admirable being; 
Greville has been talking about him for 15 
minutes and hasn’t said anything against 
him.” But he wasa man of honest inten- 
tions and just sympathies. His lot seems to 
have been a happy one. To have mixed 
largely in the pleasures and the conflicts of 
the life of his own day and at the same time 
to have left behind a historical contribution 
of the first importance—one, moreover, 
which would carry a knowledge of hisname 
and personality to remote generations—was 
a fortune such as is appointed to few men. 


THE GROWTH OF UNIVERSI- 


TIES. 


THE RISE AND EARLY CONSTITUTION OF 
UNIVERSITIES. With a Survey of Medieval 
Education. By 8.8. LAuRIZ, LL, D. New-York: 
D, APPLETON & Co. 1887. ; 


Prof. Laurie has an exceedingly fruitful 
subject in hand, and perhaps it is fairer to 
him to note at the outset that the present 
volume is more an introduction than a his- 
tory, an outline than a finished work. It 
forms the third volume in a series of books 
on education edited by Mr. W. T. Harris, 
the first being a translation of Johann Karl 
Rosenkranz’s “‘Philosophy of Education” 
and the second ‘‘ A History of Education,” 
by Prof. F. V. N. Painter, of Virginia, The 
second title of *Prof. Laurie’s treatise char- 


acterizes the book better; it is a ‘‘ Survey 
of Medieval Education,” and as such offers 
the student a chance of looking at mod- 
ern questions of education in the light of 
pastdevelopment. Therelation of the Cath- 
olic Church to education, for example, is of 
well known importance, but itis not right 
that generalities such as have hitherto 
assed current should continue to be be- 
ieved. The question is how much the church 
did for education, and under what circum- 
stances. Were there lay as well as secular 
schools in the darkest of the Dark Ages, and 
if so what relation did they bear to schools 
for priests alone? When and how did edu- 
cation 7 into schools for priests and lay- 
men? These questions are met by Prof. 
Laurie as well as the scope of his _ book al- 
lows. It must be remembered that it is 
practically a series of 14 lectures delivered 
at the University of Edinburgh, where he is 
Professor of the Institutes and History of 
Education, which has been cast into book 
form, and therefore suffer from some of the 
disadvantages that spring from such an 
origin. It is addressed to schoolmasters 
above all others, and not to historical ex- 
a ‘““While Ido not profess to instruct 
i1istorical experts,” writes the Professor, ‘‘I 
am yet quite prepared to defend the views 
which I venture to put forth as, at least, 
the honest result of considerable reading 
and much labor of collation. To some 
may seem, when dealing with university 
origins, to lean too much toward the ‘lay’ 


view of Meiners; to others I may seem to. 


incline to the ‘ecclesiastical’ views of those 
who are represented by the inadequate and 
ill-constructed book of Huber. I can only 
say that the theory which I expound is 
based on a careful induction.” 

Respecting the work done by the church 
for education during the Dark Ages, so 
called, Prof. Laurie does not agree with the 
idealizing tendency of Cardinal Newman, 
which ascribes zeal in such matters to varis 
ous Popes and Bishops. ‘* Numerous de- 
crees of council show that they were most 
anxious to improve the education of the 
clergy, but this only in so far as the studies 
of the schools could subserve the faith—a 
restriction fatal to the true life of mind, 
and therefore to progress.” A quotation 
from Lecture VI. on the rise of universi- 
ties in the twelfth century will give an 
idea of Prof. Laurie’s style and way of 
looking at his subject. 

““When we speak of Europe recovering in the 
twelfth century from a long intellectual sleep, 
our past lectures show that this expression is to 
be used with a full recognition of the work done 
by the church and not in the absolute sense in 
which some historians, including even Hallam, 
use it. After the Councii of: Carthage, in which 
classical literature was almost of necessity pro- 
scribed, the church was engaged in reorganizing 
Europe on a spiritual basis; and, in the midst of 
great difficulties, the work of preparing the 
clergy for their duties and training the people in 
Christian doctrine and practice taxes all its 
energies. And yet itis true that it was a sleep 
out,of which Europe arose. After the rough 
call of John Scotus Erigena, (A. D. 800,) 
it turned on its other side. The ~ (so- 
called) heresies of Gotteschalk and Beren- 
gar made it open its eyes, but it was 
not tili Roscelin and Anselm, boldly following 
in the track of Scotus--a track by that time al- 
most obliterated—asserted the claims of reason 
and the essential unity of religion and philosophy 
that the higher intellect of Europe was fairly 
roused to activity. Uptotheend of the eleventh 
century the instruction was, speaking generally, 
and allowing for transitory periods of revival, 
and for a few exceptional schools, a shrunken 
survival of the old (trivium et quadrivium. The 
lessons, when not dictated and learned by heart 
from notes, were got up from bald epitomes. 
All that was taught, moreover, was taught 
solely with a view to ‘pious uses.’ Criticism did 
not exist; the free spirit of speculation could 
not, of course, exist. The rules of the orders in- 
evitably cribbed and confined the minds of the 
learners, old and young. The independent 
activity of the human mind, if it could be called 
independent, showed itself only in chronicles, 
histories, acla sanclorum, and so forth.” 

Now that colleges like Yale are assumin 
the title of University, while at arvana 
and Johns Hopkins there appears a desire ot 
raise the standard of work in all depart- 
ments and widen their scope, a manual like 
this is very welcome. It lays bare the foun- 
dations of schools like those which clustered 
at Oxford and Cambridge, and while brush- 
ing away many absurd illusions, to which 
Americans are particularly prone in regard 
to these places of learnin g, accounts for some 
of the peculiarities in them to be observed. 
It affords a norm whereby to measure the 
advantages and shortcomings of our own 
colleges and universities. If it does nothing 
else, it ought to show the reader that educa- 
tion was a thing of extremely slow and diffi- 
cult growth, and that some methods which 
have disappeared in the course of centuries 
might be profitably used again in modern 
times. The volume might well be used as a 


| basis by Prof. Laurie for a much more 


elaborate work, which should include liberal 
quotations from the few books that were 
used in education between the sixth and 


| twelfth centuries, more descriptive work and 


a larger share of anecdotes illustrating the 


He | teachers and students of the medizval cent- 
is described as frightful in appearance, ‘‘a | 


uries. 


— 
LAST YEAR'S STATE ELECTIONS. 
From the Albany Argus, Jan, 27. 
Twenty States in which State elections 
were seriously contested in 1886 show a net 
Democratic plurality of 45,188 votes. In 1884 
of 146,612 votes. The Democratic gain of near- 
200,000 is an indication of the increased 


| Strength of the Democratic Party under the ad- 


At Wind- | 


ministration of President Cleveland 
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FINANOIAL AFFAIRS. 


SATURDAY, Jan. 29—P. M. 


The following tables show the range of 
rices and the amounts dealt in on the 


fork Stock Exchange to-day: 
STOCKS. 


First. 
Adams ay RE 
Atlantic & Pac.... 11% 
Buff., Roch. & P. 34 
Cameron Coal 47 
Canada Southern. 56 
Central Lowa 15 


as Co.... 

Del. & Hudson...10219 
Del., Lack. & W..125% 
Den. & R. Q....... 25 
Den. & R. @. pf... 59% 
E.T., V.& G. new. 13% 
F.T., V.& G. 2d pf. 2454 
Green B. & W.... 12% 
Joliet Steel Co....1% 
Lake Shore 2 
Louis. & Nash.... 
Louis., N. A, & C. 60 
Manhattan con...157 
Mem. & Char 59 
Michigan Cent... 88 
Missouri Pacitic..106% 
Mo., Kan, & T.... 28% 
Mobile & Ohio.... 154 
Nash., C. & St. L, $1 
N. J. Central.... 66% 
N. Y. Central.....112 
N.Y.& Perry Coal, 7013 
N. . 57 
. 10 

of. oC 

- 31é 

- 67 
N. Y., 8. & W. pf. ¢ 
Norfolk & West... 
Norfolk & W. pf.. 
Northern Pac 
Northern Pac. pf. 
Ohio & Miss-_..... 
Ontario Mining... 
Ontario & West.. 
Oregon Im 
Oregon R. 
Oregon & Trans.. : 
Pacific Mail 50% 
Phil. & Reading.. 384 
P., Ft. W. & ©...146 
Phila. Gas Co..... 110 
Roch. & Pitts 
Rich. & W. P 
Rich. & W. P. 
Rome, W. be 
St. L. & 8. F. pf... 64 
St.L. &S8.F.1st pf.112 
St. P. & Duluth. 58 
St. P. & Omaha... 47 
St. L., Ark.& Tex. 23 
Tenn. Coal & Iron. 49 
Texas Land 0 
«Texas Pacific.... 22% 
Union Pacific 57% 
U. 8. Express.... 63 
W., St. L. & P.... 14 
W., St. L. & P. pf. 265 
‘West. Union Tel.. 724 


High. 
a 
34 


473, 


ew- 


2.410 
8,720 


TOOL WRIGOL 5.40 ckcdnasvdadcuuccctesawece -.-166,304 


*Assessment paid. 
RAILROAD 


First. 
Amer. Dock §s...102 
86% 
Canada So. 1st....106 
Canada So. 2d.... 94 
*Central Pac. lst.114% 
+Cent.Pac.,C. & 0.101 
+Cent. Pac. San.J.112 
Chi. &Ind.Coal lst 99 
Col. Coal&Iron 63.102 % 


MORTGAGES. 


102 
106 


Col. & H. V. 58.... 84% 


D.&H.1st7s,’91 7.109 9 
Den. & Rio G.4s.. 77% 
Den. &Rio G. 1st.119 
Den., 8S. P. & P... 75 
D.,B.City&A.18t.103 2 
E.T.,V. & G. g. 58. 99 
Erie 2d cn., exc. 96% 
Ft. W. & Chi. 34.138 
Ft. W.& D.C. lst. 89% 
Green B.& W.inc. 38 
Green B.& W. 1st.102% 
Han. & St. Jo, cn.123 
H. &. Tex. 24m.1. 95% 
L.,B.&W.1st tr.o.. 954g 
IB&WI1stE.dtr.c. 95 
Iron Mount. 2d...113% 
Kan. Pacific cn...106 
Kan. & Texas cn.113% 
Kan.&Tex.gen.5s, 85 
Kan.&Tex.gen.6s. 984g 
K.C.& N.1st St.C.103%4 
Ken. Cent. 43 st.. 64 
Keo. & D. M. 1st.110 
Long Dock 7s 
L. & N. trust 68..106% 
L.&N.2d,N.O&M, 931g 
L. & N. 1st, Pen.,102% 
Met. Elevated 1st.119 
M. & N. Ist, 1913.102% 
M. & St. L. lst 1a,119 
Mo. Pacific cn....11649 
Mor. & Essex 24.116 
N.J. Cent. deb. 68. 8519 
N..J, Cent. lst on. 109% 
Y. J. Cent. 1st cv.1091g 
Y.0.& Pac.lstt.c, 783g 
v.Y.,N.H.&H.43,112 
Y.C&StLlst t.c. 95% 
.¥.C. & N.gon. 657, 
V.Y. C.& N.g.t.c. 657, 
N.Y. Elevated 1st,121% 
Nor. & W. gen...113 
Nor. Pacific 1st..115% 
Nor, Pacific, 2d...105% 
Nor. Pac. Ter.1st.1041g 
Oregon Imp. Ist... 9234 
Ore. R.&N.cn.58..104 
Oregon 8S. L. 63...107 
Ott,CF& St. P.1st.111 
Rich. & Dan. 68..113 
Rock Island 1st,o.131% 
Rock [sland 5s....110 
R., Wat. & Og. cn.10249 
St.L,Ark.& T.18t.100% 
St.L.,Ark.& T.2d. 54 
St. L. & 8. F.,cl.B.116% 
St.L. & 8.F.,cl. 0.116 
St. L. & 8. F. gen.109%4 
St. P.lst, H. & D.124% 
St.P. lst, 8, Minn.115% 


- 


C.P.W.5s.108 

Ww. M. 
St. P., M. & M. 
St.P.M.&M.1st,D.119 
T.P.inc.&l. g.tr.c. 624, 
T. P. 1st, Rio,tr.c. 68% 
ToL& Ohio C. Ist. 9749 
T.,P. & W.18t,t.c.108 2 
T,A.,A.&NM.1st. 89 
Unjon Pacifte 1st.1145 
Wabash list, Chi.. 92 
West Shore 4s, c..102% 
West Shore 4s, r..103 


Total sales 


First. 
Bulwer. .., ...-..1.20 
Con., Pacific... ...35 
Caledonia, B. H.1.25 
Con. Cal. & Va.23.50 
E! Cristo.........2.50 
Horn Silver..... 1.45 
Ue gnccachndens 1.15 
Little Chief..... .25 


North Belle Isle.3.40 
New Germany... .46 
Stanislaus .......2.55 
Standard.........1.35 
Sutro Tunnel.... .20 
Stormont........ 10 
Utah Central....4.85 


Total Bales 


Pipe Line Certs. 
Clearances 


igh. 


1.20 
35 


STOCKS, 


First. 
Am, Cotton Oil tr. 62% 
Atlantic & Pac... 11% 
Consol, Gas Co.... 84% 
Canada Southern. ! 
Central Pacific... 3 
Chi., Mil. & St. P. 8 
Cameron Coal.... 46° 
Chi. & Northwest.112 
Cent. Iowa lstpf. 17 
Den. & R. G. W... 2019 
Del., Lack. & W..135% 
Del. & Hudson...1024g 
Den. & Rio G, pf. £ 
Erie & W. pf.cer. 
E.& W.pt.when iss 
Hocking Valley... < 
Kingston & Pém. : 
Lake Shore 
Louis. & Nash.... 617% 
Mo., Kan. & Tex.. 28% 
Missouri Pacific. .106 
Mex. National.... 9 
Mex, National pf. 3 
N- J. Southern.... 
Newport N. & M. 
N. Y¥. Central....1 
N. Y., L, E. 
N.Y. & N. Eng.. £ 
N. J. Central 
Nor. Pacific pf. .. 57 
Northern Pacific. ‘ 
Nor. & West. ptf... 
Oregon Trans...--. ‘ 
Ohio & Miss...... 24 
Phil. & Reading.. 38° 
lich, & W..P 
St. P. & Omaha... 
St. L., Ft. 8.& W. 
St. L., A. & Texas. 2 


Union Pacific..... 6 
Western Union... 72 ‘3 
W.,St. L.& P. pt. 264% 


Low. 
62% 
11% 
$4 54 
56% 
3745 


High. 
62% 


COP PF 


ROSS Od 
ANWISCINAG 


toe 


High. Low. 
102 


Last. 


62 
68 
96 
110 


Sales. 


1g 4/000 
73 118,000 

,000 
20,000 


89 1,000 


114 
92° 

103 

103 


1,000 
2,00 


46,000 
5,000 


$1,304,000 
*Including $2,000 at 114.5 and $1,000 at 114, seller 

5. tIincluding $3,000 at 101, seller 5. {Seller 5. 
SALES AT THE CONSOLIDATED STOCK AND PETRO- 
LEUM EXCHANGE, 


6 


i 
Ctr t 


rm COGS ENO 
MWOD-1HR61 


Last. 
" 


958,000 
,296,000 


Sales. 
1,000 
20 
250 
20 
100 
11,790 
50 

50 

12 
100 
8,360 
50 


100 
900 
500 
10 
100 
17,760 
250 
20 

10 
100 
100 
200 
25 

90 
600 
1,610 
6,340 
20 

10 
800 
100 
120 
12,093 
1,660 
10 


700 
350 
150 
290 
1,930 
100 


we 


Total saloB.......cccscccccccscccccccccccocess 68350 


BC 
First. 
B.,H.T.& W.deb. 905 
srooklyn El. 1st. 1074 
Brooklyn El. 2d. 80 
Cent, fowa lst.. 90% 
Can. South. inc.. 94 
Den &R.G.W 1a8t.119 
Den. & R. G. 4s8.. 77% 
964g 
Kansas Pac. cn..106 
MexicanNat.1st. 39 
N. O. & Pac. lst. 738% 
NY.City& N.cer. 66 
North. Pac. div. 96% 
Oregon 8. L. 18t.1067%, 
Ohio South. inc. 415 
Sel, R.& D.2d,’380. %4 
Shen. Valley 1st. 89% 
St.L.,A. & T. lst. 100% 
St. L.A. & T. 2d. 54 
Tex.Paec. Rio lst. 68% 
Utah Cent. Ist.. 83% 
West Shore 4s...103 


Total . anle®...cxcs ccas 


4. 


High. 
107 4% 


NDS. 
Low. 
905, 
107 % 
80 
90% 
94 
119 
7853 
2 G6% 
3 * 106 
39 
73% 
65% 
964 
106%, 
41%, 
3 


90 5g 


80 
90% 
94 


= 
S914 
100% 
54 
68 lg 
8335 
103 


83% 
103 


Last, 
905, 
107% 


80 


90g 


04 
119 


neg 
(i %9 
96% 


106 
39 


103 


Salea. 
$5,000 
5,000 
8,000 
3,000 
3,000 
4,000 
50,000 
15,000 
5,000 
25,000 
5,000 
28,000 
9,000 
5,000 
6,000 
25,000 
7,000 
10,000 
10,000 
41,000 
12,000 
11,000 


.. $287 000 


The reserve of the New-York City banks was 
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increased by $3,502,075. The banks now hola 


$22,298,450 in excess of the legal requirements. 
The following table shows the condition of the 


New-York City banks this week as compared 
with last week: 


Jan. 22. Jan, 29. Differences. 
Loans. ....$351,448,200 $353,051,000 Inc. $1,602,800 
Specie... 5P. 798,500 92,851,600 Inc. 3,063,100 

"ly'd’s. 24,013.100 25,187,300 Ine, 1,174,200 
N’td’p’ts. 380.060,900 882,961,800 Inc. 2,900,900 
C’c’ lation. 7,865,400 7,825,000 Dec. 40,400 

Stock speculation was Ae gg 6 dull. There was 
no news to influence prices, but prices inclined 
downward all day and closed at about the lowest 
figures of the day. The B ge em changes were: 
Advanced—Memphis and Charleston 31g; Cam- 
eron Coal %g, and Oregen Improvement %; de- 
clined—Erie preferred 213; Manhattan consoli- 
dated 112; Wabash preferred 13g; Central Pacific 
and Northwestern preferred each 114; Ohio and 
Mississippi 119; uisville, New-Albany and 
Chicago, Nashville and Chattanooga, Pittsburg, 
Fort Wayne and Chicago, Richmond and West 
Point preterred, and St. Louis and San Francisco 
ea each 1; Colorado Coal, Louisville and 

ashville, Norfolk and Western preferred, Pa- 
cific Mail, Reading, St. Louis «nd San Francisco 
preferred, and Union Pacific each %&. 

Money on call loaned at 249@4 % cent. The 
last loan was made at 312 cent. 

The foreign exchange market was quiet and 
fairly steady. The posted rates for Sterling 
were $4 85@$4 8519 for 60-day bills and $4 881g 
@34 89 for demand. Actual business was done 
at $4 84190$4 84% for 60-day bills, $4 87% 
@$4 884 for demand, $4 S88%4@84 88% for 
cable transfers, and $4 838@$4 83% for com- 
mercjal bills. Continental was very quiet. 
Francs were quoted at 5.2219@5.217 for Jon 
and 5.20@5.193, for short. Reichsmarks at 947% 
@95 and 9515 @955, and Guilders at 40 and 404), 

Government bonds were dull. The 4198 ad- 
vanced 4g. There were nosales on call. In State 
securities $1,000 Alabama, class A, sold at 108, 
$1,000 Louisiana consolidated 4s at 8014, $1,000 
Missouri 6s of 1887 at 10053, $1,000 North Caro- 

ina 6s, Chatham Railway issue, at 10, and 
$25,000 Tennessee 6s at 65g. In bank stocks 
50 shares of Republic sold at 136, 25 of Fourth 
at 144, and 100 of Pheenix at 108. 

Railway mortgages were moderately active 
and irregular. The principal changes were: 
Advanced—Green Bay and Winona Firsts 34; 
Toledo, Peoria and Western Firsts, trust certifi- 
cates, 2; Indiana, Bloomington and Western, 
Eastern Firsts, trust certificates, 1%; New-York 
City and Northern Generals, trust certificates, 
153; New-Orleans and Pacific Firsts, trust cer- 
titicates, 114; Chicago and Indiana Coal Firsts 
and Morris and Essex Seconds each 1, and At- 
lantic and Pacific 4s and Columbus and Hockin 
Valley 5s each %; declined—New-York City an 
Northern Generals 312; Denver, South Park and 
Pacific Firsts 212; Manitoba Seconds 2; Erie 
Seconds, consolidated, ex coupon, and Wa- 
bash, Chicago Firsts each 115; Denver and 
Rio Grande Firsts, Kansas and Texas 5s, and 
Kentucky Central stamped 4s each 1; Iren 
Mountain Seconds 7%, and Green Bay and Wi- 
nona incomes, Rome, Watertown, and Ogdens- 
burg consolidated, and St. Paul, Chicago and 
Pacific, Western Firsts, each %. 

Among unlisted securities $15,000 Rome and 
Decatur Firsts sold at 86@8733; Chicago and 
Indiana Coal at 45@4419; do. preferred at 83@ 
834; East Tennessee (old) 7%; Lake Erie and 
Western preferred, when issued, at 60@59%; do., 
trust certificates, at 5912; Ohio Central at 53; 
St. Louis, Fort Scott and Wichita at 619; Bresce 
at 46 cents; Plymouth consolidated at $16 75; 
Pheenix of Arizona at $11@$10 25, and Sutro 
Tunnel at 20@18 centa, Cottonseed oil certifi- 
cates moved between 63 and 621. 

The imports for the week, exclusive of specie, 
were $7,529,145, of which amount $2,612,399 
was in dry goods, the remainder being in general 
merchandise. The imports of specie were $88,232. 
The exports of specie were $368,124. 

Messrs. John Paton & Co., of No. 52 William- 
street, will on Feb. 1 pay the coupons of the first 
mortgage bonds and interest on the guaranteed 

referred stock of the uisiana and Missouri 

iver Railroad Companty. They will also pay 
interest on the preferred stock of the Kansas 
City, St. Louis and Chicago Railroad Company. 

February interest on the 4 » cent. first mort- 
gage bonds of the ep grt Junction Railroad 
Company will be paid at the Treasurer’s office of 
the New-York Central and Hudson River Rail- 
road Company. 

The following were the bids for bank stocks: 

170 \|Leather Man’fac’rs’.200 
American Exchangel40 h 162 
Broadway 267 
Butchers & Droversa’160 
Central National. ...125 


16 
Mechanics & Trad’s’.14 
Chase National ay 4 


Mercantile 136 
Merchants’... ¢ 
Merchants’ Ex 
Metropolitan 30 
N. Y. National Ex..135 
North America 125 
North River 


ORE 5. cadnocacace dicot 
Citizens’. ........ 
Continental... 

Corn Exchang 

East River... 

First National.. 


Gallatin National...200 
Garfield National...150 
German-American...106 


Republic. 
Second National 
Seventh Ward. ‘ 
Shoe & Leather. .....1: 
St. Nicholas 118 
157 jState of New-York..133 
a gas acinemenasss | Tradesmen’s 106 


The following were the closing quotations for 
Government bonds: 
Bid. Asked. Bid. Asked, 
4%, ’91,r....110% 110%|Cur. 68, 1895.126 
449s, "91, ¢....110% 1104)|Cur. 6s, 1896.128% 
48, 1907, r....128%3 128%)Cur. 68, 1897.1314 
4s, 1907, ¢....128%g 12859|Cur. 6s, 1898.1341 
3percents...100 .... jCur. 6s, 1899.136% .... 


The following is the Clearing House statement 
to-day: 
Exchanges. .$109,629,273] Balances 
PHILADELPHIA STOCKS, 
Bid. Asked. Bid. Asked, 
Pennsylvania..55 65 a B., N.Y. & P.... 9% 10 
pep eat 18.13-161N. J. Central...66% 661 
Lehigh Valley..56 57 |Oregon Trans..30% 3053 
Northern Pac. 2633 267% /St. Paul 88 = 881g 
North. Pac. pf..574g 57%4\ Reading gen..1004, 10134 
———— 


wees 
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$5,592,758 


CALIFORNIA MINING STOCKS. 


San FRANcIscO, Jan. 29.—The official 


closing quotations for mining stocks to-day were 
as follows: 


ME ans need aidaaee 1.37 to) 
Bodie Consol 


Con. Cal. & Va 

Crown Point. 

Eureka Consol x 
Gould & Curry.... 5.25 
Hale & Norcross.. 7.50 


——— 


THE FOREIGN MARKETS. 


LONDON, Jan. 29—4 P. M.—Paris advices quote 3 
% cent. Rentes at 79f. 4742c. for the account, 
and Exchange on London at 25f. 37c. for checks. 

LONDON, Jan. 29.—The Wool offered to-day was of 

ood selection. Greasy was well competed for. 

*rices were firm, with an upward tendency. Fol- 
lowing are the details of the day’s transactions: 
Victoria—Sales, 3,500 bales; scoured, 94.@18. 1040d.; 
locks and pieces, 9'sd.@1s. 74nd.; greasy, 5a.@1s.; 
locks and pieces, 5d.@942d. New South Wales— 
Sales, 1,600 bales; scoured, 1s. 349d.@1s. 8d.; locks 
and pieces, 1s. %2d.@1ls. 3d.; greasy, 64.@1s. 14d.; 
locks and pieces, 844.@9d. Queensland—Sales 
1,200 bales; scoured, 1s. 2d.@ls. 6d.; locks and 
pieces, 10‘od.@1s. 4d.; greasy, 5404.@101ed.; locks 
and pieces, 31od.@8 od. New-Zealand—Sales, 1,000 
bales; scoured, ll2d.@1s. l4od.;: locks and pieces, 
10d.@1s. 4%9d.; greasy, 5d.@1ll4od.; locks and 
pieces, 44.@71od. Cape of Good Hope and Natal— 
Sales 1,300 bales; greasy, 6d.@942d.; Snoyy White, 
1s. 34.@1s. 64. 

LONDON, Jan. 29—4 P. M.—Produce—Spirits of 
Turpentine, 28s. 9d. # cwt. 

BREMEN, Jan. 29.—Petroleum,{6 marks 35 pfennigs. 

ee 


THE NEW-ORLEANS RACES. 
New-OrLEANS, Jan. 29.—The weather 
to-day was clear and pleasant and there was a 
good attendance at the Louisiana Jockey Club 
races. The track was muddy from the heavy 
rain of this morning. Following were the 
events: 


FIRST RACE.—Seven-eighths of a mile; selling: 
Handy Andy led from the start to the finish and 
won by two lengths, Little Joe second, a length 
ahead of Cathcart, beating Miss Daly. Time—1:37%s. 
Post odds—Little Joe even; Handy Andy six to five; 
Cathcart, four to one; Miss Daly, fifteen to one. 

SECOND Rack&.—Six furlongs; selling: Sister Marie 
won by two lengths, Vitello second, a length ahead 
ot Envoy, beating Whisky Jack. Time—1:23. Post 
odds—Vitello, even; Whisky Jack, two to one; Sister 
Marie, four to one; Envoy, six to one. 

THIRD RACE.—One mile; age and sex allowances: 
Revoke won by three lengths, St. Valentine second, 
two lengths ahead of Probus, beating Berlin, Kin 
George, Pat Daly. Captain Hammer, and Na 
Kramer. Time—1:53%9. Post odds—Revoke, seven 
to five; King George, two to one; Probus, three to 
one; Nat Kramer, six to one; St. Valentine, eight to 
one; Berlin, twelve to one; Pat Daly, fifteen to one; 
Captain Hammer, twenty to one. 

—— et 


OUR MINERAL RESOURCES. 

WASHINGTON, Jan. 29.—The United States Geo- 
logical Survey issued to-day a report of the mineral 
production of the United States under the title, 
‘Mineral Resources of the United States. 1885.” 
The statistics have been compiled with a view to 
giving information on those points which are of 
most interest and utility, and are presented in the 


form usual in the several branches of trade statistics. 
Comparing the totals given since 1882, a continuous 
decrease in value is noted in 1883 and 1884 
being marked in the latter year. The year 1885 
shows, on the other hand, an increase, due, no doubt, 
in part tomore complete returns and closer esti- 
mates, but indicating, nevertheless, a more profit- 
able business year, which would be still more appar- 
entif the last half were compared with the cor- 
responding period in 1884, since, nm many im- 
portant branches of trade, prices increased toward 
the end of the year. The total mineral product is 
valued at $428,521,356, an increase of $15,306,608 
over 1884. 

Among 70 mineral substances referred to coal is 
most important, the total value of all kinds being 
#159,019,596, An increase is shown in the pro- 
duction of coke, natural gas, gold. silver, copper, 
zinc, quicksilver, nickel, aluminium, lime, salt, 
cement, a rock, Manganese, and cobalt ox- 
ide; while the production gf coal, petroleum. pig 
iron, lead, precious stones,’and mineral waters de- 
creased. From the present outlook it is probable 
that the total output of 1886 will prove much 
greater than thatof 1885, and even greater than that 
ot the prosperous year 1882, 

—_————— 
THE BANKRUPT EXPOSITION. 

WASHINGTON, Jan. 29.—Acting Secretary Fair 
child to-day declared a final dividend of 5 per cent. 


in favor of the creditors of the World’s Exposition 
at New-Orleans, payable out of the appropriation of 
$335.000 made by Congress in aid of the exvosition. 


* t wy Seas eet 


FINANOIAL, 


The Philadelphia and Reading 
| Railroad Company. 


GENERAL OFFICE, 227 SOUTH 417H-st., 
PHILADELPHIA, Jan. 27, 1887. } 
TO THE HOLDERS OF SECURITIES IN THE 
PHILADELPHIA AND READING RAIL.- 
ROAD COMPANY: 

On the Ist day of March next the time expires 
within which the various securities can be deposited 
under the plan of reorganization, and in case enough 
have not been deposited then to warrant the Trust- 
ees in deciding to reorganize without foreclosure the 
plan provides that foreclosure and sale will be had 
only in the interest of such as have deposited prior 
to that date. The court has declared that no un- 
necessary delays will be permitted, and unless reor- 
ganization be promptiy effected ‘it will feel at liberty 
to vacate the Receivership. It is most important 
for all interests that such a contingency should be 
avoided. Therefore, all persons who desire to par 
ticipate in this plan for the reorganization of the 
property should act promptly, make the deposit, and 
pay the assessments, where such are required, with- 
in the time limited. 

That the present plan, with or without foreclosure, 
will succeed, 1s, in my opinion, beyond doubt, and the 
above notice is given that holders may clearly under- 
stand that deposits of ali classes of securities must 
be made promptly, there being a determination on 
the part of all parties in interest that no delay will 
be permitted to interfere with a speedy reorganiza- 
tion. AUSTIN CORBIN, President. 


INVESTMENT BONDS. 


WE OFFER, 
AND VERY STRONGLY RECOMMEND, 
& small amount of the 


First Mortgage 5 Per Ct. 50 Year Bonds 


OF THE 


MINNEAPOLIS & PACIFIC RY CO. 


wipe o _ —_ a wor 218 miles of en 
‘oad, northwes ‘om. nn ; lo- 
cated, well built, and well managed. ws 


This is @ choice investment a 
Bonds will soon be listed. eh Reese 


Circulars and full information furnished. 


JOHN H. DAVIS & C0, 


10 WALL-ST., NEW-YORK. 


price, 


quitable 


MORTGAGE COMPANY. 


CAPITAL, = $600,000 


DEBENTURES 


AND 
Guaranteed Farm Mortgages. 
OFFICES. REFERENCES. 


New-York, 208 Broadway |Firet Nat. B’k, New-York 


Boston, 23 Court-st. 
Philadelphia, 112 S.4th-st. 
—— ay 7 < Del. sts _ ge Kansas 
or rates of interests and fa ormation 
SEND FOR PAMPHLET. 


Boston Nat. B’k, Boston. 


TO THE BONDHOLDERS 


OF THE 


LAKE ERIE AND WESTERN 
RAILWAY COMPANY. 


The holders of the first mortgage bonds of the 
Lafayette, Bloomington and Muncie, the Lake Erie 
and Western, and the Sandusky extension divisions 
of the Lake Erie and Western Railway Company 
are hereby notified to present their bonds at the 
office of the Central Trust Company on Jan. 25, 
1887, at which time the principal of each of such 
bonds, together with the coupons past due on the 
same and interest on such past due coupons to the 
above-mentioned date, will be paid by the pur- 


SAT THOMAS. 


NEW-ENGLAND 


LOAN AND TRUST COMPANY 
6% DEBENTURE BONDS, 


payable at the 
BANK OF NEW-YORKH, N. B. A. 
Secured by 


FIRST MORTGAGES UPON REAL ESTATE 


DEPOSITED WITH 
THE FARMERS’ LOAN AND TRUST CO. 
OF NEW-YORK, TRUSTEE. 
ELEVEN YEARS’ EXPERIENCE, 
Write for particulars or call at our office, 
160 Broadway, New-York. 





KIDDER, PEABODY & C0, 


No. 1 Nassau-st., New-York, 


113 Devenshire-st., Boston. 


INVESTMENT SECURITIES. 


_—— 


BILLS OF EXCHANGE ON GREAT BRITAIN 
AND THE CONTINENT. 


COMMERCIAL AND TRAVELERS’ L. 
OF CREDIT. cannes 


AGENTS AND ATTORNEYS FOR 


Messrs. Baring Brothers & Co., 
LONDON, 


NEW-YORK, SUSQUEHANNA AND WESTERN RAIL- 
ROAD COMPANY, NO. 93 LIBERTY-ST. ; 
NeW-YoORK, Jan. 27, 1887. 
O HOLDERS OF DEBENTURE BONDS 
and coupon obligations of the New-York, Sus- 
quehanna and Western Railroad Company: 

In accordance with + company’s circular, dated 
Dec. 23, 1886, copies of which may be obtained at 
the office of the company. or of the Central Trust 
Company, holders of 6 debenture bonds and 
coupon obligations are hereby notified to present 
the same at the Central Trust Company on and after 
Feb. 1, prox., for conversion into new second mort- 
gage 50-year 419 per cent. gold bonds, pending the 
ft oe Sy of which bond certificates wi be 
issued. 

Interest will be paid by said Trust Company at the 
rate of 445 per cept. per annum for the coupons 
maturing Feb. 1, 1887, from bonds, and at the rate 
of 6 per cent. per annum on coupon obligations so 
converted. B.A. POTTS, President. 


SMALL INVESTMENTS AND QUICK 
PROFITS 
in 
STOCKS, GRAIN, PROVISIONS, OILS, ETC. 


Explanatory Pamphlet (mailed free.) 
LAURIE & CO., 


Bankers and Brokers, 
856 Broadway, New-York, 
(and branches.) 
_ Bills of Exchange, drafts, etc., issued on all parts 
of Great Britain and the Continent. 


OFFICE OF PULLMAN’S PALACE CaR CoMPANY, } 

: CHICAGO, Jan. 19, 1887. 
OTICE 18 HEREBY GIVEN THAT THE 
15-year 8 per cent. debenture bonds, third series, 

of this rom! issued Feb. 15, 1872, an aturing 
Feb, 15, 1887, of which there is outstanding $445,- 
000, will be paid, with interest to date of paymen 
on and after this date, on presentation at the office o: 
Farmers’ Loan and Trust Company, No. 20 William- 
st., New-York. Interest om said bonds will cease 
Feb. 15, 1887. GEO. M. PULLMAN, 
President. 


ARCADE RAILROAD STOCK 
FOR SALE. PRICE, 135. 
WILLIAM F. MOLLER, 


44 BROAD-ST. 


J ALDEN GAYLORD, DEALER IN IN- 
evestment securities, Mills Building, Broad.st., 
New-York.— Western bonds issued for water, bridge, 
railroad, and funding purposes, by counties, cities 
towns, and townships for sale; and entire issues oH) 
ood securities of this class negotiated, City of 
Be Louis local stocks and bonds, including bank, 
as, insurance, street railway, and iron, @ specialty 
or over fourteen years past. 


WYNNE & DAY. ESTABLISHED 1854. 
(WE & DAY st, NEW-YORK. 
TRANSACT A GENERAL BANKING & BROK- 
ERAGE BUSINESS IN RAILWAY SHARES, 
BONDS, &c., FOR CASH OR ON MARGIN. 

3ROWN BROTHERS & CO. 

BROW 0. 59 WALL-ST., ck ‘ies 
ISSUE COMMERCIAL an A 
CREDITS. AVAILABLE IN ALL PARTS OF 
THE WORLD. 


VERY SPECULATOR SHOULD READ 
and study it. THE THEORY OF STOCK EX- 
CHANGE SPECULATION, oy Arthur Crump. 
Price, $2, postpaid. Send for table of contents. 
H. W. ROSENBAUM, 60 Exchange-place, N. Y. 


-ASONIC HALL AND ASYL BONDS 
MA BOUGHT Ne oxiym 
F. B. WALLACE & CO.,, 
44 Brodd-st. 


PTIONS (PUTS, CALLS, &c.) ON STOCKS 
and Bonds a specialty. Information and circulars 
turnisned on application. 
H, W. ROSENBAUM, 60 Exchange-place, N. Y. 


IRST MORTGAGES ON BROOKLYN 
nee forsale; amounts ranging from $200 to 
$1,400; 5 per cent. ; title guaranteed. 
GEO. A. ALLEN, 18 William-st. 


MISCELLANEOUS SEOQURITIES. — SAFE 


to 10 per cent. investments, small lets. 
L. 0. ROBERTSON & CO., 71 Broadway. 
HE ONLY UP-TOWN OFFICE OF THE 
TIMES is at No. 1,269 BROADWAY, between 
Slet and 82d ste 





7th Nat. B’k, Ph abate 


DIVIDENDS. 


THE QUICKSILVE eae 
R MINING ANY. 
No. 20 Naseaven’ F 


NEW-YORK, Jan. 12, 1887. 
HE BOARD OF DIRECTORS HAVETHIS 
on declared a dividene of ONE AND ONE. 
HALF (11) per cent. on the preferred capita! stock, 
payable to the stockholders on and after the 15th 
a 


of February, 1887. 
he transfer books will be closed on the 1st day of 
tend and reopen on the 16th day of February, 
By order of the Board of Directors. 
M. M. WEED, Secretary. 


JOHN PATON & CO., 
52 William-st., New-York, 
Will pay, on and after Fob. 1, 1887, the following 
MORTGAGE 


coupons and interest due that date: 

CUUPONS OF THE FIRST 
BONDS AND INTEREST ON THE GUA N- 
TEED PREFERRED STOCK OF THE U- 
+ aig AND MISSOURi RIVER RAILROAD 


INTEREST ON THE PREFERRED 
OF THE KAN 
Ok GEE KANSASCITY, ST. LOUIS AND cM . 


WILLIAM A. 


a 


Piesites SORT Ee 
ashier. 
CORN EXCHANGE BANK, NEw-York, Jan. 26, 1887. 
4 BOARD OF DIRECTORS HAS THIS 
day declared a dividend of five (5) per cent., pay: 
able to the stockholders on and atter the lst day ot 
February prox. The transfer books will be closed 
from th close of business Jan. 26 to the 2d of Fe 

ruary, 1887. LOFTIN LOVE, Cashier. 


CONSOLIDATED Gas Co, oF wat ad | 


NEW- YORK, Jan. 29, 2 
{HE COUPON DUE FES. 1, iss7, UPON 
the bonds of the Metropolitan Gas Light Com- 
pany will be paid by the Farmers’ Loan and Trust 
Company, 22 W 8b, H. E. GAWTRY, 


Treasurer. 
RES ar DEAE SE BOT LIIT LE Se Corben a 
KNICKERBOCKER TRUST CO) 2 
NO. 234 5TH-AV. oe 


The coupons dne Feb. 1, 1887, upon the first mort. 
Fafa aa Live Stock Company wil be paid AS 
office on and after that date. ” 

JOSEPH T. BROWN, Secretary. 


OFFICE OF THE COLORADO COAL AND IROx 
COMPANXY, xs AND 43 WAALL-8T., 


na ae 20, 1887. 

HE COUPON MATURING FEB. 1, PRO 
on the bonds of this compan will be paid on pres- 
entation at this office on an r that 


1 
16. 
H. J. FITCH, Treasurer. 


eae ce et 
J.S. KENNEDY AND J. S. HARRIS, RECEIVERS OF 
ENTRAL R. R. CO. OF NEW-JERSEY 
119 LiperTY-sT., NEW-YORK, Jan. 26, 1887. 
OUPONS OF FIRST MORTGAGE BO? 
due Feb. 1, will be paid on and a‘ter that date. 
. W. WATSON, Treasurer. 


ELECTIONS. 


OFVICK OF THE MARYLAND COAL COMPANY, 
35 Eorinay New-York. 
[RE ANNUAL MEETING OF STOCKEO 
ers for the election of a President and ten Di- 
fadag | and hoe Meg gol ge a8 May came be- 
‘ore the meeting eld at the company’ 
office Tuesday, Feb. 1, at 11 A. M. gs 
Polls open from 12 M. till1 P. M. 
Transfer books will be closed on the afterncen 
Jan. 18, and reopened on ba eae of Feb. 2. 
. T. ROSS, 


SS 
NEW-YORK BOWERY FIRE INSURANCE ANY, 
No. 136 be i } 
EW-YORK, Jan. 1887. 
HE ANNUAL ELECTION FOR D 
T2 this company wiil take place at ome aon 


be -. Feb. 9. Polis open from 12 tol o'clock, 
HARLES A, BLAUVELT, Secretary. 


HE ANNUAL MEETING OF SHARE. 

holders for the election of thirteen Directors of 
the “ Sixth Avenue Railroad Company” will be held 
at. the depot, 6th-av., corner 43d-st., on Tuesday, 
Feb. 8, 1887, trom 12 to 1 o’clock. 


HENRY 8S. MOORE, Secretary. 
NEW-YORK, Jan. 25, 1887. 


———————————————— 


SHIPPING. 


TRE STATE STEAMSHIP LINE. 
BETWEEN NEW-YORK, GLASGOW, AND 
BELFAST, (LARNE,) 

WITH THROUGH TICKETS AT REDUCED 
RATESTO LIVERPOOL, LONDON. DUBLIN, &e, 
STATE OF NEVADA...Thnursday, Feb. 10,7 A. M, 
STATE OF NEBRASKA. Thursday, Feb. 17,1 P.M. 
Cabin passage, $35 and $40, according to on 
of stateroom. Excursion tickets at reduced rates, 
Steerage tickets to and from all parts of Europe at 
lowest rates. Pier 41, footof Leroy-st. For freight 
and pease apply to 
AUSTIN BALDWIN & OCO., General Agents, 
53 Broadway, New-York. 
SHORT LINE TO LONDON, 
NORDDEUTSCHER LLOYD MAIL 8. 8. 
NEW-YORK, SOUTHAMPTON, BREMEN. 
FAST EXPRESS STEAMERS., 
Saale, W.,Feb.2, 11 :30A.M.|Trave, W., Feb.23.6 A.M. 
Aller, Wed. Feb. 9, 6 A.M.|Fulda,Sat..Feb.26.7 AM. 
Ems, W.Feb.16, 12:30 P M.|Saale, W., Mch.2.10A M. - 
From NEW-YORK to LONDON, HAVRE, BREM. 
EN, Ist cabin, $75 to $100, according to location; 2d 
cabin, $55; steerage, lowest rates. 
OELRICHS & CO., 2 Bowling Green. 


NMAN LINE.—U. 8. AND ROYAL MAIL 
steamers. For Queenstown and Liverpool. 

CITY OF CHICAGO 

VANCOUVER Tu y. Fi 

CITY OF CHESTER..Tuesday, Feb. 15, 1 

cI OF BERLIN Tuesday, Feb. 22,4 P. M. 
From Inman Pier, foot of Grand-st., Jersey City 
Cabin passage, $50 and upward. Intermediate, $30. 

Steerage $15. PETER WRIGHT & SONS, 

Gen'l Agents, 1 Broadway, New-York. 


RED STAR LINE.WFOR ANTWERP AND 
~—_ Sailing from New-York and Antwerp every 
a 


urday. 

NEDERLAND Saturday, Feb. 5,3 P.M. 
NOORDLAND. Saturday, Peb. 12, 8:30 A. M. 

Fall and Winter rates: First cabin, $60 and $75; 
excursion, $110 and $125; second cabin, $45; excur- 
sion, . Steerage at lowest rates. 
PETER WRIGHT & SONS, Gen. Agents, 55 B’way. 
COMPAGNIE GENERALE TRANSAT- 

LANTIQUE, 


Q 
FRENCH LINE TO HAVRE. 
LA BRETAGNE, de Jousselin, Sat., Feb 5,2 P.M. 
LA NORMANDIE,de Kersabiec,Sat.,Feb.12.8 A.M. 
LA CHAMPAGNE, Traub, Sat., Feb. 19, 2 P. M. 
LOUIS DE BEBIAN, Agent, No. 8 Bowling Green. 
Branch office, 1,140 Broadway. 


NOTICE, 
The steamship GALLIA having been unavoidably 


delayed, will sail SUNDAY, the 30th inst. at 8:30 
A. M. VERNON H. BROWN & CO., Agents. 
CHARLESTON SAVANNAH, FLORIDA, AND 
THE SOUTH AND SOUTHWEST. 
Via Charleston, 8. C.,at 3 P. M., 
from Pier 29 East River, between Rooseveltand 
Chambers sts. 
CITY OF ATLANTA, Capt. Lockwood..Th., Feb. 3 
SEMINOLE, Capt. Kemble Saturday, Fam. 5 
JAS, W. QUINTARD & CO., Agents, 165 West-st. 
WM. P. CLYDE & CO., Gen’l Agents, 35 Broadway. 


Via Savannah, Ga., at 3 P. M. 
from Pier 43 North River, (new No. 35,) foot of 
pring-s 
CHATTAHOOCHEE, Capt. H. ©. Daggett. Tu. Feb. 1 
CITY OF AUGUSTA, Capt.Catherine.. Feb.3 
CITY OF SAVANNAH, Capt. Smith. Sat., Feb. 5 
H. YONGE, Agent 0.8, S. Co., Pier 35 North River. 

All the steamers are provided with first-class pas. 
senger ‘accommodations. Insurance, one-quarter of 
l percent. If effected by 2 o’clock at Union Office 
or at 8 o’clock at piers on or before day of sailing 

remium can be collected at destination; otherwise 

t must be paid by shipper. 

For further information apply to the agents of the 
respective lines as above, oiice on pier, or to W, H, 
RHETT, General Agent Great Southern Freight and 
aay Lines, Union Office, 317 Broadway, New- 

ork, 


COMPANIA TRASATLANTICA ESPANOLA, 
FORMERLY A. LOPEZ & CO. 


(North American Branch.) 

The steamers of this company will leave New. 
York for Havana direct on 4th, 14th, and 24th of 
every month. : 

8.5. PANAMA, Capt. Alcatena, will sail on the 4th 
of February for Havana, connect tor 
Vera Cruz, Corufia, and Santander. 


First-class table, with wine. 
For freight, passage, and other information apply te 
MUN@Z & ESPRIELLA, 


General Agents, 
59 and 61 Liberty-st., (Basement.) 


OLD DOMINION STEAMSHIP COMPANY. 
Pier 26 North River, foot Beach-st. For NORFOLK, 
RICHMOND, AND PETERSBURG, VA,, 
TUESDAY, THURSDAY, AND SATURDAY, 
(also for NORFOLK WEDNESDAY,) 
FORNEWPORT NEWS AND WEST POINT, VA., 
MONDAY, WEDNESDAY, THURSDAY, 
AND SATURDAY. 

All steamers sail at 3 P. M. 

Railroad connections made at all above points. 
For tickets and staterooms apply at 207, 229, 257, 
261, 303, 319, 339, and 944 Broadway, 
or at the company’s general office, 235 West-st. 


EXOURSIONS.—__ 


OO OE nT Oe 
HE WINTER CARNIVAL AT MONTREAL, 
commencing MONDAY, Feb. 7, and continuing 

till SATURDAY, the 12th, promises te eclipse those 

of previous years. 

From this city the New-York Central and Hudson 
River R. R. will sell, Jan. 31 to Feb 10, inclusive, 
carnival excursion tickets for $12, good to stop over 
at Burlington or Saratoga, and available for retura 
up to Feb. 20. 

For special cars for use of private parties applica- 
tions can be made to the Wagner Palace Car Compa- 
ny, Vanderbilt-ay. and 44th-st, 

A special hong me car train for Montreal will leave 
Grank Ci nm epot Sunday, Feb. 6, at 6:30 P. M. 
Regular Montreal trains leave daily, except Sunday, 
8 A. M, and 6:30 P. M. 

Carnival programmes, time tables, tickets, and all 
information obtainable from agents of the New- 
York Central and Hudson River R, R. at Grand Cen- 
tral Depot, 42a-st. and 4th-av., 413, 785, and 942 
Broadway, 7 Battery-place, 3 Park-place, 62 West 
aig Harlem, and 383 Washington-at, Brook- 

yn. 


COOK’S EXCURSIONS. 


GRAND PARTIES FOR MEXICO 
AND 


CALIFORNTA, 
leaving New-York, Boston, and Philadelphia Feb. 8, 
1887. These tours embrace all that is interesting 
to tourists. Full particulars on application. 
Special parties to Europe for the season. 
ticulars regarding them and all other tours mer be 
obtained from Cook’s “ Excursionist;” by m 10 
cents. THOS. COOK & SON, 261 Broadway. 


LOST AND FOUND. 


OST—-ON FRIDAY, 28TH, IN IRVIN 
place, between 16th and 14th sts., at 5:30 P. M., 
a small fox terrier DOG; white black and tan 
‘ 


head and ears, black spot over . tail 
name “ Pippin.” “Any one returning hima 19 37 Sek, 
av. will be rewarded. 

50 REWARD WILL BE PAID wee 

Vrecovery of a pear-shaped black pear! 
See comet Sees ee 
y inst. Wee: an +5 0 ° 
'RIREANY é 00. Unlonsausinm 


par- 





NT LITERATURE 
A OITY COURTSHIP. 


The proper place for courting, 
By the storybooks’ reporting, 
is some lane or meadow pathway, cut of sight of 


town. 
With the sweetness blowing over 
From the fields of beans and clever, 
And the skylark dropping nestward as the sun 
goes down. 


But ve met my little Sally 
At the mouth of Dawson’s alley, 
And we've walked along together tow’rds the 
Dome of Paul's, 
*Mid the jostly crowd that passes 
"Neath the flaring iamps and gases, 
And the bane of the drivers, and the news- 
joys’ cu 


And the lily of the valle 
That I gave my little Sally 
Was the — penny bouquet that a flower girl 
sells; 
She has never seen one growing, 
As it’s easy to be showing, 
for its birthplace is the Dreamland that’s beyond 
Bow Bells. ‘ 


Oh! it pains me in our walking— 
All the caths and shameful talking, 
And the folks that brush her passing, and the 
glances bold! 
But though evil things may touch her, 
They can never hurt or smutch her, 
for she turns the dirt to sweetness, as a flower 
the 1ovid. 


Nay, it’s not in country places, 
"Mid the fields and simple faces, 
Ont of sight and sound of evil, that a pure heart 
grows; 
It is here in London City, 
Tu the sin and shame and pity; 
for the pure heart draws its pureness from the 
wrong it knows. 


When my Sally's sweetness found me, 
I was like the men around me; 
iwas coarse and low and seltish as the beast 
that dies; 
But her grace began to win me, 
And my heart was changed within me, 
And I learned to pray from gazing in my dar- 
Hng’s eyes. 
—The Spectator. WREDERICK LANGBBIDGE. 


DELUDED, 


Happy is he who hears, with brow elate, 
De the tumult of th’ unheeding throng, 
The plaudits of the Future, clear and strong, 
Down the long centuries reverberate, 
Though unremembered be his common fate; 
Content to leave a heritage of song 
To after-ages who can do Lo wrong; 
ees aneh never gained, Fame’s crown to 
wait. 
Dupe of his dreams, what matter if not his, 
Mim in the crimson gold and purple gloom 
Of some cathedral vast, that honored tomb 
Whose stones the pilgrim nations kneeling Kiss ? 
Slambers he not less sound though overhead 
* Ona forgotten mound the grasses spread. 
Years —The Cornhill Magazine. 


‘ 


QUITE CURED. 
—— 

Major Henderson was the most obstinate 
manimaginable. For a whole hour Lieu- 
tenant Mapleson tried to convince him that 
it was the hand and heart of Maude Hen- 
derson for which he was pleading, her com- 
fortable little fortune being a matter about 
which he was supremely indifferent. At 
the expiration of the hour Major ,Hender- 
son’s decision remained unchanged. 

“ Save a thousand pounds as a proof of 
your attachment to my niece, and I will 
give my consent to your marriage with her. 
Under no other circumstances will I do so.” 
This was the extent to which the Major 
would commit himself. 

Save a thousand pounds indeed! Why, a 
Million would be equally possible to a man 
of refined tastes with but a paltry two hun- 
dred a year or so besides his pay. 

Maude waylaid her lover outside the 
library door. Very pretty she looked as 
she listened to dear Jack’s angry protesta- 
tions, her cheeks flushed, and her brown 
eyes filling with tears. 

“You will be true to me, my darling ?”’ 
pleaded the impecunious Lieutenant, as his 
arm stole around her waist and his tawny 
manstache pressed her rosy lips. 

True to him? Indeed and indeed she 
would be. 

“You know, dearest, you will be twenty- 
one in a fortnight’s time and your own mis- 
tress. My sweet one will fly with her poor 
Joving Jack then; won’t she ?” 

* Yes”—rather dubiously. It was hard to 
put aside the prospect of being followed to 
the altar by a bevy of daintily arrayed 
bridesmaids, although she was so deeply in 
love. 

True, she would soon be of age, and co 
sequently her own mistress, but what woul 
that fact avail berifshe were miles away 
from her lover? And such indeed seemed 
likely to be the case, for her uncle carried 
her off to a small village in North Wales the 
day after Lieutenant Mapleson had been 
told of his fate. Ofcourse she left a note 
behind for “dearest Jack,” telling him the 
name of the village to which they were go- 
ing and earnestly begging him to do “‘some- 
thing,” although she could think of nothing 
practical to suggest. 

On the morning of her twenty-first birth- 
day Maude came down to breakfast looking 
fresh, and even a little happy. She had hon- 
estly tried to be miserable for a whole fort- 
night, and had succeeded fortwo days. With 
youth and health on one’s side it is almost 
impossible to be thoroughly out of spirits for: 
any length of time, however much one may 
be experiencing the truth of the proverb 
about “true love,” &c. 

The landlady’s bright-looking daughter 
brought in the coffeeand rolls. ‘‘ Mrs. Evans, 


epposite, has let her front rooms, Miss,” she 
volunteered., *‘ A gentleman all by himself 
came and todk them last night.” se! 

A gentleman, and alone! Maude’s spirits 
rose. * Did you happen to hear Mrs. Evans 
say what her new lodger is like? I sup- 
pose,” added naughty, deceitful Maude, “* he 
is an elderly gentleman ?” 

** Yes, Miss, quite. He’s a bit lame, walks 
with a stick, and hasalong, gray beard. 
His name’s Mr. Browne.” 

Maude’s spirits fell again. At breakfast, 
poereres. she mentioned the new arrival to 

Major tend es find 

ajor Henderson was beginning to 
No Wales a little dull, so he listened 
rather readily, thinking that there might 
perhaps be a prospect of having some one 
with whom to smoke a friendly pipe. 

In the course of the morning, when the 
ancle and niece were sitting inone of the 
many beautiful glens in which the neigh- 
borhood abounds, Maude saw a bent fig- 
ure appreaching, walking with a stick. 

*T think, uncle, that must be Mr. Browne, 
Mrs. Evans’s new lodger,” she said. 

Her uncle looked up from.his book. “Ont 
ot health, I should say,” was Major Hender- 
son’s comment. ‘““He doesn’t look old 
enough to be so infirm.” 

When the stranger came up to them he 
yuuned and inquired the way to the Swal- 

ow Falls. 

Maude started. That voice! Her uncle, 
however, merely made a courteous reply. 
Evidently his suspicions were not aroused. 

“Excuse me,” continued the stranger, 
**but have I not the pleasure of addressing 
one who is a neighbor for the time being? 
I fancied I saw you come out,of Honey- 
suckle Cottage this morning with your 
daughter.” 

* Yes, Sir, yon are right—at least my niece 
and I are staying opposite to you.” 

“Your niece?” and the stranger politely 
raised his hat as he glanced at Maude. 
*May Linquireif you have been making a 
long stay in the neighborhood? It is the 
first time I have visited North Wales, and I 
should be glad to know of the principal 
spots of interest in the immediate vicinity. 

y health is so shatiered that I cannot un- 
dertake long excursions.” 

“Thisisthe commencement of our third 
week,” replied the Major. ‘ Like yourself, 
we have chosen father to enjoy the scenery 
Within walking distances in preference to 
traveling about by railor coach. My niece 
has been a little upset lately, s0 we came 
here to recruit her hea!th.” 

Maude flushed up indignantly. To speak 
of the cruel blow which had been dealt her 
as if it were a mere nothin 

* The young lady is looking so fresh and 
charming that I think she must already be 
on the high road to recovery.” This with a 
stiff old-fashioned bow to Mande. “‘I was 
about to say I trusted I might derive as 


much benefit trom the change, 
that is too much to expect. 
hope to compete with youth.” ; 

“ With your permission,” suggested Major 
Henderson, ‘my niece and I will accom- 
pany you to the Falls. They are within a 
quarter of an hour’s walk from here; and I 
can then give you a few hints about the 
neighborhood as we go along.” 

Mr. Browne would eae be too pleased. 

Maude walked on by her uncle’s side ex- 
periencing a mixture of joy and alarm. She 
wasso delighted to hear that dear voice 
again; so fearful lest her lover’s stratagem 
should be discovered ! Hoa: 

Mr. Browne noticed her agitation, and was 
careful to divert cree bd Henderson’s atten- 
tion from his niece, in case her confusion 
should betray the secret. The trio had to 
cross a stream by means of stepping stones, 
The stranger offered to assist Maude. Man- 
aging to keep his back to Major Henderson 

r. Browne, alias Lieutenant Mapleson, 
tenderly pressed Maude’s yielding hand and 
with a world of expression in his blue eyes 
whispered: “Be careful, my darling, and 
all will yet be well with us.” 

The next morning Mr. Browne called on 
Major Henderson, ‘I have just received 
these, and I thought you would perhaps 
like to look at them,” he said, producing a 
packet of periodicals, ne 

Major Henderson was glad to avail him- 
self of the offer, as current literature was 
rather difficult to procure in so out-of-the- 
way aplace. * 

After a little further conversation, Mr. 
Browne was asked if he would care to join 
the uncle and niece in their morning ram- 
ble. Again ne would be only too pleased. 

When the trio had gone some distance, 
Major Henderson, wishing to enjoy a quiet 
half-hour read, mneyased’ that he should sit 
down and rest a little, while Maude con- 
ducted Mr. Browne to aspot close by whence 
a good view of Snowdon could be obtained. 

“JT would fain, like you, rest a while,” 
replied Mr. Browne; ‘“‘but asthe day is so 
unusually clear I feel I must make an effort 
to take advantage of it, especially as this 
young lady has so kindly consented to act 
as my guide.” Andso Mr. Browne hobbled 
off, with Maude walking patiently beside 
hin. 

As soon ds the trees had hidden the lov- 
ers from view Jack drew Maude to him, 
while she, half laughing, and half crying, 
stroked his long gray beard. 

‘Oh, Jack, whatever made you come like 
this? What do yon intend to do?” 

“This, my sweetest;” and the bold lover 
drew from his pocket a marriage license 
and’ a wedding ring. Half playfully 
the gallant Lieutenant removed Maude’s 
glove and slipped on the ring. ‘“ What 
a dear little hand it looks!” he cried rapt- 
urously,$* and how happy I shall be when 
Iean call its dear owner my sweet little 

ife.” 

A slight sound fell on their ears, and look- 
ing up they beheld Major Henderson not a 
hundred yards off. 

Maude would have been grateful to the 
earth had it opened at that moment to re- 
ceive her, but as it showed no signs of ac- 
commodating her, she disengaged herself 
from Mr. Browne’s embrace and hastily 
handed him back the ring. ; 

Mr. Browne was equa! to the occasion, al- 
though he had grave misgivings, as he hob- 
bled toward Major Henderson. ‘‘ Were yeu 
hastening to join us! You see we haven’t 
got far. lama wretched walker at the best 
of times; and in such scenery as this, one 
feels forced to pause frequently to look 
around.’ : 

** T expected to meet youcoming back,” ex- 
plained the Major. ‘‘ButI waslooking foryou 
in that direction,” indicating another path 
more to the right. ‘‘I was quite surprised 
when I saw you coming toward me.” 

With what feelings of relief did the lov- 
ers listen to the Majer’s innocent remarks! 

At their early dinner the Major drew from 
his pocket a letter which he had received by 
the morning’s post and had forgotten to 
read. With a polite ‘‘ Excuse me, my dear,” 
to his niece, he hastily glanced at the con- 
tents. “‘I must leave for London by the 11 
o'clock train to-morrow morning,” he ex- 
claimed. ‘This letter is of the utmost im- 

ortance. How stupid of me to have de- 
ayed reading it!” 

**Am Ito accompany you, uncle?” asked 
Maude faintly. 

**No, no, my dear; there’s no need for you 
to do that. I shall be back here by the 
evening of the following day.” 2 . 

The Major was very preoccupied until 
dinner was over, but as Maude had also 
mueh food for refiection, silence was agree- 
able to both. : 

* T wonder if I could do anything for Mr. 
Browne while lamin town!’ queried the 
Major. ‘“‘My dear,” turning to Maude, 
“just write a little note to him askifig him 
to step Over for a minute. You know we 
half promised to show him the way to Fairy 
Glen this afternoon. I don’t feel inclined 
for any more walking myself; bnt there is 
no reason why you shouldn’t accompany 
him, if you are not tired and he is agreeable 
to the arrangement.” 

Maude’s note quickly brought Mr. Browne, 
and the lovers were soon on their way to 
Fairy Glen. 

“My darling, we are in luck’s way !” 
exclaimed Jack, ‘“* Your uncle’s absence will 
make matters as simple as an A B C guide. 
I shall have to-morrow to make the neces- 
sary arrangements. We can be married the 
following morning, and by the time your 
uncle returns in the evening we shail be 
miles away from here.” 

Maude acquiesced rather reluctantly. She 
loved Jack dearly; but still she had some 
compunction about deceiving her uncle, 
who, with the exception of the unaccount- 
able obstinacy he had shown toward her 
lover, had always been ready to humor her. 
Jack, however, drew such a glowing pict- 
ure of the happiness in store for them and 
declared with so much confidence Major 
Henderson’s anger would not last more 
than three weeks when_once the irrevocable 
step was taken that Maude was much com- 
forted. : 

When they returned Major Henderson 

ressed Mr. Browne to spend the evening at 

oneysuckle Cottage. ‘Tea being over, the 
Major asked Mande ifjshe would mind pack- 
ing his portmanteau for him. 

“*T have laid out the thingsI wish to take, 
my dear. You willfitthem in more neatly 
than I could.” 

Mande was delighted to have an opportu- 
nity of doing a last.a little kindly act. _ 

Directly she had left the room, the Major 
began fidgeting about, and at length got up 
and paced the room. Suddenly turning to 
Mr. Browne, he said: “ Comparative stran- 
ger as you are to me, I feel as if I must tell 
you the nature of the business which is call- 
ing me to London so unexpectedly. The blow 
has fallen so suddenly that to speak of it 
would be an immense relief.” ; 

The stranger was all sympathetic atten- 
tion in a moment. 

“Mr. Browne,” continued the Major, ex- 
citedly, ‘‘ this time yesterday I believed 
that poor girl up stairs to be the mistress of 
a fairly large fortune. To-day—if the in- 
formation I received this morning is correct 
—I know her to be penniless. And that is 
not all; the greater part, if not the whole, 
of my inconte is logt also.” 

So sympatitetic was Mr. Browne that he 
begged to know all the details. These, how- 
ever, the Major was unable to furnish; in 
fact he couldexplain nothing satisfactorily, 
so great was the state of excitement into 
which he had worked himself. 

‘* Hush !* he said, as he heard Maude ap- 
proaching. ‘* Not a word to her. I wouldn’t 
disturb her peace of mind for worlds, poor 
girl, until am certain how the matter 
stands,” 

The next day, about an_ hour after her 
uncle had left for London, Maude received 
the following pencilled note from Mr. 

srowne: 


My own DarRLinG: I am _ the most un- 
lucky dog that ever lived! I passed a 
wretched nignt, and this morning I am too 
ill to leave my bed. To be disabled to-day, 
when I was to have arranged for the event 
which is to make me the happiest man in 
England. I have sent for the village 
“bones,” and ifhe can but patch me up it 
may not yet be too late. Senda book back 
by bearer, to account for having received a 
letter from your nearly frantic JACK. 

Poor Maude! The torturing suspense of 
that day! Inthe evening she ventured to 
ask the landlady to inquire how Mr. Browne 
was. ‘‘No better,” was the alarming reply. 

Maude passed a sleepless nen rng In the 
morning she received a second note from 
her dear Jack, even more despairing in its 
tone than the former one. “Fate is against 
us,” he wrote; ‘*{ feel as if I shall never be 
able to call you mine.” 

In the middle of the day she again sent to 
inquire after her lover; and was overjoyed 
when she heard he was much better, and 
was even thinking of getting up, his recov- 
ery bidding fair to be as sudden as his 
selzure. 

That evening Major Henderson returned. 
Hiardly had he knocked at the door, when 
Mr. Browne emerged from the opposite cot- 


Mr. Browne. 


tage. ae 
“What news, Sir?” asked the sympathetic 
| “The worst possible,” replied the Major, 


f 
only I fear | 
Age cannot } 


throwing himself into an easy chair and 
covering his face with his hamds, “That | 
poor'’girl yonder is a beggar, and I have but 
a hundred a year left.” 

Maude looked from one to the other in 
utter bewilderment, and then crossed_over 
to her uncle, trying to comfort him and gain 
some explanation at the same time. 

‘‘T feel this is no scene for astranger to 
witness,” said Mr. Browne. “Sir, you have 
my deepest sympathy, and I am sure that at 
the present moment I can show it in no 
better way than by withdrawing.” 

Maude followed her lover to the door. 
She was much distressed on her uncle’s ac- 
count, but did not fully realize her own loss 
of fortune. 

* Are you really better, dear Jack?” she 
asked anxiously. 

“Yes, thank you. Quite cured. Good- 
bye,” and he was gone. . 

That her lover's leave-taking was a little 
abrupt did strike Maude; she was, however, 
far too confused by the turn affairs had 
taken to attach much importance to the 
first circumstance. 

When she returned to her uncle he seemed 
wonderfully better, and at supper he talked 
quite cheerfully of their future. 

Maude passed another sleepless night. She 
did not so much mind the terrible loss she 
had sustained on her own account; but she 
was bitterly disappointed that she could 
not do all she had promised for her dear 
Jack. She determined, however, to .be the 
most loving and economical wife possible. 
At all events her uncle would not be able 
to accuse Jack of being mercenary now, and 
there was much comfort in that reflection. 
Perhaps after all they would be able to have 
a proper wedding, only of course it would 
have to be a very quiet one. How much 
nicer that would be than running away and 
deceiving her uncle, who had always been 
so kind to her. 

When she came down to breakfast the 
next morning she was looking pale and a 
little worn after her two sleepless nights. 
The Major, however, seemed to have suc- 
ceeded in throwing off his grief in quite a 
wonderful manner, and was in almost his 
usual spirits. 

‘Have you heard how Mr. Browne is this 
morning?” Maude ventured to ask the land- 
lady’s daughter. 

**Why, Miss, he paid up for the week and 
went off by the mail train last night, de- 
ae he was sure the place didn’t suit 

im. 

Poor Maude! The blow did indeed fall on 
her with crushing force. 

** Dear me, rather sudden! We shall miss 
the old gentleman—eh, Miss Maude?” said 
the Major, as soon asthe uncle and niece 
were left together. He laid a slight stress 
on the adjective, and there was a suspicion 
of fun in his eyes. 1t was, however, no 
laughing matter to Mande; she, poor girl, 
unable longer to act her part, burst into an 
uncontrollable fit of weeping. . 

‘“* Poor child, poor child !” said the Major, 
compassionately ; “it’s a sharp lessen for 
you to learn. But it is better to bear a little 
pain now than to suffer for the remainder 
of your life, as would most probably have 
been your fate if I had not paid that scoun- 
drel out in his own coin.” 

The threatened loss of fortune was alla 
fabrication, Major Henderson having gone 
no nearer to London than the top room in 
Honeysuckle Cottage. 

The truth was, the Major had discovered 
what was going on when he had come upon 
the loversso Goexpeotersy. He then devised 
the scheme, which he afterward carried out 
so suceessfully, in order to test the sin- 
cerity of Lieut. Mapleson’s attachment to 
Maude. Major Henderson had, of course, 
been obliged to take the landlady into his 
confidence, and she, fully entering into the 
spirit of the thing, had suggested the 
Major’s occupying the top room in her cot- 
tage, whence he could watch Mr. Browne’s 
movements. And so Major Henderson had 
merely walked to the station, portmanteau 
in hand, and, returning, had entered Honey- 
suckle Cottage by the back way. 

Maude’s grief and humiliation were so real 
when she heard these details that her uncle, 
thinking she would not care toremain where 
her story was known, wisely suggested re- 
turning home the following day. 

“We can give agarden party or some- 
thing of that kind in honor of ‘your twenty- 
first birthday. It will be afew days after 
the event, but that won’t matter. 1 would 
give a good deal to see that young fortune- 

unter s face when he dinds out how he has 
been duped. There’s no fear of his tittle- 
tattling about it, though, for his own sake, 
so the story won’t get all over the town. I 


‘suppose, my dear,” added Major Henderson, 


rather anxiously, “youw ll never let him 
again find the way to your kind little heart 
with his honeyed words ?” 

Maude drew herself up to her full height. 
“*No, indeed, uncle, that I never will. To 
use his own words, I am quite cured.” 

Before the year was out another suitor 
asked for Maude’s hand, and on this occa- 
sion the anxious pleader did not have any 
cause to complain of Major Henderson’s ob- 
stinacy.—Chambers’s Journal. 
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M. DE VAUDREUIL.—Count de Vaudreuil, 
son of a Governor of San Domingo, 
who had amassed a large fortune in that 
colony, and nephew of a _  Lieutenant- 
General of the Royal Guards, arrived 
at Court with all the prestige of un- 
impeachable nobility, wealth, and a hand- 
some person, of which latter advantage a 
severe attack of smallpox ultimately de- 
prived him. Gifted with a natural capacity 
sufficient to insure his success in any career 
he might have chosen, he was—a rarity at 
that period—entirely without ambition, and 
never aspired to any office or dignity be- 
yond the honorary title of Grand Falconer. 

e was a judicious patron of the arts and 
an enlightened connoisseur; his collection of 
pictures contained some of the finest speci- 
mens of the French school; men of 
letters found in him a generous pro- 
tector, capable of discerning merit, and 
ever ready to encourage it. Every week he 
assembled at his table the most illustrious 
ot his literary and artistic contemporaries, 
listening attentively to their conversation, 
and especially delighting in the sallies of 
Chamfort, whose ‘caustic piquancy entirely 
sympathized with his own. He spoke sel- 
dom, but always to the point; and although 
gifted with a rare facility of repartee, used 
it discreetly, and never, except when 
prompted by his instinctive antipathy to 
pretentious mediocrity, at the expense of 
others. A thorough skeptic, and apt to 
boast that he had outlived all his illusions, 
he was nevertheless a warm and devoted 
friend, reliable and loyal, and—a singular 
phenomenon at Court—perfectly disinterest- 
ed. Noman was more popular with the fair 
sex, or exhibited a more respectful defer- 
ence in addressing them. ‘I have only met 
with two men,” said the Princess d’Hénin, 
‘who knew how to speak to women: the 
actor Lekain and M. de Vaudreuil.”—The 
Gentleman's Magazine. 


REASONS FOR MiGRAtTIONsS.—By what 
strange and mysterious psychological mech- 
anism does the swift learn that the period 
for migration has actually arrived? Simply, 
I believe, by a natural sce-saw, dependent 
only on the alternation of the seasons. For 
when the swift is not in Great Britain he is 
off at his other alternative residence in the 
Cape Colony.. As some people keep up a 
house in England and a Winter villa at 
Cannes or Mentone, so the swift has always 


a Summer nest in Europe and a Winter nest 
in temperate South Africa. Or rather, they 
are each in their own time Summer nests 
alike; for, of course, whenever it is Win- 
ter here it is sunny midsummer in the 
southern hemisphere. Unwise admirers 
of the swift have ventured boldly 
to assert that he knows when cold 
weather is coming, and therefore goes away 
from England in Autumn before it arrives. 
When men speak so to you believe them 
not. This is nonsense, (with all due defer- 
ence to its propounders;) the swift knows 
not when it will be cold, but when it has 
been cold—a much easier matter—like all 
the rest of us. The reason why he leaves so 
much earlier than our other Summer mi- 
grants is simply because food fails him. 
There is nothing miraculous in knowing 
when you are hungry; the merest infant 
well knows that much. ©The cold upper air 
begins to feel the chilling effect of 
Autumn long before the basking low- 
land meadows, and when the sup- 
ply of flies falls short in the high 
circles where swifts habitually move, the 
swifts are prompted by an inner monitor 
(other than conscience) to flit southward. 
So they make tracks for Africa in a formed 
body, devouring the remainicg insects as 
they go, and, in the words of the poet, oth- 
erwise applied, “swallow, swallow, flying 
south.” At the seme time I do not deny 
that the swift is a bird of delicate constitu- 
tion, and that a marked aversion to cold for 
its own sake is one of his most. obvious per- 
sonal characteristics. A member of an es- 
sentially tropical family, he visits the 
northern and southern temperate regions 


So ema eee ee = eee 


only during. the very height of their : 


ou the way, breaking the journey in Mo- 
rocco and the Soudan, like those wise inva- 
lids who leave Egypt or Algeria early in 
February, and only reach. the Admiralty 
Pier at Dover when the English Spring has 
fairly reached the dangerous summit of 
May hill. Thenin Autumn he is off again 
about the middle of Angust, and if by any 
chance a few stragglers linger on too late 
in September they are not unfrequently 
overtaken and numbed by the first frost, in 
which case they fall helplessly fluttering on 
the unfamiliar ground and are left to the 
cruel tender mercies of the village children. 
—she Cornhill Magazine. . P 


CaBoosE, CupDy, ForrEcastTLeE. — “ Ca- 
boose” was formerly the name of the galley 
or kitchen of smal] merchantmen. Falconer 
spells it ‘“coboose,” and describes it asa 
sort of box or house to cover the chimney 
of some merchant ships. Previous to the 
introduction of the caboose the furnaces 
for cooking were, in three-deckers, placed 
on the middle deck; in two-decked ships, 
in the forecastle; and, adds my authority, 


(the anonymous author of a treatise on 
shipbuilding, written in 1701,) “also in all 
ships which have forecastles the provisions 
are there dressed.” ‘‘ Cuddy” is a forcible, 
old-fashioned word that has been replaced 
by the mincing, affected term “saloon.” In 
the last century it signified ‘‘ a sort of cabin 
or cook room in the fore part or near the 
stern of a lighter or barge ot burden.” It is 
curious to note the humble origin of a term 
subsequently taken to designate the gilded 
and sumptuous first-class cabin acecommoda- 
tion of the great Indian, American, and 
Australian ships. ‘'Forecastle,” again, I 
tind defined by old writers as “a place titted 
for a close fight on the upper deck forward.” 
The term was retained to denote the place 
in which the crew live. The exploded ex- 
pressions are numerous. A short list may 
prove of interest. ‘‘ Hulling” and “ trying” 
were the words which answer to what 
we now call * hove-to.” ‘Sailing large,” 
having the wind free or quartering; this 
expression is dead. ‘‘Plying” was the old 
term for ‘‘beating”’—‘‘we plyed to wind- 
ward”—i. e., “we beat to windward.” The 
word is obsolete, asis ‘“‘spooning,” replaced 
by “‘scudding.” For ‘ veering” we have 
substituted ‘“‘ wearing.” Some good, strong, 
expressive words have vanished. Nobody 
nowadays talks of “clawing off,” thoug 

the expression is perfect as representing 
a vessel clutching and grabbing at the 
wind in her efforts to haul oif from a 
lee shore. For ‘shivering’ we now 
say “shaking.” ‘The topsail shivers to 
the wind!” Imthese days it ‘‘shakes.” We 
no longer speak of the “*topsail atrip,” but 
of the topsail hoisted or the yard masthead- 
ed. “Hank for hank,” signifying two ships 
beating together and always going about at 
the same moment, so that one cannot get to 
windward of the other, is now “ tack for 
tack.” We have ceased to “heave out stay- 
sails;” they are now loosed and hoisted. 
The old “horse” has made way for the 
“foot rope,” though we still retain 
the term ‘‘Flemish horse” for the short 
foot rope at the topsail yard arms. The 
word “‘ horse” readily suggests the origin of 
the term “ stirrup,” a rope fitted to the foot- 
rope that it may not be weighed down too 
deep by the men standing on it. Itis plain 
that ‘“‘horse’ is owing to the seamen “ rid- 
ing” the yard by it. Anything traversed 
was called a ‘‘horse.” The term is still 
used. The ‘round house” or ‘‘coach” 
yielded to ‘‘euddy,” as “‘cuddy” has to 
**saloon.” The poop remains; but. the 


| Summer senson, wud probably doiters long | 


. poop royal” of the French and the Span- 


iards, or the ** Soparenitone pet of our own 
shipwrights—a short deck over the after- 
inmost Pp of the poop—has utterly disap- 
a — VW. Clark Russell, inthe Contemporary 
eview. 


THe PaiosopHy oF Dret.—It is clear 
that with the wise men of old quantity 
rather than quality was the ruling law; 
not whataman ate, but how much he ate 
was the capital thing for him to consider, 
Atolerably simple dietis advised, though 
the wise Lessius holds that the quality of 
the food matters little, so that the man be 


healthy; but whatever it be let there be 
moderation; measure is the one thing need- 
ful. The difficulty of finding this measure 
is confessed: ‘‘ Lust knows not,” says St. 
Augustine, “‘where necessity ends.” By 
the time he had reached his thirty-sixth 
year Cornaro had accustomed himself to 
a daily measure of 12 ounces of food 
and 14 of drink—which does not, I 
own, convey a very exact notion to me, 
though I take it we Gargantuans should 
tind the measure small. He does not seem 
to have been particular what he ate, and he 
did not shun wine. “I chose that wine,” 
he says, “ which titted my stomach and in 
such measure as easily might be digested.” 
He found it no labor to write immediately 
after meals. On the contrary, his spirits 
were then so brisk that hehad tosing a song 
to get'rid of his superfluous energies before® 


| sitting down to his desk. Lessius is loth to 


commit himself to any certain scale: “If 
thou dost usually*take so much food at 
meals as thou art thereby made unfit for the 
duties and oftices belonging to the mind 
* * * itis then evident thet thon dost 
exceed the measure which thou oughtest to 
hold.” He tells, on ancient authority, some 
marvelous tales of the little men have found 
enough to keep body and sou! together; 
how one throve through a long life on milk 
alone, how another lived for 20 years on 
cheese. In monasteries and in the uni- 
versities this desired measure is, he says, 
more easily to be found, for there either the 
statutes of the societies or the ‘“ discreet 
orders of the superiors” have ordained the 
quantities of wine and beer that are fit to 
be drunk. Of monasteries I have no ex- 
perience, but in the universities I have been 
given to understand that it is (or was, for 
the old order changes now so fast that itis 
hard to say what a day may not bring 
forth) the custom to leave such matters 
mainly to the disereetness of the students— 
which, it may be, is like Goethe’s poetry, 
not always mevyitable enough.—Maemillan’s 
Magazine, 


SACCHARINE FROM COAL TarR.—Coal tar, 
since it was discovered to be the source of 
an almost unlimited variety of those very 
beautiful colors known generallyunder the 
name of “ aniline dyes,” has yielded somany 
strange and new substances under the 
searching scrutiny of the numerous investi- 
gators whose attention these brilliant col- 


ors have attracted—much in the same way 
asthe gaudy flower attracts the busy bee— 
that no one is surprised to hear that an- 
other wonderful discovery is announced. 
And yet who would have dreamed of obtain- 
ing sugar from a substance so uninviting as 
coal tar? and such sugar too! Nothing 
shown at the recent Edinburgh Exhibition 
by the Greenock sugar manufacturers—ex- 
cellent though tbheirexhibits at the further 
end of the main hall were—could equal it. 
Here are some of its properties, It is a white 
crystalline powder, easily soluble in warm 
water, and it possesses 230 times the sweet- 
ening power of the best cane or beet-root 
sugar. One part of this saccharine dissolved 
in 10,000 parts of water produces a solu- 
tion of a distinctly sweet taste. All 
its known combinations have a sweet 
taste. A substance to which the name 
* dextro-saccharine” has been given is pre- 
pared by adding one part of saccharine to 
between 1,600 and 2,000 parts of glucose, 
and is said to be searcely distinguishable in 
taste from ordinary sugar; moreover, it is 
cheaper than real sugar even af the present 
high price of saccharine, namely, 50s. a 
pound. The bitterest quinine solution, or 
acid drink, is rendered so sweet by the ad- 
dition of a small portion of saccharine that 
not the least trace of the bitter principle of 
the acid can be tasted.—Chambers’s Journal. 

TatMa’s ADVICE TO CREMIEUX.—Cré- 
mieux, in spite of his profession, was ex- 
pansive and sympathetic, possessing that 
rare combination, a good head and a good 
heart. He always declared his preference 
for defending the cause of the weak against 


the strong, the artist against the director, 
the wife against the husband. To the last 
day of his professional career he took a 
vivid interest in whatever cause he took 
up. During his visit to Nimes, in 1818, 
Talma, who was a friend of Crémieux, 
attended the court to hearhim plead a case. 
When it was over he was astonished to see 
the young lawyer’s state of excitement and 
fatigue. He ‘helped him to change his 
things, which were wetthrough with perspi- 
ration. While rubbing him down he said: 
“Tf you go on like this you will 
live 10 years. It is madness. You must | 


not | 





learn to use your head and not yonr | 
heart.” “I like to hear you talk who 
make us cry, tremble, hate, accerding to the 
passion you portray.” “I feel nothing, my 


. t 
friend, Ldo it all with this, {touching his 
iorelinad,| nothing with that,” [touching 
his apatrih Ou Cremieux expressing in- 
credulity Talma offered to prove his state- 
ment that night in ‘* Andromaque.” When 
the time came, great was Crémieux’s aston- 
ishment to see the actor, in one of his most 
impassioned outbursts, turn and whisper to 
his contidant, “* Recule-toi donc imbécile, tu 
me génes,” and then gjance up at his box.— 
The National Review. *: 


THE EARLY CLOSING MOVEMENT IN ENG- 
LAND.—Just let us consider what 14 hours 
of work means. We cannot reckon less 
than eight for Ber which only leaves two 
for dressing and undressing, for supper, and 
for going to and from theshop. This ab- 
sorbs the wliole 24 hours, and not a moment 
is left for amusement or self-improvement, 
for fresh air or family life, for any of those 
occupations which cheer, brighten, and en- 
noble life—in fact, we literally say that not 
only have shop assistants not 2 moment to 
themselves, but they are so hard worked that 
at the end of the week they are fit to drop 
withfatigue. The wholecountry would gain 
if shop assistants had greater opportunities 


of intellectual, moral, and spiritual improve- 
ment. Moreover, the cruel effect of the long 
hours is considerably increased by the fact 
that the unfortunate assistants have’ to 
stand the whole time. This long standing 
is a terrible evil. How injurious standing 
is we may clearly see from the fact that 
though customers remain in a shop for so 
comparatively short a time they are inva- 
riably accommodated with seats. Consider- 
ing, however, the relative need of rest as 
between the assistants and their customers, 
it must be admitted that the seats are on 
the wrong side of the counter. Happily, I 
inay say this isno question between shop- 
keepers and their, assistants. There is no 
such difference. I believe the shopkeepers 
are almost as anxious to close as the as- 
sistants themselves. Perhaps, then, it 
may be said, why not leave the matter 
in their hands? Because in almost every 
case the arrangements for early closing 
have been rendered nugatory by the action 
of some very small minority among the 
shopkeepers. Over and over again the 
shopkeepers in a given district have been 
anxious to close, and have all agreed to do 
so with, perhaps, a single exception. But 
that_ single exception is fatal. One after 
another the rest pay open again, the 
whole thing breaks down, and thus a small 
minority tyrannize over the rest.. It seems 
clear that nothing but legislation can reme- 
dy the evil. Voluntary action has been tried 
and failed over and over again, and the 
almost unanimous opinion of the witnesses 
examined before the House of Commons 
committee was that it was hopeless to ex- 
pect any shortening of the hours in that 
way. Such thenis the present position of 
affairs, and, as I have said, the general feel- 
ing of the shopkeeping cominunity is in fa- 
vor of legislation. Even as long ago as 
1873 the shopkeepers who came to me with 
reference to the bill I then proposed ex- 
pressed themselves in favor of a general 
compulsory closing. I then thought this 
was impossible. Only by degrees have I be- | 
come convinced how deep and general this 
feeling is.—Sir John Lubbock, in Good Words. 


THAT EXPECTED REVIVAL IN GERMAN 
LITERATURE.—It was said 50 years ago 
that whenever this new German political 
departure occurred it’ would be attended 
by a truly great revival of. national litera- 
ture. Gervinus, of Heidelberg celebrity, 
had predicted thisin one of his soothsay- 
ing utterances. Many people besides him 
were convinced that the generation which 


achieved German unity must also be a gen- 
eration of great writers and great poets. 
The prophecy, if destined to be true at all, 
has not, alas! been fulfilled hitherto. Un- 
doubtedly the average writing in this 
country is better than it was 50 years ago; 
historical books have lost their terrors 
for an ordinary reader; even the 
fruits of scientific research are made 
palatable, and to a certain extent 
digestible, in lectures and essays that 
are found upon everybody’s table. In this 
vast field, as in the case of art, talent is by 
no means scarce or the public supercilious. 
Never were the works of popular writers 
more extensively printed, bought, or read: 
never were names inore universally hon- 
ofed than, among the dead, those of Geibel 
and VY. A. Scheifel; among the living, that 
ot Gustav Freytag Each novel in prose 
or verse by Paul Heyse, each story by Spiel- 
hagen, is expected and greeted as an 
event in town and country through the 
entire length and breadth of Germany. 
There is a rush to the theatre whenever 
Ernst von Wildenbruch places on the 
stage one of his vigorous, though 
as yet humorless and insufficiently 

ointed, dramas. Several reviews, like 

odenberg’s Deutsche Rundschau and Paul 
Lindau’s Nord und Siid, have a large 
sale, and they rarély publish anything 
that would not pass muster, for style or 
thought, in French and English periodicals 
of the same class. And yet a feeling of im- 
patience sits brooding over the nation, as 
if greater and more successful efforts were 
wanted and expected of its writers. Some 
say that the genius. of literary production 
has been dwarfed by the one-sided modern 
expression of greatnessin this country; or 
queens by the fury of party contests; or 

urried by the uncertainty of coming 
European events; or deflected from its 
legitimate and God-given path by pessim- 
ism, to the great expounder of which, 
Schopenhauer, a statue is about to be 
erected in Frankfort. All or any or none 
of these explanations may be right. But 
the factremains.— George von Bunsen, in Mur- 
rays Magazine. 


SHERBET.—The beverage in Persia is 
sherbet, which is plentifully supplied, and 
of which there are many varieties—from 
the bowl of water with a squeeze of lemon 
to the clear concentrated juice of any sort 
of fruit to which water is added to dilute 
it. Preparing sherbet, which is done with 
the greatest care, is a very important point 
in so thirsty a country as Persia, and one 
upon which much time is devoted. It may 
be either expressed from the juice of fruit 
freshly gathered or from the preserved ex- 
tract of pomegranates, cherries, or lemons, 
mixed with sugar, and submitted to a 
certain degree of heat to preserve 
it for Winter consumption. Another 
sherbet is much drank, which I must not 
omit to mention, called guzangedden, made 
from the honey of the tamarisk tree. This 
honey is not the work of the bee, but the 
produce of a small insect or worm living in 
vast numbers under the leaves of the shrub. 
During the months of August and Septem- 
ber the insect is collected and the honey 
preserved. When used for sherbet it is 
mixed with vinegar, and although not so 
delicious as that made from fruit, it makes 
an excellent temperance beverage. Only 
among the rich and fashionable are glasses 
used; in all other classes sherbet is served 
in china bowls. and drank from deep 
wooden spoons carved in pearwood—HBel- 
gravida. 


THE ENGLISH PROHIBITIONISTS—THE 
CLASSES, MASSES, AND THE GLASSES.—No 
one that } know of—except Lord Randolph 
Churchill—maintains that drink is a neces- 
sary of life. All responsible speakers and 
writers admit virtually that it is a luxury; 
and most responsible speakers and writers 


admit that it is a dangerous luxury. Indeed, 
its danger has been admitted for genera- 
tions by our legislators, who, in countless 
enactments, have endeavored to provide 
that its distribution shall only be in the 
hands of patriotic, prudent, and godly men, 
who shall see that the luxury is con- 
sumed in the right form, in the right 
places, at the right time, and by the 
right people, so that no harm may 
come to the public. About 50 years ago 
a movement arose among the workingmen 
having for its object to pledge one another 
to consume no longer this dangerous lux- 
ury. Those who adhered to this pledge soon 
found the great benefit which accrued to 
themselves and to their families from cut- 
ting off such a source of useless and indeed 
harmful expenditure. Their plan encount- 
ered, but survived, ridicule, opposition, and 
even persecution, and those who adhered 
to it mighttruly have been called “ the ar- 
istocracy of the working classes.” Time 
went on—the “* moral suasion” of those who 
had tasted the benefits of abstinenco went 
on, clearer and clearer evidence of the evils 
of drinking went on, but something else 
went on at the same time, viz., the moral 
suasion of thousands and thousands of 
licensed drink-sellers, whose living depended 
on maintaining the existing systemof dis- 
pensing the dangerous luxury, and who 
were paid for every glass which the public 


— 


could be induced to eae ry while the ad- 
vocates of temperance could only five their 
ou 


-advice at their own charges, an 


t 
the widespread official organization which, 
by virtue of the licensi 


ng system; spread its 
ramifications through the. Reiieeh and 


breadth of theland. The contest was in- 
deed unequal, and the fact that the temper- 
ance advocates could, under the cir- 
eumstances, make even approach 
to. “holding the field,” has ever ap- 
peared to me to be one of the strongest 
roots of the soundness of their cause. 
xsradually, but steadily and surely, it 
dawned on the minds of all those who longed 
to see a sober nation that their wish could 
never be realized so long asthe’State should 
be allowed to employ its host of “‘ paid 
agents” to counteract in this practical and 
persistent manner all the efforts of those 
who were preaching abstinence to the 
people; thus from “the masses” arose the 
ate ibition party, which Mr. John Morley 
ately described as the most moral and the 
most Erg political party which has 
existed since the days of the anti-slavery 
agitation.—Sir Wilfrid Lawson, in the Nine- 


teenth Century. 
THE FAIRY’S GIFT. 


Take short views.—Sydney Smith. 


The Fays that to my christ’ning came 

(For come they did, my nurses taught me,) 
They did not bring me wealth or fame, 

*Tis very little that they brought me. 
But one, the crossest of the crew, 

The ugly old one, uninvited, 
Said, ‘“‘ I shall be avenged on you, 

My child, you shall grow up short-sighted!” 
With magic juices did she lave 

Mine eyes, and wrought her wicked pleasura, 
Well, of all the gifts the Fairies gave, 

Hers is the present that I treasure ! 


The bore whom others fear and flee 

I do not fear, I do not flee him; 
I Ur him calm as calm can be; 

do not cut—I do not see him! 

And with my feeble pa and dim, 

Where you see patchy fields and fences, 
For me the mists of Turner swim— 

My “azure distauce”’ soon commences |! 
Nay, as [ blink about the streets 

Of this befogged and miry city, 
Why, almost every girl one meets 

Seems preternaturally Boro e's ! 
“ Try spectacles,” one’s friends intone: *. 

“You'll see the world correetly through them.” 
But I have visions of my own, 


And not for worlds would I undo them! 


ANDREW LANG. 
—Harper’s Magazine for February. 
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THE RaILway Kr1ne.—Mr. George Hudson, 
member of Parliament for Sunderland, was 
the railway king. If a whisper was raised 
that he was about to take up a line the 
shares went up to a premium. To show 
what the wild spirit of speculation aetually 
was, an offer of £20 down was made, in the 
writer’s hearing, in two places at once, to a 
gentleman at a dinner party, for his chance 
of getting an allotment of shares ina rail- 
way company with which King*Hudson 
was connected, and for which shares he had 
written. Some of the papers warned the spec- 
ulators of the risks they were running, but 
in vain. The offices looked so imposing, and 
the staff of clerks so business-like, that the 
vulgarity of some of the new Directors who 
arrived in broughams, with dispatch boxes, 
was overlooked, and ey were set down as 
good business men, whose gaudy watch 
chains and diamond rings were regarded as 
the natural outcome of sudden prosperity. 
Champagne luncheons and Directors’ din- 
ners were every-day things, and the whole 
affair was only a repetition of Mr. Montague 
Tigg and the Anglo-Bengalee Assur- 
ance Company in “Martin Chuzzle- 
wit.” Nasty — whispers — occasionally 
arose about the liabilities of pro- 
visional Directors and shareholders who 
had bound themselves and their heirs by 
subscription contracts and subscribers’ 
agreements, and in business matters old- 
fashioned solicitors, almost under their 
voice, asked—and meant to have an an- 
swer, too—whether A or B or C was a pro- 
visional railway Director. A little sensa- 
tion was created by a prosecution of two 
men at the Old Builey for fictitiously sign- 
ing two deeds of subscription, but the spec- 
ulators insisted on its being an excep- 
tional case occurring through gross neg- 
ligence. The fears were not unfound- 
ed, as history proved afterward, as 
the fact came out that behind the scenes a 
new race called “‘ stags” kad sprung up who 
would sign any deed for half a crown, or 
even a shilling, per signature. The object 
of gamblers was to get an allotment letter 
which was salable, and was often obtained 
in a fictitious name to a fictitionsand grand 
address. A was afraid to sign, B bought 
the allotment of him for a trifle and paid 
deposit if serip was at a premium, and paid 
C, the “ stag,” to sign. Cantious men began 
to get out as opportunities occurred, but 
the liability attached to the deeds which 
they had signed remained.—The Cornhill 
Magazine. 
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THE MALADIES OF CaGED Brrps.—The 
melancholy part of the study of caged birds 
is the abundance of diseases to which they 
are liable. Especially during the Winter 
and the early Spring the pathetic little 
captives are apt to suffer and die in a way 
which makes the very fact of their captiy- 
ity areproach. After examining the grisly 
catalogue of their complaints, we have 
come to the conclusion that the excessive 
dullness of their life in cages drives them to 
the only indulgence which is possible to 
them, that of overeating themselves. The 
excited bird which falls from its perch, in 
the middle of a burst of song, smitten with 
apoplexy; the hot and lumpy bird which 
is a victim to hepatitis; the corpu- 
lent bird whose figure no dandelion 
leaves or Epsem salts will reduce; the 
epileptic bird that drags on existence by 
sipping tincture of lobelia and drops of cas- 
tor oil, all these melancholy invalids would 
have escaped their sad condition if they 
could have resisted the tempting hempseéd 
and the luscious milksop. But how are they 
to drag life through their long monotonous 
days? In the utter insipidity of aviary ex- 
istence the open and inexhaustible box of 
food decoys them like a vice, and they suc- 
cumb to temptation, as Mme, Bovary did, 
from sneer unmitigated ennui. Sometimes, 
in the later stages of decline, all reticence 
is thrown aside, and the unfortunate 
songster sits all day long dt the feeding 
trough, shelling and throwing aside the 
food that it positively cannot swallow, 
and yet must be handling. In these 
sad cases a live spider is sometimes 
found beneficial, as for hysterical human 
patients the family doctor may recommend 
a pantomime ora fancy ball. We cannot 
but think that more study might with ad- 
vantage be given to the question of the food 
of caged birds, since this seems to be the 
difficulty upon which their management al- 
ways strikes. It is curious that bird fanciers 
persist in feeding their charges with hemp 
seed, probably because the irresponsible lit- 
tle wretches gobble it up with so much 
greediness. But this is no more a reason for 

iving it to them than the fact that children 
ike macaroons would be 4 reason forfeeding 
them daily upon this indigestible dainty. 
Birds require at least as much care as chil- 
dren in selecting for them, not what they 
prefer, but what is best.—The Saturday Re- 
view. 


The Great Success 


Ot Ayer’s Sarsaparilla is due to the Tact that iv 
rueets the wants of the people, being economical to 
use aud always reliable and effective. Its ingre- 
dients are the best, and their combination the result 
of profound study and skill. Thus, for all diseases 
originating in impure blood, Ayer’s Sarsaparille 
stands unrivaled, 

“ Asa blood-purifier and general builder-up of the 
system,” says Eugene I. Hill, M. D., 381 6th-av., N. 
Y., “I have never found anything to equal Ayer’s 
Sarsaparilla,” 

Mrs. Eliza A. Clough, Matron of the M. E. Semi. 
nary, Tilton, N.H., writes: “Every Winter and 
Spring my family, including myself, use several! 
bottles of Ayer’s Sarsaparilla, Experience bas con- 
vinced me that, as a powerful blood-purifier, it is 
superior to any other preparation of Sareapariila,” 

“ayer’s Sarsaparilla gives better satisfaction 
than any other blood medicine I handle,” Geo. W. 
Whitman, Albany, Indiana. 


Ayer’s Sarsaparilla, 


Prepared by Dr. J. 0. Ayer & Co., Lowell, Masa. 
Sold by all Druggists. Price $1; six hotties, $5. 


| one falling over the other, and divid 


FEBRUARY FASHION: 


The use'of plash bas become so general 
that it is now seen even on evening toilets 
for young ladies. Two kinds of plash are 
sometimes employed on one dress. For in - 
stance, a costume of some fine woolen fabric 
has on the side or front of the skirt a wide 
panel of fancy plush. The overskirt, which 
separates over this panel, is bordered down 
the side where it opens by a band of plain 
plush. The plastron of the waist and the 
cuffs are of fancy velvet. The lower part 
of the waist is trimmed with plush. The 
bretelles, which become narrow toward the 
lower part, and the officer’s collar, are of 
plain plush. Very simple toilets have only 
the plastron and collar of plush. There is 


also a way of trimming th i 

the effect of a full plush underskiste Phas 
be ete seh hd 2 a _ © panel, with triple 
plaits on either side. e plai 

ne oods asthe — plaite ste.of the 

Galloon is now employed on 

toilet. It is consequently Rarer eer 
great varieties. There is cachemire galloon 
worked on silk etamine galloon in relief: 
beaded galloon in colors and of pearl beads 
only, and galloons in all hues to mateh the 
dresses on which they are used. Galloon 
called *‘plume neige” is employed on smail 
dressy outer garments and for large car- 
riage cloaks, It is of feathers in all colors, 
Galloon is not only used for bordering onter 
garments, but also for trimming the sides 
of underskirts. It forms lengthwise stri 
called ** bayadére” stripes. Galloon a 
serves for waists which are cut in 
V shape, back and front. Sometimes 
the trimming is arranged to imitate 
a sailor collar. A very: neat “ garniture” 
consists of loops of galloon turning upward 
to form a collar, and similar loops turning 
downward around the lower part of the 
waist. The same trimming surrounds the 
sleeves. Ribbon is used in as great pro 
fusion as galloon and lace, Whole panes 
on skirts are covered with smail ribbon 
bows. Bows with leng ends terminate with 
tags of beads or of light passementerie 


work. When wide ribbon .is taken around . 


a pointed waist it is tied on the side in sey- 
eral loops with long ends. Very wide rib- 
bon is usually of faille, while the narrow 
bows are preferred when of sain or of moire. 

LBiack velvet dresses continue to be in 
style, as they are useful for ladies who go 
very little in society, « J well as for those 
who are constantly at bails and entertain- 
ments. Withtwo waists this toilet serves 
for all occasions. The skirt is round and 
the train is added to it. These gen- 
erally have a little black or colored jet trim- 
ming to lighten the sombre effect of the vel- 


vet. ‘The skirt may be plain on thesides - 


and open in front over a large apron of 
black gauze or grenadine, covered with jet 
beads in various designs. Grenadine is used 
for this purpose, as it requjres @ strong 
texture to bear the weight of the 
beads. This grenadine may over 
black or colored satin or  faille. 
When the beads are in such shades 
as old gold, dark blue, violet, heliotrope, 
garnet, &c., then the lining isin thesame 
shade as the beads. A light drapery of the 
work is taken around the body in panier 
style and fastened on the lower part by a 
twisted piece of wide ribbon. The hi 
necked waist has small pieces of jet wor. 
which can be removed for the waist to be 
opens in front. The sleeve terminates below 
the elbow andis trinimed with jet work, 
This sleeve may be also of the tulle over 
the arm, while the under part is of velve 
The waist for full dress is either o in 
heart shape back and front, with the 
short sleeves crossed over the shonlders, o 
it may be full low necked, with branches 
of flowers and diamonds combined, taken 
from the waist to over the shoulder. 

Gloves worn with ball dresses are not 
quite as long as they have been; they now 
terminate below the elbow, while last Win- 
ter they extended above it. The most fa 
vored color for undressed kid gloves is ligh$ 
pink, of a flesh tint. All light shades are 


worn, however. For demi-toilettesthe light 


shades of putty continue in vogue, as 
correspond with dresses of all colors. 


black gloves of dressed kid, bordered with 
dof fur, are used with black toilets of — 


a ban 
velvet, satin, and beaded lace. 

Waits cut low in fichu style are muck 
used for ball dresses. Velvet and plush 
waists matching the skirtsare trimm 
tine lace. They open my pe or in 
shape in front, and elose by means of a kind” 
of “corselet” of anothermaterial, which may” 
be white or colored. The corselet is of lam« 
pas, of brocade worked with beads, or ofa 
piece of fine embroidery with the design 
surrounded by threads of gold orsilver. A 
lace tichu is crossed {and taken in under the 
corselet. Ifa “guimpe” of tulle or lace re- 
places the fichu, itis arranged in the same 
way. Sleevesare profusely trimmed with 
lace. Some of them are open, with the lace 
showing in several places through the open 
parts, and forming a full flowing trimming 
on the outside of the arm. Waists are often 

ointed on the border of the basques, with a 

ace ruffle coming from underneath to pro- 
duce the effect of a lace vest with a ea ae 
showing between each space left by 


points. 

The following toulets, made for receptions 
and visiting purposes, are among the newest 
styles brought out in Paris: One of them, a 
dress of *‘scabieuse” velvet and light pink 
satin, has a round velvet skirt with a 
flounce on the lower part lined with pink, 
The velvet waist has four long points 
with pink silk and trimmed with jet orna- 
ments in light “‘scabieuse.” These points 
fall low on the skirt, and the long tassels, 
which complete them, reach to the lower 
part of the same. A small puffing is betw 
the two points in the back. The upper p: 
of the waist opens over a ruching of pink 

“tatfetas.. The turned-down collar is worked 
with beads, and a small officer’s collar in- 
side of this is wholly of pink beads. The 
ecapote for wear with this toilet is 
velvet, lined with pink and trimmed with 
pink plumes.. The muff matches the o—_, 
and is trimmed with tassels and “ scabie 
passementerie. On top of the muff is a rose 
laced in -the centre of @ lace rosette. 

‘renchwomen now use for dressy purposes 
natural flowers placed in the centre of their 
mutts. The bonnet strings may be fastened 
by diamond pins. Another dress with & 
train is of seal brown sicilienne and plush, 
The front of the skirt is covered with red- 
dish brown ‘beaded  passementerie. The 
panel trimming on the side is in two mae 

ya 
piping of sicilienne. The train is ——- 
of alternate stripes of plush and sicilienne, 
each a half breadth wide. The waist is 
half plush, half sicilienne, and the col« 
lar and belt are of passementerie. The 
seal plush capote matching this dresg 
has light blue and seal plumes. The velvet 
mutt has a squirrel among bows, and is 
lined with light blue. A visiting dress for 
ayoung lady is of light gray and mouse 
colors. The underskirt is of plain gray vel- 
vet. The tunic forms a polonaise of fire 
cloth in the same shade. It buttons on the 

side and is @raped high. A coming falls 

over the draped part and on the skirt. Itis 
of gray silk and beads. On the upper part 
of the waist is a piece of embroidered vele 

vet. The cloth sleeve is half long and laced 

by méans of a silk lacing over a second vel- 

vet sleeve, which is very narrow. Over the 

waist isa small cape of gray cloth, witha 

beaded collur zud epaulets. The hat mateh- 

ing this dress is of very fine gray felt, lined 

and trimmed with gray velvet. The faney 
ornament is of gray beads, For — oc 
easions young ladies wear light felt hats, 
either plain or fancy, and wimmed with 
flowers in pale tints witheut leaves, 

The hair is still dressed high on tife head, 
although there are -some exceptions to this 
rule. it is usually brushed up from the 
back and twisted on the top of the head, 


| where it is irregularly fastened on either 


side. Faney pins of steel, strass, and light 
shell are among the hairin such designs ag 
palettes, wheels, tiny combs. stars. and 
crescents. A small piece of hairis shehty 
turned up over each temple in Span 
style. ‘This very youthful and rather 
Japanese way of dressing the hair is, when 
skillfully arranged, beth pretty and be- 
coming. A coifture suitable for a diuner or 
theatre party is to arrange the hair very 
high in the back, twisting it on the 
the shape of the fleur de lis. On one side o 
the coiffure is a pin of light shell. There is 
also worn in the hair an aigrette surround- 
ed by a tuft of white plumes. A ‘* coiffure” 
for a ball includes hght puffs above the 
forehead and short curls over it. On top of 
the head is a bunch of mauve and corn col- 
ored loops, with an aigrette and a diamond 
crescent in the centre. : 
rr 

SomE Vopxi.—When God created the 

world He made different nations, and gave 


them all sorts of good things—land, corn, 
fruit. Then He asked them if they were 
satisfied, and they all said ‘* Yes,” except 
the Russian, whe had got as much as the 
rest, but simpered: ‘Please, Lord, some 


4 vodki,”—Russian Povular Tale 
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DRY GOODS. 


efloenof) 


Constable RK: 


. PRINTED 


INDIA PONGEES, 


Fine Designs and Best Quality, 


AT 


26 PER GENT. REDUCTION. 
Proadooay K 19th ot. 


GEO. 7 Fass. 


TO REDUCE sTOCcK. 
Ladies’ 4. Batton Kid Gloves, 35c. and 606. pair. 
Ladies’ Hook and Lace Kid Gloves, 50c. pair. 
Ladies’ 6-Button Kid Gloves, 75c. pair. 
esirabvle Shades aud Black less than half value, 
Padics ENGLISH DOGSKIN GLOVES, 4.Bat: 
nm, Emroid Backs, and FRENCH CAsTOR 
Brave QLOVES. ‘ 
i and Mousquetaires at $1 and $1 25 pair; 


Also a lot of FINE SUEDE AND REAL KID 
GLOVES, 6-Button length, $1 pair; reduced from 
h 73. . Cvlors and Black. 
Gloves for Svening AE 1OW prices. 
OF OYs’, AND 


4RIETY INS, 

ges GLOVES IN THE CITY. 
LOWER THAN ANYWHERE AT 
HARRIS BROTHERS, 


: ayy BRO DWAt 
" BETWELN Be LAND 19TH STs. 


HUMAN HAIR. 


G. BUNOUT 


s receivad the latest styles in hair dressing and 
r ornaments, such as Cviffure Princesse de Sagan, 
@ud Fieurs de Lys, Langtry front, coiffures made 
natural curly hair only. inest assortment of 
ported shell hairpins and combs at very low 
rices. Finest and largest natural gray and white 
Pair ever seen in this country. Eau Charbonnier is 
the best hair restorer ever imported; will restore 
gray hair to its original color. 
Sole importer of the genuine cap-shaped Hair Nets. 
27 Union-squate, near 1éth-st. 


ON MARCHE AND LOUVRE PARIS 
gloves best and cheapest gloves. JAMM4&S, Re- 
taller, 52 West 15th-st. 


DRESSMAKING. 


| 
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ARTISTIC DRESSMAKING ; 

eutting an fitting a special i otyien suits made 

at tmuterate prices. P. M. BOLEMAN, 246 West 
#@3d-st., near Broadway.. 


EFORE SAILING.—ARTISTIC COSTUMES 
at short notice and reasonable prices. Mme. 
JAMMES, 52 West 15th-st. 


FURS. 


URS,—TO REDUCE STOCK FOR THE NEXT 
30 days, alarge assortment of seal garments of 
per description and furs in general, at remarkably 
Ww prices. Cail aud see. H.F. BINDSEIL, 
1,151 Broadway, near 26th-st. 


‘ 
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REAL ESTATE AT AUCTION. 


ICHARD V. HARNETT & CO., Auctioneers, 
fil sell at auction, at 12 o’clock noon, at the Real 
Estate Exchange and Anction Room, 69 
to 65 Liberty-st. 


THURSDAY, FEB. 3. 


Executors’ sale. To close an estate. 
184 and 184 Bowery, 
West side, near Spring-st., 
Three-story brick buildings and stores. 
315 East 124th-st., near 2d-av., 
Fhree-story brick dwelling and lot, 18.9x45x100.11. 
Absolute sale. Title perfect. 


King’s Bridge road and Hawthorne-st., 
12th Ward, plot 50x120.6, northeast corner. 
116 West 4ist-st., near Bryant Park, 
Four-story high-stoop brownstone dwelling, 
20x50x98.9. Absolute sale. 


MONDAY, FEB. 7. 

118 and 115 Lewis-st., near Honston-st., 
Brick tenements, with stores and lots. 
TUESDAY, FEB. 8. 

130 and 132 Pearl-st. 

96 and 98 Water-st., « 
Brick and grauite office building. 
124 Chambers-st., 
Four-story brick store building, 


EXECUTOR’S SALE. 
101, 103, 105, 107, 109, 111, 113, 115, 117, 119 
East 110th-st., northeast corner 4th-av., 
Three-story high-8toop basement and subcellar 
drovastone dwellings and lots, 16.5x60x100.5 each. 
Thess houses are well built,in good order, and 
tlose to Central Park. 
4th-av. and 109th-st., northwest corner, 
fyur lots, 20x75 feet each. 
Sth-av. between 93d aud 94th sts., full lot, 25x | 
eet. 
65 per cent. may remain three or five years at 5 
per cent. 


WEDNESDAY, FEB. 9. 


118 Masison-av., 
Northwest corner 3Oth-st. 
four-story high-stcop basement and subcellar 
brownstone private resideuce, with private 
Stable ou 30th-st.; lot 24.8%4x95 feet. 
70 percent. may remain on mortgage. 
2Has. E. CODLINGTOX, Esq., Atty., 155 broadway. 


By order of the heirs, 
310 2d-av., northeast corner 18th-st. 
Four-story high-stoop basement and subcellar 
brownstone residence and lot, 20x50x60 feet. 


By order of Trustee, 

293 Chureh-st., between Walker and White sts. 
$story irou-front brick building. with store and lot, 
21,.2x75, right of way to Walker-st. 

EUGENE SMITH, Esy., Attorney, 33 Pine-st. 


Executors’ sale—372 West 35th-st. 
3-story brick dwelling, 19.3 2x¥8.9. 


THURSDAY, FEB. 10. 

#xecutor’s sale—Estate Hvurace Holden, deceased. 
18 Beekman-st., five-story brownstone building. 
34 Beekman-st., five-story brownstone building. 

13 West 11th-st., two-story brick dwelling. 
15 West 12th-st., four-story brick, 25x50.3x130. 


MONDAY, FEB. 14. 


23d Ward, 55 lots. 
87 lots, 167th-st. and Vanderbilt-av., Morrisania Sta- 
tion. including hotel. 
28 lots, 164th-st. and Fleetwood-av., opposite Fleet- 
* wood Park. 
These lots have all the advantages of rapid transit. 


TUESDAY, FEB. 15. 
EXECUTORS’ SALE. Estate Fanny Hendricks, 
deceased, 

165 Bleecker-st., 5-story tenement, 

209, 211 Sullivan.st., 6-story tenement. 

132, 134, 136 West 2Ist-st., 3-s'ory dwellings. 
637 West Z6th-st., 4-story tenemont. 


WEDNESDAY, FEB. 16. 


By order of the Sixth-Avenne R. R. Co. 
§9th-st. and G6th-av., southeast corner, fronting 
Park, 5 lots. 
68th-st. and 6th-av., northeast corner, 5 lots. 
58th-st. and 6th-av., southeast corner, 1 lot. 
68th-st., south side, 95 ft. east of Gth-av., 4 lots. 

75 per cent. can remain at 4% per cent. 
Maps at.Auctioneers’,73 Liberty-st. 


RICHARD V. HARNETT & CO., Auctioneers, 
Will sell at auction 
TUESDAY, Feb. 16, 
At 12 o’clock noon, at the Real Estate Exchange and 
Auction Room, 69 to 65 Liberty-st., 
NO. 110 5TH.-AV., 
northwest corner 16th-st, 
Magnificent plot of ground, containing 8,000 square 
feet, 57 feet on 5th-av. x 125 feet on 16th-st. x 92 feet 
wai ibes width of block,) with 4 and 2 story brick 
uildings. 
Maps at auctioneers’, 73 Liberty-st. For other and 
ublic information inquire of owner, EDWIN A. 
OST, 36%2 Pine-st. 


AT AUCTION, 
JAMES L. WELLS, AUCTIONEER. 
Peremptory sale to close partnership, 
wt noon, TUESDAY, Feb. 1, at Real Estate Ex- 
change, 59 to 65 Liberty-st, 
CHOICE INVESTMENT. 
3D-AV. PROPERTIES, 
NOS. 1,670, 1.672, AND 1.674, 
between 93d and 94th sts.; each five stories, brick 
nd brownstone; newly built and well rented, Open 
int inspection. See housekeeper in No. 1,672. Terms 
iberal. Maps with auctioneer, 59 Liberty-st, 


rt " 

CITY REAL ESTATE. 
CPE LOO DLP PPD PP OP LN OL PL lll Pay 
A cacacH FOR SALE.—HANDSOME AND 

substantial building, 75 feet front by 100 feet 
veep; elegantly situated on north side 57th-st., 100 
eot west Sth-av. For 


“ti . ar } r 
GRAHAM, 306 Kast rer teal AKA APPLY Wy JOM 


Che Hetv-Bork Cine, Sunday, : qa 
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CITY REAL ESTATE. 
RE tenis re epee rt ee 
R SALE IN 56TH-ST., BETWEEN MADI- 
SON AND PARK AVS.. AN EXCEEDINGLY 
IVE SE, IN 
Se 


0 
VILL BE SOLD AT A FAIR PRICE ON 
REASONABLE TERMS, WITH IMMEDIATE 
POSSESS o aie 

GEO. R. READ, 


9 PINE-ST. 
FOR SALE. 
W. 56th-st., near 5th-av, 4-story, 25x65x100.¢65,000 
5Sth-st., close to Sth-av., 4-story, 18x65x100.. 60,000 
W. GO0th-st., close tu 8th-av., 3-story, 18x50x 
100 25,000 
Madison-av., corner, on Murray Hill......... 130,000 
5th-av., corner, on Murray Hill, extra wide.300,000 
E. 65th-st., near 4th-av., 4.story, 17x60x100. 24,000 
Gramercy Park, 4-story, 33 feet wide 110,000 
Gramerty Park, 4-story, 27 feet wide 45,000 
Madison-av., near 63d-8t., 4-story, 20 feet 
WANs 5 ic.pkascs qh) ss0sdncenticaadencs guas asane 40,000 
For list and further particulars apply to 
ARTHUR MASON JONES, 128 Broadway. 


ACTUAL BARGAINS FROM 
MORRIS B. BAER & CO., 72 WEST 84TH.ST. 
8lst-st., nr. Mad.-av., dw’ll’g over 21 ft. front.¢30,000 
T6th-st., ur. Mad.-av., 4-story, hich-stoop, witht 

dining room,'vathroom,and bedroom ext’ns’n.34,000 
49th-st., near 6th-av., 4-story high-stoop 
48th-st., bet. 5th and 6th avs., 4-story h.s. b. 8.27,000 
Mad.-av., near 7&th-st.: 4-story. perfect gem... .26,500 
18th-st.. just off 6th-uv.. full front, large 4- 

story residence, to close an estate, only......385,000 


DWELLING HOUSES, BUSINESS PROPER- 
TY, AND LOTS FOR SALE. 
ALSO, 
DWELLINGS TO LET, WITH AND WITH- 
OUT FURNITURE, 
ARTHUR MASON JONES, 
128 BROADWAY. 


A ~—A.—FINE RESIDENCES FOR SALE; 
sthost select locations. 
Various sizes, arrangements, and prices. 
Madison-av., corner 69th-st. 
Madison-av., corner 73d-st. 
23 East 6lst-st., between 5th arid Madison avs. 


Trouses always open. Apply on premises or to 
CBARLES BUEK & CO., 500 Madison.-av. 


LARGE ACRE PLOT FORK SALE IN THE 

24th Ward of thecity of New-York, fronting 
Bronx Park; high ground; extensive avenue front- 
age; station adjacent to the premises. 

The growing and costly improvements adjoining, 
and others that are rapidly approaching this prop- 
erty, give promise of its great advance in value in a 
shott time. Full partidulars of the 

Owner, 111 Broadway, Room No. 90. 


ABQER-STORY HIGH-STOOP DWELLING. 
7th-st., first west of 5th-a¥.; 6126, 25x about 60x 
dining room extension x lot half block; handsomely 
decorated and in good order; 19 rooms; three bath- 
rooms, cedar closets; Baker, Smith & Co. steam 
heating; possession. 
LEONARD J. CARPENTER, 
41 Liberty-st, and 1,181 3d-av. 


T IS GONE—THAT $76,000 HOUSE IN 

Wost 31st-st.—but I have oneof its noble neighbors 
left, that superb 25-foot-tront dining room extension 
dwelling No. 39 West 81st-st., just west of Central 
Park and fronting Manhattan-square; price, $70,000; 
inspection invited. Inquire on Swany 

SAMUEL COLCORD, 
Builder and Owner. 


= —THE ONLY HOUSE LEFT OUT 
$50.000.4 séven, nearly finished; 24 by 60 
tvet, with large dining room extension; cabinet fin- 
ished throughout; wide street, 128 West 79th-st.; 
inspection invited. Inquire on premises. SAMUEL 
COLCORD, Builder and Owner. 


0 10 EAST SOTH.—NEARLY NEW; 

beautiful medium-sized house for sale cheap; 
also 20 W. 52a. 8 W. 53d, 1 E.and JO and 20 W. 57th, 
6, 7, and 8 E.. 67th, 11 E. 69th, 17 BK. 72d. 34 and 40 
E. 73d, 32 K. 76th, 14 HK. 78th sts., also 812 and 844 
Sth-av. W. P. SEYMOUR, 171 Broadway. 


VERY DESIRABLE HOME FOR A 
srrall family, four-story, near 55th-st. and Mad. 
ison-ay., $24,000; another near G5th-st., $26,500; 
easy terms, 
V. Ke STEVENSON & CO.,, 
106 Breadway or 663 ith-av. 


sei ee tt Slat theca aosanetinnc 
ATTENTION Is CALLED TO OUR CARE: 

fully built three-story brownstone-front houses; 
size, 16x56 feet; best material; unexcelled work- 
manship: restricted neighborhood; lowest prices. 
J.W.& A. A. TEBTS, builders, southwest corner 
Manhbattan-av. and 123(-st. 


N OFFER WANTED.—MUST BE SOLD AT 

ONCE.—Fine five-story brownstone English 
vasemént house; good location; 18th-st., between 
5th aud_ 6th avs. GDEN & CLARK, 9 East 17th 
and 11 Puie-st. 


ARLEM.—FOR SALE, WITH POSSESSIUN 

at once if required, a three-story high-stoop 
brownstone house; ail improvements: in good order; 
one block from two L stations; $10,500; mortgage, 
$5,500. 8. Bb. KENYON, 307 Kast 118th-st. 


1 HOSE ELEGANT FIRST-CLASS THREE. 
story, basement, and extension stone dwellings, 
cabinet finished throughout, high ground, adjacent 
to Central Park; moderate prices; examine them. 
90th-st., near Madison-av. 


TTRACTIVE NEW FOUR-STORY DWELL- 

ings Nos. 46 to 56 East 76th-st., near Madison- 

av.; novel, unique, artistic: elegantly finished. 

Particulars and pamphlets of C, L. GUILLEAUME, 

owner and builder, on the premises; 46 and 62 sold. 

ROW OF THREE VERY DESIRABLE 

new four-story private dwellings, Nos. i, 3, and 

5 East 86th-st., within 100 feet of Central Park, for 
sale: cabinet finished throughout. 

E. KILPATRICK, 353 East 78th-st., or on premises. 


TTENTION HOUSE BUYERS.—ELEGANT 

new dwellings, Madison-av. and 76th-st.; also 
78th-st., near Bth-av. ; all sizes; send for pamphlet. 
CHAS. GRAHAM & SONS, Architects and Build. 
ers, 305 East 43d-st. | 


Fer SALE—ON 40TH-ST., CLOSE TO 5TH- 
av.,an exceptionally attractive four-story high- 
stoop house, with largo dining room extension. For 
permits and fuil Pobre ty apply to 

HOMAS P, POE, No. 1 Pine-st, 


TH-AV., BELOW 57TH-ST.—NEW EXTRA 
large, tine corner property, rented at 94s per cent. 
Also desirable medium-size, well rented property 
near City Hall, 
W. P. SEYMOUR, 171 Broadway. 


DINING-ROOM EXTENSION HOUSE, 
near 42d-st. “LL” station, 22 feet wide, $55,000. 
V. K. STEVENSON & CO., 
106 Broadway or 663 5th-av. 


REVISED PRICE LIST.—TWO HUNDRED 

west side houses, $10,000 to $60,000. STEVENS, 
93d-st. and 9th-av.; Broadway, corner 52d-st.; 60 
Liberty. 


A THREE -STORY AND BASEMENT 
ebrick pl gag 228 East 78th-st., for sale: per- 
mit at office of E. KILPATRICK, Executor of Free- 
man B. Plumb, 355 East 78th-st.; price, $8,000. 

OR SALE ON 5TH-AV.—THE VERY AT- 

tractive dwelling house No. 589, near 48th-st. 
Can only be seen by permit from.’ 

THOMAS P. POE, 1 Pine-st. 


OR SALE—AT A BARGAIN, THE BEAUTI-. 
ful houses Nos. 51 and 57 East 73d-st. For full 
particulars apply to THOMAS P. POE, No.1 Pine-st. 


CITY HOUSES TO LET. 
FURNISHED. 
FURNISHED AND UNFURNISHED 
HOUSES 
TO LET. 


PORTER & (CO,, 


77 EAST 125TH-ST. 


AT $350 PER MONTH 
for the balance of the Winter season, fully and hand- 
somely furnished dwelling, 56th-st., near Madison- 


ay. 
Vv. K. STEVENSON & CoO,, 
106 Broadway or 663 5th-av. 


“HANDSOMELY 
browustone house to rent; 











2 = EAST Y5TH-ST.—A 
©} Dfurnished four-stor 
first-class neighborhood. 





pe UNFURNISHED, 
AT $2,400 AND REPAIRS. 
An exceptionally well located medium-size extension 
residence; Garly possession. 
V. K. STEVENSON & CO.,, 
106 Broadway or 663 5th-av. 


HOICE HOUSE NEAR MADISON-AV.,, 
30TH-ST.—Rent, $1,800, 34th-st., large house, 
desirable for business, $3,600. 
DAILEY, 74 West 35th-st, 


OQUSES, UNFURNISHED AND FUR. 
nished, in ali parts of the city. FOLSOM 
BROTHERS, 58 East 13th-st., near Broadway. 


CITY FLATS TO LET. 


nnn REED. sides 


LEGANTLY FURNISHED FLAT, WHOLE 
or in part; first floor; all improvements; suitable 

Oo a physician, or dentist. DOCTOR, 105 W est 
1-5. 


ee 
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ONLY ONE REMAINING—$55—AS 
MORRIS B. BAER & CO., 72 WEST 34TH, 
having taken charge of 
THE BLACKBURN, 
Nos. 100, 102, 104 West 61st-st., corner of 9th-ay., 
have reduced rentals, thereby making it 
thelowestrenting apartment house ip the city, with a 
PASSENGER ELEVATOR andSTEAM HEATED. 
Contain seven and eight large, elegant rooms, cabi- 
net trimmed, With mirrors, and elaborately decorated. 


THE LANGHAM, 
Two very desirable suites of sunny rooms, re- 


H-AV. AND 62D-ST, 
cently vacated, for balance of season. 
H. C. SHANNON, Manager. 








Most ATTRACTIVE APARTMENT, ALL 


light, fireproof; epee ‘tie 10 rooms, cab- 
inet finish, for moderate rental. 
wes i J. E. BRUGIERE, 25 Pine-st. 


TNUSUALLY DESIRABLE APARTMENTS 
U IN THE DAKOTA.—10 bedroome, besides par- 
shens, &c.; unfurnished or furnished. 
ai ee J. E. BRUGIERE, 26 Pine-st. 
ZANLY $50._UNSU RPASSED FOR COMFORT. 
( a me and Berwick, 63—69 West 131st-st. 
Elegantly decorated; steam heat; hall boys, &o. 
MOKRIS B. BAER & CO., 72 West 34th-st. 
FLATS, UNEURN ISHED AND FURNISHED, 
all parts of the city. 
East 13th-st., near Broadway. ES 
ee PE BERKSHIRE,” 500 MADISON-AV., 
CORNER 52D-ST.—Elegant | apartments. 
FOLSOM BROTHERS, 58 East 13th-st. 


THE ELISE, 








A.— 
56th-st. and 8th-av.; first-class house; Otis elevator; 


steam heat; rents lows 


nC A LLL CL CC CL 


A LL LCL 


FOLSOM BROTHERS, 58 | 


COUNTRY REAL ESTATE. 


FOR SALE. 
ELEGANT COUNTRY SEAT KNOWN AS 


“ CHERRYWILD,” 
ELBERON, N. J. 


SPECIALLY ADAPTED FOR KEEPING 
FINE HORSES. 


Consists of about six acres, in lawns and pastures, 
with fine graveled roads, flaggel walks, aud many 
large shade trees—especially of wild cherry, from 
which the place takes its name. Convenient to El. 
beron depot. 

The house has sixteen rooms, is unusually well 
huilt in modern cottage style, with carriage porch, 
ample verandas, bay windows, and balconies; is 
roofed Wfth slate, trimmed in cherry and ash on thé 
first and second stories, heated by furnace and 
grates, and handsomely decorated throughout. Has 


and doors, and hard-wood floors throughout the first 
story. Is provided with the Imperial Gas Machine, 
and supplied with hot and cold water by a caloric 
pump. Has a handsome bathroom, stationary basins, 
and water closets on two floors. Drainage of thé 
best. Kitchen has a Moneuse range, and cellar is 
light and dry, with icehouse built in. 

Is partly furnished, the shades, curtain poles, gas 
fixtures, and handsome Brussels carpets being in- 
cluded. 


A soparate launary building, 16x25, completely 


fitted up and of tasteful design is provided. 

The stable is large and roomy, fitted up in hard 
pine, with the most liberal accommodations for 
10rses ond carriages, and rootns for coachmMan an 
grovum, Water supply by a windmill. 

The entire place—grounds, fences, buildings, and 
all are in the most perfect order. 


PRICE, $35,000. TERMS TO SUIT. 


Photographs can be seen, and further particulars 
obtained at the office of the owners. 


CHARLES BUEK & CD., 


ARCHITECTS, 
500 Madison-av., Corner 52d-st. 


OR SALE OR_ EXCHANGE.—BEAUTIFUL 
place, one hour from City Hall, on the Pennsyl- 
vania Railroad; 40 acres, 10 acres in lawns, and 
shady walks and drives; bounded on one side b 
beautiful river, one mile from depot, stone sidewal 
whole distance; house 20 rooms; furnace and steam; 
city water; bath. &¢.; boathouse, icehouse, green. 
house, carpenter’s shop, tool house, two carriage 
houses, three stables, corn barn, hennery, sheds, 
&c., complete; in fact,a paradise of a place which 
Inust be seen to be appreciated; cost over $80,000; 
will sell for $30,000, or exchange for desirable Now- 
York City or Brooklyn property, and if necessary 
utcash with it; it is the cheapest place in the 
Jnited States for the money. Address C. E. B., 
Box 104 Times Office. 


Feet SALE—ONE OF THE BEST 100-ACRE 
farms in Dutchess County; four miles from 
Poughkeepsie; owner obliged to live in New-York; 
will exchange for improved property near L road, 
Brooklyn. Address W. WRIGHT, 14 Willow-st., 
Brooklyn. 


OR SALE OR EXCHANGE FOR FIRST- 

class city property, a first-class farm, situated 

242 miles above Port Chester depot, corner of Harri. 

son-ay. and King-st., Rye, Westchester County, N.Y. 
JOHN SNIFFLN, No. 65 East 41st., city. 


ASCESSIBLE RESIDENCES, HOTELS, 
from Seabright to Pprius Lake, to let, sale, ex- 
WM. LANE, Long Branch. 


change. 
STORES, &C., TO LET. 


ALDRICH COURT, 


NOS. 41,43, 45 BROADWAY. 
This finely constructed and absolutely 


FIREPROOF OFFICE BUILDING 


will be ready for occupancy May 1, 1887. 
The central open court, 50x70 ft., makes long office, 
finely lighted and ventilated. 
Large offices on the first floor and basement, Also 
offices singly or in suites for lawyers, brokers, and 
others, 


A magnificent view of the Harbor from the upper 
stories. 


Rents moderate; {from $250 upward—No extras. 


Apply on the premises to 
SPENCER ALDRICH, 


A SMALL OFFICE, 


ON SECOND FLOOR, 


411-2x25 FEET, 
TO RENT IN THE 


TIMES BUILDING, 
$400. 


O LEASE—FOR A TERM OF YEARS THE 
new five-story brick store 
Nv. 163 DUANE-ST., 
30.6x120. 

Substantially built, exceptionally well lighted, and 
of most improved construction; suitable for ay 
business requiring space and fine light; will finis 
to suit tenant. Apply to 

GEO, R,. READ 
ASTOR BUILDING, 9 PINE-ST. 


TO LEASE 
foratermof years. ‘The new six-story brick ware- 
house, No. 135 HUDSON:-ST., 


northwest ote Beach-st., 
x130, 
finely lighted, and of most substantial construction, 


Apply to 
mre GEO. R. READ, 
9 PINE-ST. 


NO. 511 BROADWAY. | 


Store, basement, and ei" CMe to let from Feb, 
, 2 
GREATLY REDUCED RENT. 
Apply to ORACE S. ELY, No. 22 Pine-st. 


O LET—FOUR UPPER FLOORS, 30X80, OF 
No. 46 Marion-st., two blocks eastof Broadway, 
between Spring and Prince sts., with or without 
steam power, steam elevator; heated by steam and 
well lighted on three sides. 
THOS, W. WEATHERED. 


DJOINING BUCKINGHAM HOTEL, 613 

5th-av.—Lot_ 28x100 feet, with large dwelling 
thereon, specially adapted for alteration for strictly 
tirst-class business and department purposes; imme- 
diate possession. Keys from V. K.STKEVENSON & 
CO., 106 Broadway or 663 Sth-av. 


O FFICES ON WALL, PINE, WILLIAM, AND 
Broadway; stores on Broadway, Cortlandt, Lib- 
erty, and Maiden-lane; buildings Broadway, 4th st., 
Liberty, and Old-slip, L. J. CARPENTER, 41 Lib. 
erty-st. 


0 LEASE-IN 42D-ST., BETWEEN 6TH-AY. 

and Broadway, for a term of years, two adjoining 
houses; dimensions, 40x100. Address J. S., Box 
163 Times Office. 


TINO LET—BROADWAY CORNER, 713, 8S. W 

corner Washington-place; store,. basement, and 
subcellar, or entire building. Apply H. L. FARIS, 
25 New-st., N. CLARK, Jr., 22 West 23d-st. 


\O LET OR LEASE—A LARGE, NEW FAC. 
tory building, 307, 309, and 311 Kast 58d-st., 57x 
100; steam elevator and steam heating. Inquire 
with KERBS & SPIESS, corner 54th-st. and 2d-av. 


PAWNBROKERS’ SALES. 

ale OI eee 

Pswnercusr’s SALE.—BY J.. NICHOL.- 
SON & CO.. Auctioneers, 152 Canal-st. 

Jan. 31—By D. Layery, 594 9th-av.; all men’s and 
women’s clothing, &c., &c., from No. 66,472 to 
69,931. 

Feb. 4—Ey Henry McAleenan, 194 8th-av.; all un- 
redeoemed Looks pledged during tho last 20 years. 


OHN McHUGH, AUCTIONEER, BY T. J. 

MCGRATH & CO., 158 Chatham-st, 

Jan. 31—Watches and jewelry all goods pledged 
previous to Jan, 21, 1886. By E. J. Sparenberg, 
Canal-st. 

Feb. 3—Clothing; all goods pledged previous to 
Jan. 25,1886. By I. Levy, West Houston-st. 


J. M. ALEXANDER. AUCT., 29 E. B’WAY. 

Feb. 1—By M. Simon, 2d-av., jewelry. 

Feb. 2—By_ Fullan Bros., 10th-av., clothing; all 
goods pledged previous to Jan. 25, 1886. 

Feb. 3—By H. Poznensky, 8th-av.; watches and 
jewelry pledged previous to Jan. 25, 1888. 





OS ENP TO TE PE EIN ET RET ERE kL OF OE RRR EE 
TAMA oC = rT 
HOUSES & ROOMS WANTED 
V TANTED-—IN SOME PRIVATE BUILDING 
floor of two or three very large rooms near L 
railroad station; rent must be very moderate; per- 
manent tenant for years if suited; highest reference 

given, Address J. H.8., Post Office ©. 


~VMALLADULT FAMILY DESIRES A HOUSE 
Sfurnished or unfurnished, within easy distance 
of Harlem. Address, with particulars, G., Box 101 
Times Office. 
UNEXCEPTIONABLE TENANT WANTS 

J) city and country house, desirably located, for 
boarders; references. DAILEY, 74 West 35th-st. 











REAL ESTATE WANTED. 


T OYSTER BAY, LONG ISLAND. —I 
JAwould like to buy a good house, frame or brick, 
spacious grounds, high and healthy; must be near 
the Sound and suitable for a respectable family. Ad. 
dress, with description and price, F. T.8., Box 370 
Times Up-tuwn Office, 1,269 Broadway. 


: nl 
ICE CREAM. 
HORTON’S ICE CREAM. 
ALWAYS PURE AND DELICIOUS, 

Patent super-frozen BRICKS OF ICE CREAM to 
carry home; will keep hard one hour; try one. 

Depots, No. 305 4th-av., No, 598 6th-av., No. 73 
Chatham-st., No. 110 East 125th-st., New-York, and 
No. 453 Fulton-st., Brooklyn. 
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enn NEUEN REE PE 
JO. 46 DOUGLASS-ST., $550.—NO. 51% 
iL’ Douglass-st., $925; between Court and Smith; 
allimprovements. Apply 49 Douglass-st., Brooklyn, 
ST ON RY SE SMR ORRIN A OT LT RES PEE ET EL RTE INA 


HORSES, CARRIAGES, &O. 
TRUCK IF 1 GET 
J.H. CONWAY, 





WILL BUILD A NEW 
¥ the work of a good house. 
215 Hast 28th-st 


handsome fireplace in hall, stained glass in windows* 
ad 


BROOKLYN HOUSES TO LET | 





BOARDING ANT 
1 SUITE SUNNY ROOMS, 
Key Ne location Murray 


1 HANDSOME SECOND FLOOR, WITH 
ree le rooms; private table if desired; refer- 
ences. 


3P STORY CONNECTING ROOMS, NEWLY 
‘furnished, hot and cold water, with board; also 
other rooms. 125 East 34th-st, 


LODGING. 


ViTH HXCHL 
ili; references. 


adison-ayv. 


mgr eRe — 


TH-AY., 351, NEAR 34TH-ST.—FRONT 
rooms, fourth floor, With board; terms moderate. 


1! WEST 3STH-ST.~THIRD FLOOR SUN- 
ny and other rooms; bath, &c.; dine on parlor 
floor; references, 
1 ST-ST., 150 WEST.—HANDSOMESECOND 
floor frout room, with board. 


290-8T., 43 WEST.—_HANDSOMELY FUR- 

nished room and hall room with board; refer- 

ences exchanged, 

98 WEST 22D-8T,.—ONE DOUBLE AND ONE 
single room, with board; teferences exchanged. 





29 WEST 318T-8T.—NICELY FURNISHED, 
sunny, warm front room, with or without 
board; house strictly first Glass. 


36,EAsT 22D-ST.—CHOICE SEGOND FLOOR 
- front rooms and hall room; first-class table; ref- 
erences, 


38 EAST 20TH-ST.—PARLOR FLOOR, WITH 
e private bathroom; private table or without 
board; rooms for gentlemen. 


4 TH-ST., 1: WEST.—SECOND FLOOR, 
front; two other rooms; house and appoint 
ments first class; table superior. 


4°7TH-ST 28 EAST, CORNER MADISON- 
, A eT double or single, with board; terms 
moderate. 


50 WEST 15TH-ST.—NICELY FURNISHED 
po Jt gpa 6n suite or single, with board; location 
ntra 


5 WEST 39TH-ST.— BEAUTIFULLY FUR- 
e nished rooms to let in a French family, with 
first-class board and French service, 


76, MADISON-AV.—TWO SINGLE ROOMS 


ir gentlemen desiring first-class board and ac- 
commodations, 


111 EAST.6187T-ST.—To LET WITH EXCEL. 
lent board handsomely furnished rooms; terms 
reasonable, 


186 ST 39TH-ST.~TWO NICELY FUR: 
nished tuoms on third floor; Suhty exposure; 
with good board; will let singly or together; ref- 
erences. 


144 MADISON-AV., WITH ROARD,.—SEC. 
ond floor, four rooms, en suite or separate; 
strictly first class. 


a tt te 
158 MADISON-AV., BETWEEN 32D AND 

33D-STS.—Hlegantly furnished suites and 
rooms; superior board: references. 


T THE VANDERBILT, LEXINGTON-AV. 
and 42i-st., large and small suites for families; 
also, rooms for gentlemen; steam heat or grate fire; 
elevator; low rates. J.S8. WHEATON, Proprietor. 


Gerecr BOARD.—MRS. A. M. GLOVER, 242 
West 434-st. ; first-class family home and boarding 
house; luxuriously furnished ; cnisine excellent; first- 
class references required; entire second floor vacant. 


FURNISHED ROOMS. 


EAST 138TH.-ST., NEAR 5TH-AV.—HAND.- 
somely furnished rooms, large and small; mod- 
erate prices. 


37 WEST 3S1ST-ST., NEAR BROADWAY.— 
A very desirablelarge front room, adjoining bath 
and closets. 


44 EAST 21S8T.—LARGE, HANDSOMELY 
furnished suite, or single room; parlor floor; 
also single rooms; gentlemen. 


59 WEST SO6TH-ST.—HANDSOMELY AP. 
° ointed rooms for gentlemen; parlor floor or 
single ne newly furnished; references; terms 
modera’ y 


1 1 1 EAST 19TH-ST.—TWO COMPORTA. 
bly furnished hall bedrooms; third story. 


1 1 8 WEST 418T-ST.—TWO HANDSOMELY 
furnished large rooms; one or more gentile- 
men: private family; references. 


194 WEST 45TH-ST.—NICELY FUR- 
nished rooms, suitable for gentlemen; refer: 
ences exchanged. 


347 WEST Y6TH-ST.—ELEGANT FUR. 
prio nished parlor and bed room to let in French 
amily. 


771 MADISON-AV. AND 66TH-ST.—A 
nicely furnished corner room for gentlemen 
only in an American family of adults; first-class 
table board can be obtained within four doors of the 
house; terms moderate; references exchanged. 


ACHELORS’ QUARTERS; HANDSOMELY 
furnished; on suiteor singly. 6 East 32d-st. 


RAUGHTSMAN OR ARTISTS WISHING 

furnished basement ro6m; north light; centrally 
located; references. Address MODERATE, Box 
871 Times Up-town Office, 1,269 Broadway. 


AMILY LEAVING CITY WOULD LIKE 

to rent a suite of furnished rooms, southern ex- 
posure, for two mouths, or longer if desired. Apply 
on premises, Sherwood, 6th-av. and 44th.st, 


URNISHED ROOMS IN PRIVATE FAM- 
ily; southern exposure; references exchanged; 
terms moderate. Washington-place, 81. 


Private FAMILY, ON MURRAY HILL. 
would rent handsomely furnished floor Grrvate 


bath) to one or more gentlemen. Address 
Box 275 Times Up-town Office, 1,269 Broadway. 


THE CHESTERFIELD, 
14 and 16 East 53d-st, 
Apartinents, furnished and unfurnished; steam heat, 
elevator, and restaurant; first class in 6very respect. 


HOTELS. 
EVERETT HOUSE, 


4th-avenue and 17th-«street, New-York. 
Centrally located, 
OVERLOOKING UNION-SQUARE. 


Table service & la carte, 
JOHN G. WEAVER, Jr., & CO. 


CLARENDON HOTEL, 


4theavenue and iSth-street, New-York. 
On the American and European plans. 
C. H. KERNER, Proprietor. 


OTEL WELLINGTON, CORNER 42D-ST, 

AND MADISON-AV.—Rooms en suite or sin- 
gly; American and European vlan; special rates 
Will be made on a few rooms, with board. 


WINTER RESORTS. 


CLIFTON HALL, LAKEWOOD, N., J. 
New and commodious house; accommodations, 80 
guests; first class in all its appointments; open fire- 
places; electric bells; sun gallery; baths. For terms 
and circulars address M. L. PALMER. Now open. 


FOR SALE. 
FOR SALE. 
THE IRON STEAM YACHT VIKING. 


Built by John Roach & Son in 1883. Net tonnage, 
7139-100; old measurement, 257 tons; length over 
all, 137 feet 2 inches; breadth, 20 feet 6 inches; depth 
of hold, 11 feet 7¥2 inches. One boiler; compound 
inverted engine, 420 horse power. Her equipment 
complete. 

Address the undersigned or Capt. GEORGE §8, 
HEALY, on board, New-London, Conn, 

JOHN BIGELOW, } Executors 





ANDREW H. GREEN,> of the estate of 
GEORGE W. SMITH, Sam’l J. Tilden, 
165 Gramercy Park, New- York. 


se SALE—COCKER SPANIEL AND TWO 
Yorkshire terriers. 7 East 39th-st. 





WATCHES, JEWELRY, &. 


LINDO BROS., 
BROADWAY AND 291TH-ST., 
have achoice selection of Diamonds, fine Watches, 
and all novelties in Diamond and Gold Jewelry at 
remarkably low prices. Inspection solicited. 


GRATES AND FENDERS. ~ 


anaes AAAS 


T; B. STEWART & CO., WOOD AND SLATE 
ty 


Mantels,’Grafes, Tiles, &c.; Storm Doors a special- 
21 East 17th-st., near Broadway. 


MISOELLANEOUS. 


eens One 


GRATEFUL—COMFORTING, 


EPPS'S COCOA. 


BREAKFAST, 

By a thorough knowledge of the natural laws 
which govern the operations of digestion and nutri. 
tion, and by a careful application of the fine proper. 
ties of well selected Cocoa, Mr. Epps has provided 
our breakfast tables witha delicately flavored bev- 
erage which may save us many heavy doctors’ bills, 
It is vy the judicious use of such articles of diet that 
a coustitution may begradually built up uptil strong 
enough to resist every tendency to disease, Hun. 
dreds of subtic maladies are floating around us ready 
to attack wherever thereds a weak point. We ma 
escape many a fatal shaft by keeping ourséives we 
fortitied with sure blood and a properly nourished 
frame.—Civil Service Gazette. ; 

Maile simply with boiling water or milk. ‘Sold only 
in half pound tins by grocers, labeled thus: 

JAMES EPPs & CO., Homeopathic Chemista, 
London, England, 


[JD BUNKENNESS OR THE LIQUOR HAB. 

itcan be cured by administering DR. HAINES’ 
GOLDEN SPECIFIC. It can be given in 
a cup of coffee or tea without the knowledge 
of the person taking it, effecting a speedy and per- 
manent cure, whether the patient is a moderate 
drinker or an alcoholic wreck. Thousands of drunk- 
ards have been made temperate men who have taken 
the Golden Specific in their coffee without their 
knowledge, and to-day believe they quit drinking of 
their own free will. For sale by 

BOLTON DRUG COMPANY, 
264 Fulton-st., Brooklyn. 


EF AVORS FOR “THE GERMAN,”—s800K OF 
figures sent free. BERNARD MEYER, 
59 and 61 Fulton-st., New-York. 


MME. DR. DIMERES, 20 YEARS GRADU- 
LVEate; midwifery cases skillfully treated, 67 West 


A S5th-st., near Oth-aVe 


nitary 30, 1887, ---- Oth ale Sheet, 


as 


AMUSEMENTS. 


PPOPPE LPP PB ELL LIE LI I OP 
MADISON-& 5 
ADAM BORREGO QUARE GAR mR Lessee 


REMEMBER ! ONLY THREE WEEKS LONGER ! 
AS AL WAITS 


| BUFFALO BILL'S 
“| teat New Wild West 


LITTLE W.F. CODY AND NATE SALSBURY, 
Proprietors and Managers. 


BIG [AU the Overwhelming Features, 


CUSTER’S | 


HORN. | LAST RALLY. 


MATINEES TUESDAYS, THURSDAYS, AND 
SATURDAYS. Matinée admission Tice, 250. 
Every evening, admission 60c, Branch ticket of- 
fice, Pond’s Music Stere, 25 Union-square. 


DOCKSTADER'’S 


FROLIC— FANCY 


MINSTRELS 


THIS 
MODERN IDRAS——WERKe—Ultra Refinement 


WILLIE ScoTCH—————-TEN 


BUFFALO'S 


SONGS MINUTES 


WILDEST BY ——AT 


WEST REQUEST —<WALLAOK’S 


EVENINGS 8:30 MATINEE SAT. 2:30 


STAR THEATRE, TO-NIGHT. 
GRAND BENEFIT CONCERT 
in aid of the sick relief fund of 
UNITED COUNCIL 1,035. A. L. H. 

The following eminent artists have kindly volun- 
teered and will positively appear: 
KYRLE BELLEW, HARKY EDWARDS, E. J. 

HENLEY, DANIEL LEESON, 
Mme. COTTRELLY, LOUISE PARKER OUDIN, 
Mrs. EDWIN HOFF, LAU KA JOYCE BELL, 

DE WOLF HOPPER, DIGBY BELL, EUGENE 
OUDIN, HERNDON MORSELL, EDWIN HOFF. 
MARIE JANSEN, ROSE LEIGHTON, Mme. DE 
RYTHER, WILL 58. RISING, ROBERT E. 
GRAHAM, MARSHALL P. WILDER, HARRY 
FISHER, HAYDON TILLA, MARK SMITH, 
GEORGE OLMI, 

CHORUS FROM the McCAULL OPERA 
COMIQUE COMPANY. 
LARGE and EFFICIENT ORCHESTRA 

under direction of the folawing PeRaiet conductors: 

Sig. A. DE NOVELLIS. SSE WILLIAMS, 
CHARLES F. WERNIG, GUSTAVE A, KERKER, 
HERMAN BRODE, HERMAN PERLET. 

Prices as usual, Box Office open6 P. M. 


WALLACK’S, BROADWAY AND 380TH-ST. 


Mr. LESTER WALLACK, Sole Prop. and Manager. 
TRIUMPHANT SUCCESS 
OF SIMS & PETTITT’S ROMANTIC DRAMA, 


HARBOR LIGHTS. 


Calls and recalls were the order of the evening. 
“ Harbor Lights” is a great big “‘ go.”’— World. 
WEDNESDAY AFTERNOON, FER. 2, 
MATINEE OF THE 


SCHOOL FOR SCANDAL. 


GERMAN. LIEDERKRANZ. 
384TH ANNUAL MASQUERADE BALL, 
METROPOLITAN OPERA HOUSE, 
THURSDAY, FEB. 10, 1887, 

Tickets, $10, admitting gentleman and one lady. 
(Additional ladies’ ticket, $3.) Can be had by in- 
troduction of 
JULIUS HOFFMANN, 13 Broadway. 

WM. VIGELIUS, 175 Pearl-st. 

CONSTANTIN SCHMIDT, 33 Broad-st. 

HUGO SCHUMANN. Gerinan Fire, 179 Broadway. 
EMIL UNGER, 50 Park-place. 

JOHN VON GLAHN, 54 Bond-st. 

RICHARD H. ADAMS, 495 Broadway. 

EBIMER & AMEND, 205 3d-av. 

H. ©. F. KOCH, corner 20th-st. and 6th-av. 
WILHELM & GRAKEF, 1,141 Broadway. 

Reserved seats in dress circle and ti¢kets of 
WILLIAM STEIN WAY, 111 East 14th-st. 


~ 0-DAY 25 CENTS, 


SECOND GRAND CHILDREN’S DAY, 


BATTLES OF VICKSBURG 


AMA 
UNTIL FURTHER NOTICE, 
OPEN DAY TIME ONLY, 
from 9 A. M. to6 P. M. 
Broadway cars to 7th-av. and 55th-st. 


STEINWAY HALL. 
THREE CONCERTS. 


BOSTON SYMPHONY ORCHESTRA. 


PERFORMERS. 

Mr. WILHELM GBRICKE......... --..-.Conductor 
Monday, Feb. 14; Wednesday, March 2; Thursday, 
March 31, at 8 P. M. 

Soloists will be announced on Wednesday. 

Subscription tickets (fluor) for the series, $5; on 
saleat Steinway Hall Wetinesday, Feb. 2. Single 
ticket sale begins Wednesday, Feb. 9. 


Saas 


ACADEMY OF MUSIC, 
TAMMANY AND NILSSON HALL. 
PROSPECT ASSOCIATION 
GRAND MASK BALL. 

THIS THURSDAY, FEB. 3d, 1887. 

SIX IMMENSE ORCHESTRAS. 
TICKETS, $5, INCLUDING HAT CHECK. 

A few more boxes ($10 to $20) at their Clubrooms, 
106 Fc 14th-st.; also principal hotels and news 
stands. 

Calcium and Electric Illuminating Shadow for the 
2d March and Ballet at 10 o’clock. 

Doors open 8 o’clock. First March 9 o’clock. At- 
tend early to avoid the rush of former years at the 
doors. G. H. HUBER, Manager. 


ARION SOCIETY. 

GRAND MASQUERADE BALL, 
THURSDAY, FEB. 17 
METROPOLITAN OPERA HOUSE. 
Tickets, admitting gentleman and lady, $10, (extra 
ladies’ ticket, $3,) can be had of 
C. SCHMID’, 33 Broad-st.; OGDEN & KATZEN. 
MAYER, 83 Liberty-st.; F. J. KALDENBERG, 6 
Astor House, 371 Broadway; C. M. VOM BAUR, 93 
and 95 Greene-st.; SOHMER & CO., 149 to 155 
East 14thst.; HANFI BROS., 224 Bth-av.; ©. 
LUCIUS, 841 6th-av.; WILHELM & GRAEF, 
1,141 Broadway; J. WOLFARTH, 2,002 #d-av., and 

at ARION HALL, 19 and 21 St. Mark’s-place. 


1886 —CHICKERING HALL.—1887. 
»NEXT FRIDAY, FEB. 4, AT 3 O'CLOCK, 
SECOND SYMPHONIC MATINEE. 
FRANK VAN DERSTUCKEN.......... Conductor 
SOLOISTS—Mme, Martinez, soprano: Miss Groebl, 
alto; Mr. Rieger, tenor; Dr. Martin, basso, and Mme. 
de Roode, pianist. 
ORCHESTRA OF 50SELECTED PERFORMERS. 
Works of Beethoven, Cherubini, hopin. Handel, 
Mendelssohn, Mozart, Schumann, and Wagner. 
BOX OFFICE NOW OPEN AT CHICKERING 
HALL, Reserved seat, $1. Admission, 75 cents. 


KOSTER & BIAL’S, 


TO-NIGHT, SACRED CONCERT. 
Prof. CARLO 
will finish an oil painting in 15 minutes, the paint- 
ing to be given away immediately after the concert. 
FRED W. MILLIs, 
the eminent Australian ventriloquist, and his mani- 
kins. To-morrow, 17th week of Capt. Tack Sheppard. 


GRAND OPERA HOUSE. 
Reserved seats, orchestra circle and balcony, 50 cts. 
Every night this week, 
Matinées Wednesday and Saturday, 


© 
| ALONE IN LONDON, 


presenting the young emotional actress, 
CORA TANNER 
and a great company. 
GRAND OPERA HOUSE. 
PROF. CROMWELL 
WILL ILLUSTRATE 
PARIS OF TO-DAY, 





TO-NIGHT, 


THIS (SUNDAY) EVENING AT 8:15. 
Admission seats, 25c. Reserved seats, 25c. extra. 
Box vftice opea to-day after 10 A. M. 


WINDSOR THEATRE. Bowery and Canal. 
One week, commencing MONDAY, Jan. 31. 


JAS. H. WALLICK’S new and original equestrian 
melodrama entitled the 
CATYLE KING. 
Mr. Jas. H. Wallick as Bob Taylor, the Cattle King, 
and introducing in every act 
4 HANDSOME THOROUGHBRED HORSES, 
Matinées WEDNESDAY and SATURDAY, 


MD leon: ESET SAAS EE A AER DOO A AI EE 
NIBLO’s. 

Mr. E, G. GILMORE.....-.. Proprietor and Manager 
Reserved seats, orchestra circle and balcony, 50 cts. 
THE GREAT HIT OF THE SEASON, 
KIRALFY BROTHERS’ 

BLACK CROOK, 

BLACK CROOK. 

The new and charming operetta ballet. 

Secure seats in advance and avoid speculators. 
Every evening at 8. Matinées Wed. and Sat. at 2. 


UNION-SQUARE THEATRE, 
Under the management of J. M. HILL. 


ROSE COCHLAN. 


LONDON WS eo a 
YOGHLAN as LADY s3PANKER. 
spat MATINEE SATURDAY. 
14TH-ST. THEATRE. CORNER 6TH-AV. 
== Every evening. Saturday matinée. 
DENMAN THOMPSON 
in a magnificent production of 
THE OLD HOMESTEAD. 
One of the few substantial theatrical triumphs wit- 
nessed in New-York inrecent years.—Times, Jan. 11. 
AVOID SPECULATORS, Secure seats in advance 


METROPOLITAN OPERA HOUSE CONCERT 
THURSDAY EVENING, FEB. 8, 
MAX HEINRICH, assisted by Miss ELLA EARLE, 
CLASSICAL SONG RECITAL. 
TICKETS OF ADMISSION, $1. 


HART'S THEATRE COMIQUE. 125TH-ST. 
BEN MAGINLEY |Evn’'gs, 8:15, Mat. Sat. 2:15. 
as Uncle Bartlett, MAY. BLOSSOM. 
MAY BLOSSOM. Feb. 7~—The Main Line. 


FO cao i se 8 et eo BO Beet Sted coe ene ne 

D YEAR MERRIMAC AND MONITOR PAN- 
QORAMA.—50 new features and optical illusions. 
Madison-av. and 69t-st. 
Halt price to-day. 











Open day aud evening. 


» 


AMUSEMENTS. _ 


Viel METHOPOLIEAN OFFERS HOUSE. Jas 
ut three. IN GERMA t threo, 


performance thi ason 
| of Wagner’s grand opera, 


Zi. 
First a ce this ' 

oP ANTON BOHOTR: 
| DIE MEISTERSINGER. 


THURSDAY, Boot "s opera, 


‘eb. FiDELIO, 
GRAND EXTRA | Last a: 


earance this season of 
PERFORMANCE H s 
FIDELIO. Llerr Niemann as Florestan. 


To be followed by _ selections 
renin Wattees, | Tomae CRN Bales 
FRIDAY, Feb. 4. | 

SATURDAY, 
Feb. 5. 


MONDAY, 
Jan. $1, 
ARN. 
irst time 
this 

Season. 


WEDNESDAY, 
Feb. 2. 


LOHENGRIN. 
| DIE MEISTERSINGER. 


Shag Last performan season 
Monday, Feb. 7, | i wah nr 


TRISTAN and 
ISOLDE. 


of Wagner's Opera, 


Tristan and “Isolde. 


Farewell appearance of 
Herr ALBERT NIEMANN, 


Seats can be secured at the 
9A. M, til 6 P.M. wen een Sane See 


i nh nee its enstiaies 

EST SKATS AND BOXES FOR THE 
all theatres six days in advance at 

WINDBOR HOTKLL a tal tal oho ye ht 
BC. 

wires. Call 181—39. “ mcaanaire tito 


; ; 
METROPOLITAN OPERA HOUSE, SP 
CHOICK SEATS FOR TH OPERA AND 
THEATRES AT MILLER’S THEATRE TICKET 
OFFICE, 104 BROADWAY, bet. Pine and Wall sts, 


ma 
PALESTINE COMMANDERY, K. T. 


RECEPTION AND CHARITY BALL 
in aid of the fund to build an asylum for 
WIDOWS AND ORPHANS, 
METROPOLITAN OPERA HOUSE, 
TUESDAY EVENING, FEB. 8, 1887. 
Tickets, (admitting gentleman and ‘ladies,) $5; 


ta, 82, 
Atall hotels ana ticket offices. 
23D.ST, TABERNACLE, WES > 
math T ha r lone Tie LONGER 19% 
onan BEER rA Tioga 
M. DE MUNKAGCsy's Falcovs PAINTING, 
CHRIST BEFORE PILATE. 


ADMISSION, 50 CENTS. 
THALIA, ESDAY NIGHTS 


etme tt ts Bi tt ne 
ONDAY, TU 
OF D fh N +4 WwW A 
CPR ABSLT GH Sue 
rs URSDAY, first time, D x be eh 
LECTURES. 
ASSOCIATION HALI 
corner of Pea-ek ond ach ay. 
FOUR EVENING LECTURES 
in behalf of the 
American School of Classical Studies at Athens, 
undér the auspices of the 
Archsological Institute of America, New-York 
Society. 


I, THE STUDY OF GREEK T. 8 . 
Feb. 5. By Dr. Charles Wal x pte 


. 5, tein, of the Universi 
ty of Cambridge, England. vas 


Il, SAPPHO. Saturday, Feb. 12. By Prot. Basil 
L. Gildersleeve, of the Johns Hopkius hiversity. 


pat USE is TAT DISCONEIES A NE 
CCRE AMONG hE ANCIENTS! Saturday, 
Feb. 19. By Prof. Augustus ©. Merriam, of Colum. 


bia College. 
ND EXPLORA 


STUDY 
GREECE, Saturday, Feb. 26. By 
W. Goodwin, of Harvard University. 


Tickets for the course, price $5, nay be had at the 
bookstores or Messrs. Charles Scribner’s Sons, A. D. 
¥. Randolph, and F. B. Grant. 


MEETINGS. | 
ACADEMY OF MUSIC. 


A mass meeting, under the auspices of the Central 
Labor Union, will be held at the Academy of Music 
SUNDAY EVENING, at 8o’clock, Jan. 30, to yro- 
test against ecclesiastical interference in politics, 
and to express the sympathy of American citizens 
of all creeds with the Rev. Dr. McGlynn. The fol- 
lowing speakers will address the meeting: 

Henry George, John McMackin, Louis F. Post, 
John O’Donnell, James J. Gahan, Robert Crowe, 
James E. Quinn, John E. Flemming, and others. 

Admission, 10 cents. Tickets for sale at the doors. 

A limited number of platform tickets will be sold 
at the Leader office at $1 each. 

Doors open at 7 P. M. 


\ r 
DANOING. 
ALLEN DODWORTH, 


NO. 681 5TH-AVENUE. 


Class and private lessens. Send stamp for ciret- 
lat. NEW WORK, Contains instruction for all 
dances, and 250 figures for the cotillion. 
$1 50. Stamps or postal order. 


ALTZ TACGRE RAMIDLY: LADY AS- 
sistants; classes forming; private lessons spe- 
cialty. CARTIER’S, 80 5th-av. Terms moderate. 


LEXANDER MACGREGOR'S, 620 MAD- 
ison-av.; private lessons any hour; classes daily; 
new classes now forming. 


MUSICAL. 


ONCERT.—PIANIST PUPIL OF RUBIN- 

stein having arrived too late to obtain suitable 
position will accept pupils for piano and violin; 
terms moderate. Address PROFESSOR OF MU- 
SIC, 285 Hudson-st. 


UITAR, VIOLIN, MANDOLIN, PIANO, 
SINGING. ORGAN FLUTE. Private lessons 
only. WATSON’S, 15 East 14th. Circulars sent. 


PIANOS. 


A ‘UMBER OF VERY SLIGHTLY USED 
upright and square pianos of our make, AS 
GOOD AS NEW, for sale at a liberal reduction from 
our regular prices. PIANOS FOR RENT. 

WM. KNABE & CO., 112 5th-av. 


TION IN 
Prof. William 


BUSINESS CHANCES. 


~ nT eeeoenee 


ANTED—OLD NEW-YORK MERCHANT 


legitimate, staple business; 


pp me large. 
lay of $5,000 would establish it 


8 feasibility, of which 
amount not more than $1,500 would be absolutely 
risked. Excellent opportunity fora lady or gentle- 
man to placeasonin business; unquestionable ret- 
erences given and required; principals only. Ad- 
dress MONOPOLY, Box 135 Times Office. 


RAILROADS. 
WEST SHORE RAILROAD. 


N. Y. C. & H. R. R. Co., Lessee. 

Trains leave West 42d-st. station as follows, and 
15 minutes earlier from foot of Jay-st., N. R.: 
Detroit and Chicago, *9:55 A. M., *6:05, *8:15 P. M. 

St. Louis, *6:05, *8:15 P. M. 

Buffalo, Rochester, Suspension Brig Niagara 

Falls, 3:15, 9:55 A. M., *6:05, *8:15 P. M. 

Utica and Syracuse,3 :15,*9:55 A.M.,*6:05,*8:15 P.M. 
Highland, Kingston, Saugerties, Catskill, Albany, 

3:15, *7:15, «9:55, 11:30 A. M., 4, *6:05, *8:15 P.M. 
Cranston’s, West Point. Cornwall, Newburg, *3:15, 

*7:15, *9:55, *10:15, *11:30 A. M., 4, 5, *8:15, and 

*6:05 P. M, .Cranston's, Cornwall, Newburg. 

For Hamilton and Canada East, 6:05 P. M. 
Hamulton, London, *9:55 A. M., *6:05, *8:15 P. M. 
Toronto, {9:55 A. M., t6:05, *8:15e. M. 

Elegant sleeping cars for Buffalo, Niagara Falls, 
Detroit, Chicago, and St. Louis on all through trains. 

“Daily. tDaily except Saturday. Other trains 
daily except Sunday. 

For tickets, time tables, parlor or sleeping car ac- 
commodations, or information, apply at ofiices: 
Brooklyn—333 Washington-st., 730 Fulton-st., An- 
nex Office, foot of Fulton-st.; New York City—363, 
785, 942 Broadway, 15342 Bowery, and West Shore 
station, foot of West 42d-st., foot of Jay-st.. North 
River. HENRY MONETT, 

5 Vanderbilt-av. General Passenger Agent. 


LEHIGH VALLEY RAILROAD. 

PASSENGER TRAINS leave foot of Cortlandt 
or Desbrosses st. as follows: 

7 A. M. for Catasauqua and intermediate points. 

8 A. M. for Geneva, Lyons, Elmira, Rochester, 
Buffalo, and the West and principal local points. 
Chair car to Wilkesbarre. : J 

1 P. M. for Tunkhannock and intermediate points. 
Chair car to Tunkhannock. Connection to Reading 
and Harrisburg. : 

3:40 P. M. for Pittston and principal intermediate 
points, Chair car to Pittston. — ; 

5:40 P. M. for Coplay and intermediate points. 
—— to Reading and Harrisburg. Chair car to 

Yoplay. 

ra Sd M. for Geneva, Lyons, Elmira, Rochester, 
Buffalo, and the West. Pullman sleeper to Lyons. 

7:50 P, M. for Laurys and intermediate points, 

Trains leaving at 8 A. M.,1 P. M., and 3:40 P. M. 
connect at all points in Mahanoy and Hazleton Coal 
Regions. 

SUNDAY TRAINS.—8 A. M. for Mauch Chunk, 
Hazleton, and intermediate points. 

5:40 P. M. for Coplay and intermediate points. 

7 P. M. for Geneva, Lyons, Elmira, HKochester, 
Buffalo, and the West. Pullman sleepers to Lyons. 


HE POPULAR SHORE LINE. 

FOR BOSTON. PROVIDENCE, NEWPORT, 
AND ALL NEW-ENGLAND POINTS, ALL 
RAIL FROM GRAND CENTRAL DEPOT. 

Express trains daily (Sundsys excepted) to Boston 
atS A. M.,2 P. M., (parlor cars attached,) and 1l P. 
M., (with palace sleeping cars.) Sunday trains, 10 
A. 'M., with palace parlor cars, and 11 P. M., with 

alace sleeping cars. 

7 For ewnest take 2 P. M. Boston express, with 
parlor cars. Connects at Wickford for Newport, ar- 
riving 7:50 P. M. 


mis AD Pu 3 4 
STEAMBOATS. 
PRovinence LINE.—FOR PROVIDENCE 

direct; freightonly. Steamers leave Pier 29 (old) 
North River, tout of Warren-st., daily at 4:30 P. M., 
(Sundays excepted,) for Providence, Boston, Lowell, 
Lawrence, Nashua, Manchester, Clinton, Fitchburg, 
Worcester, Portland, and all New-Engiland points. 
Connect with Providence, Worcester, Boston and 
Maine, Boston-and Lowell, Fitchburg and Concord 
Railroads. Insured bills of lading given. For rates 


and information apply to ISAAC ODELL, General 
Freight Agent, P. O. Box 2,959, N. Y. 


ALL FARES REDUCED VIA 
STONINGTON LINE. INSIDE ROUTE. 
Steamers leave from New Pier 36 North River, 
one block above Canal-st., at 4:30 P. M. daily, except 
Sundays. 
~TATUE OF LIBERTY.—STEAMERS LEAVE 
hourly barge‘ office, Battery; valcony Low open; 
round trip, 25 cents. 
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AMUSEMENTS. 


CASINO. BR 30TK.ST. 
SAID. coe ARONS way AND rei 


Evenings at 8. Matinée Sataraay i 


H 


Sth Month, 
AND UNPRECEDENTED SUCCESS 


OF THE MOST BEAUTIFUL PRODUCTION OF 
COMIC OPERA EVER WITNESSED IF 
AMERICA, 


ERMINIE. 


NEW-YORK HERALD: 


“The greatest of all Casino successes. Received 
paoparen 
with roars of laughter.” 


The cast incindes the Mis. 
shart alma vate Bing bs, dase 
. arry ’ ; 
dnd the Messrs. Francis Wilson, M: i oth Hien , 
Hallam, Max_ Freeman Ty Woods, Fred’ 
lifton, J. A. Furey, H. Rolland, J. Tibbetts, &e 
Casino chorus of 40, Casino orchestra of 24. 
fo ten? ae pion teen eer Mr. JESSE WILLIAMS 
: es, scenery, a 
” ADMISSION bg) ments, dete 
Seats secured two weeks in advance. 


LYCEUM THEATRE. 4TH-AV. & 083D.aT 8.14, 
DANIEL FROHMAN. te inant 
TO-MORROW (MONDAY) EVENING 
. Elaborate presentation by Miss HELEN 
DAUVRAY and her Comedy Company, 
secet the management of W. R. Huyden,) 
PEG WOFFINGTON; OR, MASKS AND PACES, 
PEG WOFFINGTON; OR, MASKS AND Faces 

by Tom Taylor and Chas. e. - 
Sir Charles Pomander Mr. J.B. 
Ernest Vane.. Mr. E. B. 
Colley Cibber......................MP. Joseph Wilkes 
i Mr. G. F. DeVore 


. Jd. G. Savil 
Mr, Frank ‘Bocaer 


bao Mr. Gus Bs 
Leiinaehis, ....csccr since ele eee 
} | RRR Beem s+-sesceee....- Master Stevens 
“regaege scersecseccessecccidiee Hille Wilton 
Don sdnctccttacacesd a.-.s.-..Misa Buid Leslie 
Cy ds cdikaaal ss--ssae. Misa isabelle Fyestes 
Roxtalang........,...... -.. Mis ies, 
PEG WOFFINGTON 2 nee ane ate 
Scenery by Voeghtlin snd Dayton. Stage effects by 
man. 


DALY'S THEATRE, BWA “ 

Suey grata chair avgpeais Dare 
; dfess circle, $1; bal Z lo 

EVENINGS begin at 8:15. MATINEES eet ars 


EVERY EVENING 8:15. 
Shakespeare's brilliant comedy, 
THE TAMINGOF THESHREW 


Miss Rehan. Mra. Gilbert, Mi: 

reher, Mise St. Quinten, Mee 
Drew, Mr. Lewis, Mr. Fisher, Mr, 
Clarke, Mr. Skinner, Mr. Leclereq, 
Mr. Gilbert, Mr. Holland, &c. 


A yoaet tom gp of poetic 

—so beantiful, so graceful, and so 
merry that the eye is dazzled, the 
ear captivated, and the senses 
charmed.—TIMES. 


A popular triumph.—H ERALD, 


AS gererni. tastefni, and pyniens 
a production of SHAKESPRAK 
MATINEES a8 our stage has ever 
WED. & BSAT.ITRIBUNE. 


STAR THEATRE, ms wat AND 13TH-8T, 
ae eek. 
Evenings at 8. Saturday matinée at 2. 
MCCAULL OPERA COMIQUE Co. 
JNO. A. McCAULL Proprietor aud Managet 


INDIANA 


A large audience welcomed the bright lines with 
hearty laughter and warm appiause.—Times. 

Nearly everything was encored. The opera was 
Very well sung.— Herald. 

The peseegre will undoubtedly be shared by many 
other housefuls during the successfal run whith the 
play thust make.—Sun. 

itis Worth hearing.—Journal 

Lily Post, Laura Joyce Bell, Annis Meyers, Adine 
Drew, Digby Bell, EK. W. Hoff, George Olmi, Ellis 
Ryse, H. A. Cripps in the cast. Admission, 50 ceuta 
Seats, $1 50, $1, 50 cents, and 25 cents, 

STAR THEATRE. EXTRe 


COMMENCING MONDAY, FEB. 7, 
SALSBURY’S TROUBADOURS 
in their new play entitled 
>_> 


THE HUMMING BIRD. 


HKieaheatense- one 
A modern society comedy in three acts. 
NATE SALSBURY 
(Actor and Manager.) 

NELLIE MCHENRY........ &8.......... Sally Styles 
(a stage-struck lady’s maid.) 
SUPPORTED BY THEIR OWN POWERFUL 
COMEDY COMPANY. 


TAMING 
OF 
THE SHREW. 


known. 


MADISON-SQUARE THEATRE, 
Mr. A. M. PALMER sole ay 5 3 
Begins at 8:30. Over at iL, 
| | | Saturday matinée at 2. 
| 5 A SUCCESS 
} | WITHOUT PARALLEL IN 
y THES HISTORY OF THIS 
THEATRE. 
$ Places secured ONE MONTR 
in advance. 

N. B—Mr. Sidney Woollstt’s fifth morning te. 
cital Monday, Jan. 31, at 11:30. Shakespeare's 
KING JOHN. 

Monday, Feb. 7, 100th performance. 
French Cooks Bail 
GRAND AFTERNOON EXHIBITION 
OF 0 AETER CHEF oEXHIBIT 
for the benefit of the Widows and Orphans’ fund, 
TUESDAY, FEB. 1, 1887. 
METROPOLITAN OPERA HOUSE, 
Ticket, oduerting ntleman and lady, afternoon 
exhibition included, $5. Admission to atternoon ex- 


hibition, $1. 


PALESTINE COMMANDERY, NO. 18, K. T. 
NINTH ANNUAL RECEPTION AND CHARITY 
BALL, 


Proceeds Gevoted to building an Asylum for 
WIDOWS AND ORPHANS, 
METROPOLITAN OPERA HOUSE, 
TUESDAY EVENING, FEB. 8, 1887. 
GRAND EXHIBITION DRILL! 

Music by the famous Twenty-secuud and Seventh 
Regiment Bands, P. 8S. Gilmore and C. A. Cappa, 
Conductors. 

by (admitting gentleman and Iadies,) $5; 
seats, $2. 

AT ALL HOTELS AND TICKET OFFICES. 


MADISON-SQUARE THEATRE, EXTRA. 


i MR. SIDNEY WOOLLETT 
oe TOES 


Will give the fifth recital of the season 
MONDAY MORNING, Jan. 31, at 11:30, 
SHAKESPEARE’S 
KING JOHN, 


Seats secured for any of the series. 
For sale at the box office. 


EDEN MUSEE, 231-st., between 5th and 6th avg 
Sundays, 1 to 11, 
STORMING OF CONSTANTINOPLE. 
NO ADVANCE IN PRICEs. 
SUNDAY ADMISSION, 25 CENTS. 
TWO GRAND SACRED CONCERTS. 
MUNCZI LAJOS, 

Hungary’s greatest violinist, and 
PRINCE PAUL ESTERHAZY’S ORCHESTRA, 
Concerts from 2 to 5 and 8 to 11. 
AJEEB—The mystifying chess automaton—AJEEB 


FIFTH-AVENUE THEATRE. 
MON DAY, Jan. 31, for two weeks, 
ROBERY? B. MANTELL 
as RAPHAEL, the Sculptor, 
in the grand romantic drama, 
THER MARBLE HEART. 

Brilfiant east. Appropriate scenery, 
New costumes and appointments, 
Evenings at 8. Saturday matinée at 2. 

Seats can now be secured for any performance. 


TANDARD THEATRE, VOKES 
— LAST WEEK BUT ONE, 
ROSINA VOKES 
IN A NEW TRIPLE BILL. 
Revival (by universal request) of 
MY MILLINER’S BILL. 
“HIS’ART WAS TRUE TO POLL.” 
TO BEGIN WITH THE BARON’S WAGER, 
TO CONCLUDE WITH A DOUBLE LESSON, 
EVENINGS at 8:15. SATURDAY MATINEE at 3 


HARRIGAN’S PARK THEATRE. 
EDWARD HARRIGAN Proprietor 
M. W. HANLEY Sole Manager 


Eveningsat 8. Matinées Wednesday and Saturday at 
2, EDWARD HARRIGAN’S NEW PLAY, 
McNOONEY’'S VISIT. 

Mr. EDWARD HARRIGAN az Martin McNooney, 
assiste: by his excellent company of local favorites, 
Mr. DAVE BRAHAM and his popular orchestra. 


CHICKERING HALL 
NEW-YORK PHILHARMONIC CLUB. 
Third concert TUESDAY EVENING, Feb. 1, 1887. 
Soloists: Miss ELLA EARLE, Mr. 8S. B. MiLLS, 

Mr. EUGENE WEINER. 
Reserved seats,$1 50, for sale at Edw. Schuberth & Ce 


POOLE’S THEATRE, 8th-st., bet. Bway & 4th-av4{ 
RESERVED SEATS, 85c., 50¢., 750. 
THIRD WEEK OF THE GREAT SUCCESS, 

Stanley, Macy, and Laura Dinsmore in R. G. Mom 
ris’s comedy, THE KINDERGARDEN. 
Matinées Wednesday and Saturday. 


POOLE’S THEATRE, 8th-st..bet. B’way & 4th-ave 
Prof. DE MORGAN'S LECTURE TO-NIGHT, 
IRELAND, THE EMERALD I18LE, 

80 Views Stones, Legends, Anecdotes, &c. 
Seats 25c. and 50c.; open 7 :30; begin 8:30; over9:46, 


BIJOU OPERA HOUSE, 
2D WEEK. ENORMOUS SUCCESS. 
NAT C. GOODWIN 
as PRINCE LORENZO in 
THE MASCOT, 


LYCEUM THEATRE. 28D-ST. AND 4TH-AW, 
Mr. COURTENAY THORPE’S READING 
Ti Bt hag eR RE RRS POND’S, 
¢. , $1. or ‘ 
TYSON’S, and all usual places ® 








'VASSAR’S 
GRADUATES FLOCKING 10 THE 
ANNUAL RECEPTION. 
®LECTING OFFICERS, LISTENING TO AD- 
DRESSES BY THFEIR NEW PRESIDENT 
AND THE OLD, AND EATING A LUNCH. 
_ The loyal daughters of Vassar, fair-faced 
girls and matronly gracuates, took complete 
possession of the Hotel Brunswick yesterday 
and made all its parlors and corridors as melodi- 
ous as the old college itself on Founder’s Day. 
It was the annual reception of thé Vassar 
Alumne Association of New-York City and 
vicinity. The business meeting was called at 11 
o’ciock in the morning, and at that hour the big 
banqueting hall of the hotel was buzzing like a 
factory. as over 200 specimen products of the 
higher education of women told each other how 
"very “‘ superior’ it was to be there. 
' Miss Arnold, of Philadelphia, the retiring 
President of the association, was in the chair, 
and various reports were read and accepted. Of 
chief interest was the report of the Committee 


on Physical Culture. Last year a generous 
glumna offered to give $5,000 toward the pro- 
um, provided that an additional 

15, could be raised. The report showed 
that $8,351 had been subscribed, and an earnest 
appeal was made for the remainder in order that 
the foundations might be laid before next June. 
The election of officers for the ensuing year re- 
gulted in the election of Mrs. Frances Fisher 
Wood, wife of Dr, M. B. Wood, President; Miss 
Evelyn Hakes, Vice-President; Miss Eleanor 
Clarke, of Flushing, Secretary, and Mrs. W. H. 
Allen, Jr., Treasurer. 

Following the meeting, an elaborate luncheon 
Was served inthe upper dining rooms, and no 
ayer throng ever met around a festal board at 
f oollege dinner. The girls showed that they, 
*too, had reminiscences as convulsingly funny 
‘sever were treasured up rs the graduates of 
Yale and Harvard. Amon ealumne present 
swere Mrs. Truman J. Backus, Mrs. Francis E. 
Fitch, Mrs. C. M. Pratt, Mrs. William J. Rich- 
ardson, Mrs. William C. Brownell, Mrs. George 

. Prentiss, and Mrs. J. Warren Greene, of 
: klyn; Mrs. J. Wells Champney, Mrs. W. T. 
Cornell, Mrs. Edward Winslow, Mrs. D. D. 
Parmly, Mrs. G. G. Trask, Mrs. G. G. Gillette 
Dr. Mary T. Bissell, and Mrs, F. L. Babbott, o 
this city; Mrs. H. C. Folger, of Elizabeth; Mrs. 
Alexander McCoy, Mrs: George 8. Barnes, and 
Mrs. Adam Fetteroli, of ene a Mrs. Ed- 
ward Waring, of Plainfleld; Mrs. E. H. English, 
ot New-Haven; Mrs. E. 8. Atwater, and Mrs. 
Charies Swift, of. Poughkeepsie, and Miss Ger- 
trude Palmer, of Williamsburg. 

Luncheon was prolonged until nearly 3 o’clock, 
rwhen the invited guests began to ve for the 
reception which was tendered by the association 
to meet President Taylor, the recently elected 
s#uceassor of President Raymond. The audience 
svhich assembled to hear the addresses at 3:30 
o'clock was ope of which any institution might 
be proud. e big hall utterly refused to ac- 
eommodate the hundreds who gought admit- 
fance, and the 10 young ladies who played ush- 
ers were completely at a loss after the closely 
wedged chairs were all occupied. 
: The address of the incoming President of the 
Allumne Association was received with the 

eatest 5 hr Mrs. Wood said: ‘‘Society’s 

test challenge to higher education is, ‘Does 
woilege fit women for social life?’ Already the 
mwause of higher education has passed the ex- 
perimental stage. The college alumnz has 
Peased to be a rara avis, and girl graduates are 
as numerous as roses. Time has been to us 
& most powerful ally. It has solved questions 
A¥e CO not answer, and now we no longer 
meet the demands of the public with promissory 
potes, but with the solid wealth of experience. 
‘Are we not women? Is the social part so im- 
jportant that we must forget that we are wives 
and mothers? Yet grant that some girls are 
especially fitted for ee. How shall we 
&reat these exceptions? The rich of to-day are 

e poor of to-morrow. The education that 
eaves the nature pliant for fortune or mis- 

rtune is the best. Let us change the question 
to meet the publicdemand. Does college edu- 
vation unfit woman for social life? It not only 
oes not, but above and beyond every other 
ne influence fits her to absorb its P oae and 
reject its evil influence. The higher educa- 
tore 9g stronger the influence given and re- 


ved. 
President Taylor returned thanks for the greet- 
‘ing given him. ‘Although it is 25 years,” he 
‘said, “since Matthew Vassar laid his broad foun- 
ation, it cannot be said that the popular mind 
has awakened to the importance of the move- 
ment. The signs of the times, the preparations 
which are given girls desiring a college educa- 
tion, and the levity of a certain part of the press, 
ms if it were a humorous thing for a girl to 
ahink of higher education, do not make one 
eel that the advance hae been all that was 
oped. But the movement is making prog- 
pore, and we can walk by sight as well as 
Dy faith. I believe it matures and deepens 
‘woman: Vassar Coliege, as President Raymond 
waid, stands for order and regularity in woman’s 
education, and all demands to lower the standard 
shave been met with an honesty and energy that 
‘I have never seen equaled. [am not here to beg, 
‘Dut there is a popular supposition that the col- 
lege is above want. There are not many at Vas- 
gar with that belief. It wants half a 
; on doHars to put it on its feet.” 

Miss Sarah ’84, of Danville, Ky., who re- 
wently made her début at Chickering Hall, sang 
“Faith and Constancy,” and was ey, 

lauded. In the reception which followed S- 

ent Taylor received with Mrs. Wood, Mrs. J. 

Taylor, of Poughkeepsie; Mra. William R. 
Thompson, of Pittsburg, and Miss Cecil. 

Among the guests present were President 
Gates, of Rutgers College; President Barnard, 
of Columbia; President Seelye, of Smith; Mr. 
and Mrs. James B. Culgate, Mr. and Mrs. Thomas 
C. Acton, Mr. and Mrs. John D. Rockefeller, Mr. 
and Mrs, William Rockefeller, Dr. Mary P. Jacobi, 
Dr. and Mrs, A. N. Brockway, Miss Brigham, 
Miss Grace Dodge, Miss Joseph H. hente, 
Mr. and Mrs. Melville Dewey, Mr. and Mrs. 

oseph Drexel, Mra. Abram Hewitt, Mr. and Mrs, 

H. Sotebkiss, Dr. and Mrs. Edward Judson, 

Tr. and Mrs. Henry G. Marquand, Prof. Mer- 

riam, of Columbia; Surrogate Rollins, the Hon. 
ad Mrs. Seth Low, Mr. and Mrs, Bernard Pe- 
rs, the Hon. Stephen A. Walker, Mr. and Mrs. 

-A. Matthews, Dr. Alfred Loomis, Mr. and Mrs. 

les Pratt, of Brooklyn; Mrs. Holbrook, of 
Yonkers; Miss Lucy Spelman, Dr. and Mrs. J. 
B. Thomas, Mr. G. D, White, Mrs. Young-Fulton, 
ss Graham, Mrs. Robert G. Minturn, Mr. and 
irs. J, 8. T. Stranahan, Mrs. William H. Choate, 
Miss Drexel, Mrs. Elwell, Mr. and Mrs. Camden 
Dilse, Miss Delafield, Mrs. Morgan L. Smith, Mr. 
and Mrs. Frank Stockton, St. Clair McKelway, 
and Mr. and Miss David Stone. 


A VAIN COMPROMISE. 
When the case of G. W. Chater Clarke, 
who is charged with having swindled 
George Aitkens over two years ago out 


of $500 by romisin him employment 
In the Industrial Exnibition Printing and 
Publishing Company, was called for examina- 
tion before Justice Ford,jat the Jefferson Market 
Police Court yesterday, the counsel for tne 
complainant told the magistrate that the de- 
fendant had made reparation to his clfent, and 
therefore he not desire to ress 
the charge any further. The counsel for 
Clarke asked the magistrate to dismiss the 
complaint, as the defendant had paid over the 
money out of which he is charged with havin 

swindled the complainant, and that in any even 

there was no ground for a oo of larceny. 
Justice Ford refused to dismiss the complaint 
and said that any arrangements that the parties 
wished to make to settle the matter must be done 
‘with the concurrence of the District Attorney. 
Then counsel for the complainant returned to 
the counsei for the defendant the money he had 
received to compromise the case, and received 
back from the latter the receipt he had given. 


The bail was fixed at $500, and in 
Clarke was locked up. ; ee 


SUIOIDE IN CENTRAL PARK. 

As a Central Park policeman was going 
along the east walk just before 7 o’clock yester- 
day morning a man sitting on a bench near Fifty 
ninth-street discharged a revolver at his right 
temple and fell to the ground just as the officer 
reached him. Raising the wounded man’s head 
and placing his waterproof cloak under it, the 
officer ran to the Arsenal and summoned an am- 
bulance from the Presbyterian Hospital. When 
it arrived the man was dead. 

He was Leonard Birnbaum, 30 years of age, 


and lived with nis mother at No. 71 East Fifty. | 
ninth-street. He worked as a shirt cutter for a 


firm down town and at oer made shirts on his 
own account at No. 954 Third-avenue, Hig 
business was managed by Henrietta Baur, to 
whom he was to have been married to-day. It is 
bupposed that he attempted suicide because of 
financial reverses and the knowledge that he 
could not properly support his wife. 


ee 


AN ASSEMBLYMAN'S PERIL. 
Assemblyman William Dalton keeps a 
shop for the sale of butcher’s implemeuts at No. 
497 Eleventh-avenue. Michael McCool went 


into the shop intoxicated Friday, and while 
there flourished a revolver with such reckless- 
ness that Mr. Dalton put him out into the street. 


A short time after McCool returned, and, pre- ' 


senting the revolver at the head of the Assem- 
blyman, spapped it five times, Fortunately the 
revolver failed to go off. McCool was arrested 
and Justice Ford held him in $1,000 bail for his 
ood behavior in future. He was locked up in 
efault of bail. He is 26 years old and lives at 
No. 516 West Thirty-sixth-street. 


PLAN FOR ARBITRATION REJEOTED. 

The Association of Shoemakers met at 
oon yesterday at No. 58 College-place. After a 
discussion of the case of Gardiner & Co., whose 
employes are on strike, F. F. Donovan, of the 
State Board of Arbitration, was admitted. He 
Eropesen that a local committee of arbitration 

© formed of two employers and two members of 
District No. 91, who should choose a fifth mem- 
ber, to be Chairman of the board. This was re- 
jected by the Knights of Labor and the commit- 
tee from Gardiner’s shop, who insist on the old 
rule of three men from each side. Mr. Donovan 


was surprised at the rejection b 
wast ofthe hones, jection by the men of the 


LOYAL ALUMNAE 


UNEXPECTED GOOD FORTUNE, 


A JOKE THAT TURNED OUT WELL FOR 
MISS MALCOM. 
New-HAaven, Conn., Jan. 29.—Miss Julia 
A. Malcom, a teacher in the Webster-street 
school, of this city, who a few weeks ago had 


nothing to depend upon fora livelihood but a | 


meagre salary, is now glorying in the title of 
heiress. Ten years ago Thomas F. Clark, fla 
friend of Miss Malcom, in ajoking way, made her 
a present of a deed of certain lands in Colorado, 
which at the time were considered worthless by 
the owner. Miss Malcom accepted it in the same 
spirit in which it was offered, remarking that 
aithough it was worthless she would keep it as a 
reminder. She laid it aside among some other 
papers, and since then had thought no more 
about it, and the circumstance had almost passed 
from her mind until it was recalled last week by 
a letter which came from Colorado. 

The letter was short, and stated in substance 
that on the land for which she beld the deed a 
lead mine of great richness had been discovered, 
and a syndicate, of which the writer was Presi- 
dent, had empowered him to make an offer of 
$250,000 for it, If she accepted a check for that 
amount would be at once forwarded to her. 
Miss Malcom, however, placed little faith in it, 
and it was not until she made ey ppt through 
several reliable sources that she discovered the 
truth of the writer’s statements: She at once 
informed him that the offer would be accepted, 
and has since been notified that a check for the 
amount nas been forwarded toher. Miss Malcom 
is now awaiting the arrival of the check before 
sending on the deed properly transferred, 

She has decided to resign her position as teacher 
in the Webster School. 

CESAR ELSE SR Rat A 
BARTHOLDI MUCH PDEASED, 

M. Bartholdi has written a letter to the 
American Committee giving his views of the 
work pertaining to the statue of Liberty. The 


letter is dated Jan. 5. M. Bartholdi states that 
on his return to Paris he had related to the com- 
mittee there all that had been done in New-York, 
and had given an account of the beauty of the 
—— work. He was very happy to notice 

ow complete the result had been in all that 
concerned the architesture as well as the mount- 
ing of the statue. The execution in its details 
as well asin the whole is perfect, according to 
M. Bartholdi. ‘I have not the slightest fault to 
find,” he says, ‘‘and I have no doubt that with 
care and looking after the monument wil! last as 
long as those built by the Egyptians. 

«* As regards the question of the light, the ob- 
ject of many controversies,” says the artist, 
**the public has been somewhat surprised, be- 
cause the statue had been before represented 
white and shining in the dark, as it silvered, 
while such an effect is impossible, as the dark 
color of the copper will absorb all thelight. I 
believe the determination taken to be excellent, 
and the luminous fire in the head very logical 
and happy in effects.” He suggests that the 
grees slopes fronting the fort walls be increased 

n height, in such a way that only one half of 
what is now seen of the walls can be perceived. 
This, he thinks, would increase the apparent vol- 
ume of the pedestal. With the completion of 
the large steps affording access to the pedestal 
the general outline, in his belief, will be as per- 
fect as it is possible to desire. 
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DISCHARGES AT THE NAVY YARD. 
Constructor Peck paid off 400 men at the 
navy yard yesterday and ordered them to lay off 


until Tuesday. If no money is received before 
that time they will be laid off permanently. 


ee 

READY HELP is afforded by Dr. D. JaYne’s 
EXPECTORANT to all sufferers from coughs and 
colds, sore throats, or lung disorders. By resort- 
ing to it relief is not only obtained from the more 
distressing symptoms accompanying severe colds, 
but the vital organs of the lungs and throat are 
saved from more serious affections. This medicine 
is a safe family stand-by in cases of croup and 
whooping cough.—Advertisement. 


Alma & U0. 


Now offer the balance of 


LADIES’ 
MERINO, WOOL, AND SILK 


UNDERWEAR 


AT REDUCED PRICES. 


Kibbed Wool Jersey fitting 
Vests, Pink and Blue, at 
$1.25. 





Cartwright & Warner’s 
Vests and Drawers at $1.45. 


Combination Suits at $1.55, 
$1.75, and $2.90. 


Heavy pure Silk Vests at 
$6.90. 


Handknit Colored Skirts at 
$2.90. 


And various other styles of 
Merinos, &c., greatly reduced 
in price. 


Nineteenth-street and Sixth-avenne, 


ANNOUNCEMENT ! 


B. L. SOLOMON’S 
SONS, 


HAVING DECIDED TO 


gk GT § R E 


FROM THEIR 


RETAIL 


BUSINESS, WILL, COMMENCING February 1, 
DISPOSE OF THE ENTIRE STOOK OF 
FINE AND MEDIUM-PRICED 


FURNITURE 
AND 


WALL PAPERS. 


IN THELR UPHOLSTERY DEPARTMENT 
GREAT BARGAINS CAN ALSO BE HAD IN 


| FURNITURE COVERINGS, PORTIERES, LACE 


AND MADRAS CURTAINS, 
PLANO. COVERS, &c., &c. 


UNION-SQUARE and {6th-ST. 


TABLE AND 


1 re ee eee Ee EE Oe ee re 
S EALSKIN SACQUES,—AFTER YOU HAVE 

looked around and sulted yourself with a Seal- 
skin garment do not buy it, but get the lowest fig- 
ures, and then call and look at ours, and we will 
show you the most perfect titting and best quality 
Alaske Sealskin Sacques, Dolmans, and Newmar- 
kets in the city and the largest stock to select from 
and the price shall be from $25 to $50 less; a full 
written guarantee given with each garment. W. 
H. HALL, manufacturer for the past 30 years, 261, 
ee between Park-place and Mur- 


WVUINK-LINED CIRCULARS, MINK SHOUL- 
der Capes; prices marked down. 0. C. SHAYN KE, 
Furrier, 103 Prince-st. 

SEALSKIN SACQUES, HIGHEST GRADE 
S=4 own, make; our prices are $25. tere 
8 hep ner ermig peemcnt than uptown. W. H. 

4, tyanufacturer for the pz 30 years, 261, 2 
rere Oe pen past 30 years, 261, 263 


C pron. SHAYRE, HAS MAPKED DOWN 
*priges of sealskin garments ; fashicnuah) 
fate” MDS Prinoeat, aaa fashionable 
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Che Hews Hoch Times, 


E. J. DENNING & GO, 


SUCCESSORS TO 


A. T. STEWART & CO., 


(RETAIL,) 
Invite special attention to their 


EXTRAORDINARY SALE 


FINE DRESS GOODS. 


2,500 YARDS 


fine Dress fabrics, in Stripes, 
Plaids, and Brocades 


AT $1.00 PER YARD; 


marked down from $2.00, 
$2.50, and $3.00. 


250 pieces 42-inch all-wool 
corded Check at 40c. per 
yard; reduced from 75c. 


LOO 


COMBINATION ROBE PATTERNS 


AT $7.00 TO $12.00 EACH ; 
REDUCED FROM $12.00 TO $25.00. 


1,500 REMNANTS . 


FINE DRESS MATERIALS 


AT HALF PRICE. 
1,500 PIECES 


FINE FOULE CLOTH, 


all wool, 40 & 42 inches wide, 


THE REMAINDER OF 
A FRENCH MANUFACTURER'S 
SIOCK, 


THIS SEASON’S IMPORTATION, 


BOUGHT GREATLY UNDER VALUE, 
AND OFFERED AT 


50C., 65C., AND 75C. PER YARD; 
REGULAR PRICES, 
75c., $1.00, and $1.10. 


Broadway, 4th-av., 9th and 10th sts. 


Ed. DENNING & GO 
SPECIAL SALE, 


100 PIECES 
FRENCH 


FURNITURE =TAPESTRIES 


LESS THAN HALF PRICE. 


40 PIECES AT $1.75 PER YARD; 
reduced from $4.00. 


30 PIECES AT $2.75 PER YARD; 
reduced from $6.50. 


30 PIECES AT $3.50 PER YARD; 
reduced from $8.00. 


FURNITURE REOPHOLSTERED 


promptly, in the best man- 
ner, and at very moderate 
charges. Estimates  fur- 
nished. 


They also offer 


UNUSUAL INJUCEHENTS 
CARPETS. 


INGRAINS AT 45¢. PER YARD. 
TAPESTRIES,, 50c. ,, ,, 
BRUSSELS ,, 850 ,, ,, 
WILTONS =, $1.50 __,, 


Broadway, 4th-av., 9th and 10th sts. 


B Altman & C6, 
FURS. 


SEAL DOLMANS. 


Reduced from $265 to $190. 
Reduced from $295 to $225. 


SEAL WRAPS.- 


Reduced from $110 to $69. 


SEAL JACKETS. 


$58, $69, $78, and up. 


CIRCULARS, MUFFS, 
BOAS, and FUR TRIM- 
MINGS proportionately low. 


Nineteenth-street and Sixth-avenue, 


NENUINE SHETLAND SEALSKIN 
Fsacques, Hudson Bay Otter Sacques; best in the 
world; prices marked down. ©. C. SHAYNE, Man- 
ufacturer. 103 Pringe-st.. near Broadwaye | \ 
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Sunday, 


a 


ara brothers. 


SPECIAL SALES 
LADIES 


MUSLIN, CAMBRIC, & PERCALE 


Undergarments. 


LADIES’ CHEMISES 
at 39¢.,48¢.,69c.,98c., and $1.25. 


LADIES NIGHTGOWNS 
at 65¢.,85c.,98¢.,$1.35 and $1.48 


LADIES’ SKIRTS 
at 39c,,48c.,13s., 980, and $1.25, 


LADIES CAMISOLES 
at98c.,$1.25,$1.48,$1.98&$2.48 


All excellent shapes, and made 
of the hest class of materials. 


In addition, the remainder of a 
special purchase of 


HAND-MADE 


FRENOH COUTILLE & SATEEN 


CORSETS, 


in all sizes and colors, 


at Sle. $1.19 and $1.42. 


ANNUAL 
Clearing Sale in Our 


SHOE DEPARTMENT. 
Ladies’ Kid, Straight Goat, Qh 
Reduced from $3.85, $4.50 and mae 
Ladies French Kid Shoes, 
Common Sense and Box- 

Toe Styles, at - - - 
OPENING OF 
Additional Novelties in 
Cotton Dress Fabrics 

aril Brothers, 
32 to 36 West 23d-st. 
23 to 35 West 22d-st. 


and Kid Top Shoes at - 
2.89 
Fmbroidered Robes. 
Moench) 


Constable K (Cs 


SPRING NOVELTIES 


will be opened on Monday in 


“Anderson's” Zephyrs, 
Printed Sateens, 
and Cotton Dress Goods, 


Broadooay L 19th st. 


HAVE YOU CATARRH? 
ARE YOU GOING INTO CONSUMPTION ? 


Do You Have Asthma? 


# By means of the Prrrow- 
ji INHALER, sufferers in every 
| part of the land have been 
‘ cured of the above diseases, 
ty i and many who were for years 
\\ } afflicted are now strong and 
\ \i) 2 é well. amt Lag lla Hong 
WwW —W 7 <4-s— is apparently only a pillow, 
\s SSE but i liquid weoticines that 
are harmless (tar, carbolic acid, iodine, etc.) it gives off an 
atmosphere which you breathe a// might (or about eight 
hours), whilst taking ordinary rest in sleep. There are 
no pipes or tubes, as the medicine is contained in con- 
cealed reservoirs, and the healing atmosphere arising from 
it envelops the head. It is perfectly simple in its work- 
ings, and can be used by a child with absolute safety. 
Medicine for the reservoirs goes with each INHALER, 
ready for use. The senaweat and simple power of the 
Pittow-INHALER is in the long-continued application. 
You breathe the healing vapor continuously and at a 
time when ordinarily the cavities of the nose and 
bronchial tubes become engorged with mucus, and 
catarrh, throat and lung diseases make greatest pro- 
gress. From the very first night the passages are clearer 
and the inflammation is less. The cure is sure and 
reasonably rapid. 

Mr. Henry W. Puant, a Promingyt New York Mrncwant, 
112 Watxer Srrezr, writes: ‘‘My wife used the Prtow-Inuaten 
for a very severe attack of Catarrh. It notonly gave her great 
relief, but also made a cure, as she has not been troubled with it in 
the least since she used it.” 

Call and see the Innarer, or send for Descriptive 
Pamphlet and Testimonials. 

THE PILLOW-INHALER CO., 
25 East 14th Street, New York. 
Main Orrics: 1520 Chestnut Street, Philadelphia, 


MUEFS. BOAS, ROBES, CAPS, AND 
Gloves; prices reduced. 0, OC. SHAXYNE, Far- 
rier. 108 Prince-st, 


Acnuary 30, 1897.—r4 


es 


LAGE SALE 


aT 


SPECIAL PRICES. 


B Altman & Co, 


OFFER AT 


to a 


o 


REGULAR PRICES. 


Embroidered, Beaded, and 
Fancy Dress Fronts for Evening 
Wear, Oriental Flounces and 
Laces, Fedora Flounces and 
Laces, figured and beaded Nets, 
&c., &e. 


Duchesse Laces reduced to 
$1.90, $2.10, $2.45, $2.90, 
$4.90, and $7.90. 


BLACK LACES. 


Black hand-run Spanish Laces 
reduced to 65c., 75c., and 95c. 


Black hand-run Escurial 
Laces, 78c., 98c., and $1.10. 


Black Escurial Laces, (imita- 
tion,) 12c., 19c., 24c., 35c. 


Black Real Thread Laces, 78c., 
$1.95, $3.90. 


Black Guipure Laces, 39c., 
4d5c., 75c., 98c. 


Black French Laces, 
28c., 39c., 45c., 65c., 
90c., $1.10. 


Black French Nets, 
$2.45, $3.50, $3.90. 


14c., 
73®:, 


$1.90, 


Also, 


Hamburg Embroideries in 
new Designs at Extremely Low 
Prices. 


Nineteenth-street and Sixth-avenne. 
6th-av., Cor. 22d-st. 


MILLER’S. 


CORSET COVERS, 
7 5c. 


25 dozen fine Cambric per- 
fect fitting Corset Covers, 
trimmed with Medici and 
Torchon Laces, and fine 
Hamburg Embroideries, re- 
duced from $1 50. 


MILLER ’S, 
6th-av., cor. 22d-st. 


JACKSON'S 


MOURNING STORE, 


777 BROADWAY, BET. 9TH AND 10TH STS. 


GREAT REDUCTIONS, 
PREVIOUS TO STOCK TAKING, 
THROUGHOUT OUR 
ENTIRE ESTABLISHMENT. 
50 PIECES 40-INCH ALL-WOOL 
BLACK CASHMERE, 76c.; 
¥ORMER PRICE, $1 15. 


JACKSON'S, 


777 BROADWAY, BET. 9TH AND 10TH STS. 


ELT SD PD A es ODA See et 
C 0. SHAYNE, FURRIEHR,103 PRINCE-ST., 
*will make extensive alterations on his buliding 
the coming Spring; offersextra bargains in Furs to 
Close out. 
ia sn et nl A A Ds a fC Bm De thea twee a. OR 
& EALSKIN SACQUES.—_WE DO NOT AS 
sert that we have marked down our Sealskins 50 
ng cent., but we do claim, and are proving it daily 
y hundreds of ladies, that our garments are the 
finest goods in the city, and the prices $25, $50, and 
$75 lower than up-town pce. W. H. HALL, 
manufactarer for the past 30 years, 261, 263 Green- 
wich-st. 





ee eee Se 
& EALSKIN LONG COATS, PALETOTS, AND 

Newmarkets, all sizes; prices marked down. C, 
C. SHAYNE, 103 Prince-st. 


W:;: H. HALL, MANUFACTURING FURRIER 
for the past 30 years, 261, 263 Greenwich-st.; 
Sealskin Sacques of the medium and finest grades 
from $90 up. 

wt EALSKIN JACKETS AND SHORT WRAPS 
S prices marked down. C.C. SHAYNE, Purrier, 
105 Prince-.st. 


PRE ONLY UP-TOWN OFFICE OF THE 
TIMES is at No. 1,269 BROADWAY, between 
31st and 32d sts. 


T\ECIDED BARGAINS.—SEALSKIN GAR. 
MENTS, Fur-lined Cirewara, 0.0, SHAYNE, 
Furrier, 103 Prince-st. 
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HEARN 


30 AND 26 WEST FOURTEENTH-ST., 
29,27, AND 25 WEST THIRTEENTH-ST. 


February is called “dull season.”...... Tomake this 
& busy week—to fitly close abusy year—to sell our 
Winter stock we give some interesting prices: 

IN LADIES’ CLOAKS AND WRAPS, 
several thousand garments at such attractive prices 
that you cannot fail to buy, commencing at TWO 
DOLLARS for garments that were $8, and including 
Garments at FIFTY DOLLARS that were $125 

the finest stock of wraps ever shown in Febru- 
ary: new and fashionable and suitable for next 
three months. 

SEAL PLUSH GARMENTS. 
Wraps, with plush ball trim $12; were $30 
Jackets, with and without lynx 12; were 30 
Sacques, seal trim, satin linings 16; were 35 
CLOTH GARMENTS, 

Newmarkets, (check,) with capes 
Far em fancy, various styles 
Jackets, biack and color 2; wers 8 
Wraps, boucle, astrakhan and beaver... 5; were 14 


BROCADE VELVET and FRISE WRAPS, 
with Feathers, Fur, and Fringe $8; were $20 


ALASKA SEAL GARMENTS. 
Sacques and Wraps $59; were $125 
150 
175 
200 
400 


Sacques and Wraps 
Sacques and Wraps 
Sacques and Wraps 
Newmarkets 199; were 
FUR-LINED CIRCULARS, 

CM diss eiedcaged $10; Hampster 
Siberian Squirrel 21|Mink 

There is not one single garment——-Fur, Silk, 
Plush, or Cloth, that has not been reduced to price 
that must eflect its sale. ; ; 


OF DRESS GOODs, 
Cloths, Cloakings, Velveteens, and Corduroys, where 
can you find a better stock than in our store’. 
Where can you find desirable goods at such popular 
prices at all seasons of the year? 

Because we sell while, new and fashion- 
able, be losses what they may One year never 
sees last year’s goods upon our shelves and counters. 

This week, prices that will quickly sell balance 
of Winter stock. 


AT EIGHTY-SEVEN CENTS, 
Silk and Wool Plaids, Stripes, Bourettes, and Bro- 
cades that cost two to three dollars a yard. 
AT FORTY-NINE CENTS, 


Fancy Stripes, were $1, wool Cashmeres and wide 


Cloths, Tricots, and Nun’s Veilings, that were 75 
cents. . 


AT FORTY-NINE CENTS, 
were 75. 


40-inch wool T wills. 

Toboggan Suitings, all colors. 

Faacy Checks. 

Satin Berbers, Tycoons, and Delaines. 

GREAT REDUCTIONS IN FLANNELS. 

Eider down Flannels, (yard wide) .49 cents; were $1 
Jersey Flannels, the best. 

White and scarlet Flannels 


Corduroys, 
At 19 cents, 
At 11% cents, 
At 10 cents, 
At 7 cents, 


35 cents; were 70c. 
19 cents; were 30c. 


Do you know that our stock of Embroidered Flan- 
nels exceeds any shown by any? Over five hundred 
pleces—gray, red and white— 

AT MANUFACTURERS’ COST. 


SILKS, PLUSHES, AND VELVETS. 
AT FORTY-NINE CENTS, 
Two hundred pieces of 
SILK PLUSHES———ALL COLORS. 


AT NINETY-EIGHT CENTS, ’ 
Striped Velvets that were———_———-$2 to $4 


Others at $3 98 and $4 98 
that were.......... acon deeedabe Ten to Twelve dollars. 


BARGAINS IN BLACK SILES. 
BARGAINS IN COLORED SILKS. 


WINTER HOSIERY CLOSING OUT. 


Children’s Corduroy Ribbed...—....23 cents; were 35 
Ladies’ solid colors and black. 24 cents; were 39 
Fancy stripes $9 cents; were 5u 
Balbriggans, extra long 14 cents; were 25 
Men’s superfine, full regular. 13 cents; were 23 
Super stout, extra heavy 19 cents; were 30 
Fancy stripes 14 cents: were 25 
Solid colors 


AT ONE SEVENTY-NINE, 
Men’s all-wool Cardigan Jackets, that were $2 50. 


AT THIRTY-NINE CENTS, 
Men’s colored Merino Shirts and Drawers; were 60c. 


AT THIRTY-NINE CENTS, 
Ladies’ Merino Vests and Pants; were 60c. 


New stock of our celebrated dress shirts 
AT SIXTY-SEVEN CENTS. 
Materials and workmanship guaranteed. 
BARGAINS IN GLOVES, 


Four-button kid, embroidered, all sizes, 
SIXTY-SEVEN CENTS; were $1. 


3-button Black Kid, small sizes, also large sizes in 
Slate, TWENTY-NINE CENTS; were 75. 


Cashmere Jersey Gloves 15 cents; were 25. 


STILL LOWER PRICES FOR UMBRELLAS. 


26-inch all-silk Paragon frame, 
natural handles, were $2 75.... 


26-inch silk (oil boiled) gold-mounted handles, 
never before sold under $3 15 at $1 


DEMAND FOR 
CARPENTER’S DEER-HAIR BUSTLES 
CONTINUES AND INCREASES. 

Their good qualities are appreciated. 

Sales larger and larger each week. 
THREE SIZES. 

No. 1...49- cents; No. 2...59 cents; No. 3...79 cents 
Bustles are in the Corset Department. 

IN UPHOLSTERY 


we have revolutionized the trade Days of large 
es are passed t six months’ sales more 

han double previous record No one ever named 
such prices for Tapestries, Plushes, Portieres, and 
Curtains as those at which we have sold All 
through the season we have been selling the finest 
goods always below competitors, and many in- 
stances at half Some say that when we have the 
trade of volume satisfactory that we will advance 
our profits © broad, straight road 
that brought department to SUCCESS will be 
lengthened and be broadened. .....That there may be 
no 8 to climb, we are going to sell our present 
stock (while new) at prices that will enable us in 
short time to offer other new goods elty 
and value” is the order of the day. 


Antique Curtains $2 98 to $9; were $7 to $21 
Madras Curtains $2 49 to $7; were $3 50 to $10 
Nottingham Curtains..49 cents to $3; were 75 to $5 
Reversible Portieres $2 97; were $5 
Spun Silk Portieres $8; were $12 
jenna Portieres $10 to $20; were $15 to $30 
35 cents; were 50 
Tinsel Tapestries...69 cents to $2; were $1 25 to $4 
Spun and Raw Silk.75 cents te $3: were $1 50 to $6 
Reversible Cotton Plushes 97%, cents; were 15 
Reversible Fancy Plushes 19 cents; were 35 
Silk and Frisé Plushes 49 cents; were $1 
Furniture Coverings...............5% cents; were 10 
6% cents; were 12% 

77, cents; were 15 

.1234 cents; were 20 

12%3 cents; were 20 

-..15 cents; were 25 

17 cents 
_.a----49 Conta 


ODD LOTS and SHORT LENGTHS of 
Scrims, Curtain Laces, Etamines, and Draperies 
LESS THAN HALF PRICE. 


EMBROIDERIES. 


In addition to bargains at 13 cents 16 cents 
23 cents, and 49 cents, we offer this week 


AT NINETY-EIGHT CENTS, 
Elegant Flouncings, 45 inches wide; were $1 60. 


AT THREE CENTS AND A HALF, 
Another lot of Wool Laces; worth 15 cents. 


AT } E CENTS AND THREE-QUARTERS, 
ppb aid Grain Ribbone, crown edge; worth 15 
centé. 


T NINETEEN CENTS, 
Real ‘antiaue Laces and Insertings; were 50, 


T TWENTY-FOUR CENTS, 
Buttons that were one and twe dollars. 


AT THREE CENTS 
Clasps, all kinds; worth 25 'to 50. 


at$i 99 


98 


Wood Poles, brass fixtures. 
Brass Poles, with fixtures. ..... ......- 


FRIDAY, AS USUAL. BARGAIN DAY. = 


R.H.MACY&CO, 


I4TH-STREET, 6TH-AVENUE, AMD 18TH 
STREZT. 


GRAND CENTRAL FANCY AND DRY GooDs 
ESTABLISHMENT. 


——e 


WE OFFER IN OFR - 


SUIT DEPT 


200 CLOTH, FLANNEL, AND SILK SUITS A? 
EXACTLY ONE-HALF FORMER PRICES. aLl» 
WOOL FLANNEL SUITS, $9 49; ALL-WOOk 
CASHMERE SUITS, $1499, $16 49, $17 74; 
ALSO, NEW SILKE AND SATIN SUITS, Df 
COLORS AND BLACK, FROM $26 99 TO $32 49, 
FINEST CUSTOM WORK I8 PUT vPON 
THESE SUITS, AND THEY CAN BE PUR 
CHASED FROM STOCK OR MADE TO ORDER 
AT SAME PRICE. 


—_— 


SPECIAL INDUCEMENTS IN 


HOSIERY 


MEN’S FANCY COTTON %HOSE, 24 CENTS; 
WORTH 60. 

MEN’S FANCY COTTON %HOSH, 19 CORNTSs¢ 
WORTH 30. 


400 DOZEN LADIES’ COTTON HOSE, BLACK 
AND COLORS, 29 CENTS; WORTH 45. 


100 DOZEN CHILDREN’S BLACK FRENCH 
RIBBED HOSE, 24 CENTS. 


400 DOZEN CHILDREN’S COTTON HOSE 19 
BLACK, NAVY AND BROWN AT 17 CENTS; 
WORTH 25. ‘ 


200 DOZEN LADIES’ FANCY STRIPED COR 
TON HOSE, 22 CENTS. 


poe 


CONTINUATION OF OUR GREAT SALE OF 


LADIES? 
MUSLIN UNDERWEAR. 


2,000jD0ZEN CHEMISES, DRAWERS, GOWNS, 
AND SKIRTS OF OUR OWN MANUFACHR 
URE WITH MATCHED PATTERNS OF EM 
BROIDERY—ALL CLEAN, FRESH GOOoDy, 
AT THE LOWEST PRICES EVER ENOWM 


10 CASES HAND-EMBROIDERED 


FRENCH UNDERWEAR 


AT EXCEPTIONALLY LOW PRICES. 


COLORED 
SILKS & VELVETS. 


SATIN RHADAMES AND FAILLE FRANCAIS. 
AT 99 CENTS, $1 25, AND $1 48. 
100 PIECES 19-INCH SILK VELVET IN AL®& 
DESIRABLE SHADES, 99 CENTS; WoRTs 
$1.35. 

NOVELTY VELVETS, $198; WORTH $4. 


THREE SPECIAL BARGAINS IN 


BLACK SILK. 


50 PIECES ALL-SILK BLACE SATIN 
RHADAME, 79 CENTS; GOOD VALUE 4 
$1 20. 

100 PIECES SATIN FINISH GROS GRALY 
$1 12; USUAL PRICE, $1 50. 

60 PIECES BLACK FAILLE FRANCAIS, $1 25¢ 
WORTH $1 75. 


TWO BARGAINS IN COLORED 


DRESS GOODS. 


NO, 1.—FINE QUALITY SHOODAH CLOTH I 
LIGHT AND DARK SHADES AT 49 CENTS¢ 
WORTH 75. 

NO. 2.—ENGLISH CHECKED LADIES’ CLOTH, 
134g YARDS WIDE, 


ALL WOOL, AT 49 CENTS; SAME HAS BEEN 9Q 


we 


WE ARE SHOWING MANY NEW WEAVES I¥ 


BLACK 
DRESS GOODS. 


SPECIALLY DESIGNED FOR MOURNIN@ 


Extraordinary 
inducements in 
Damasks, Napkins, - 
Towels, Blankets, 
Quilts, 
and Lace Curtains. 


WILL OPEN ON MONDAY MORNING 
THE LARGEST LINE OF 


VALENTINES 


IN THE CITY. THEY WILL BE DISPLAYESB 
ON THE HAT COUNTER, IN THE 6TH-aW 
AND 14TH-ST. CORNER OF THE STORE. 


RLH.MACY &CO, 


CLEARING OUT SALG; 


— 


Paris Exposition, 1878. Centennial Exposition, 1878 


F, BOOSS & BRO. 


ESTABLISHED 1853, 


Having realized a very satisfactory Business tor the 
season, have decided to commence 


A GRAND 
CLEARING-OUT SALE 


AT AN ENORMOUS REDUCTION, 


F. BOOSS & BRO, 


449 Broadway and 26 Mercer-st., near Grands 
nee COLA LA 
Je YNE, FURRIER, 103 PRINCE 
C.st, Berges Add, prices of all Furs mand 
Sealekin garments; large assortment to select 


| 





